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Engine Oil System Installation, . . . . . . 496 
ARRESTING GEAR. . . ooa + + + ç + s... . . 468 Engine Oil Complete Tank Assembly. . . . . . 498 
Arresting Gear Control Installation . . . . 468 LOOSE EQUIPMENT . š 5 500 
Arresting Gear Installation . . . . «e ATO 
Arresting Hook Chassis Assembly . . . . . . 472 Loose Equipment and General Data 
Arresting Gear Snubber Assembly . . . .OATÀ . Installation. z Wigs re? ve: PEE ine) 
Arresting Gear Trunnion Fairing Assembly Wingfold Jury Strut Assembly y κ ὁ φον Ἡ qms ασε 
and Aft Door Assembly. . . PE 2 ar ATO 
Arresting Gear Locking Mechanism. rg ions ATO SYSTEMS . pA ox ecu wu 503 
Arresting Gear Uplock Shaft and ` 
Mechanism Assemblies . . . vue ἃ ο ον 480 Fuel System. . 1 503 
I . Instrument System. . . . . ee + + + + + s. 508 
TAIL BUMPER... , . + +, + ç ç ç s ç s.n... ABL Surface Controls System. . . . . . . . , . . 505 
: Heat and Vent System . Se N 506 
Tail Bumper Uplock Hook . . . 482 Electrical System. . 507 
Cylinder Tail Bumper Operating nyaraùnie" Hydraulic System . è 508 
Equipment Assembly . . . . . 484 Armament System. . a) Cera. ο ας y TS ο DOO 
Tail Bumper Shock Strut Assembly. o WS ow HOD Radio and Radar Systems. pid ae uu qeu uel DIO 
POWER PLANT & 4. 4 6 x 90x + + + + + s 9 + + + 486 SECTION III - NUMERICAL INDEX . . . . . . . . . 511 
Engine Controls Installation. . . . . . . + 486 Special Tools and Equipment. Lar pe ο ο. p COE 
Complete Power Plant Installation . . . . + 487 Contractor Parts 3 rw de QA S va A ο 
Standard and Vendor Parts. . . . . . . . . . 613 
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| | SECTION 1 


INTRODUCTION 


. . : Navy 
This Illustrated Parts Breakdown is applicable to the Usable on Code Model Serial Numbers 

l Navy Model FJ-2 Airplane, manufactured by North : 

American Aviation, Inc. of Columbus, Ohio. ALL. . . . . FJ-2 . . . 131927 thru 132126 
The purpose of the Illustrated Parts Breakdown is to A .... Fo-2 .. . 131927 thru 131938 
lišt the items necessary for support of the article. 

l This breakdown will be used for requisitioning, AA. . FJ-2 2 . 131927 
storing, issuing and identifying parts and for AB . . FJ-2 , . . 131928 
illustrating assembly and disassembly relationship. Ας . . FJ-2 . . . 131929 

; AD . . FJ-2 . . . 131930 
Supplementary information on the operation, repair AE. . Po-2 . . . 131931 
and maintenance may be found in the following AF. . FJ-2 , . . 131932 
publications: : AG . . PJ-2 . . . 131933 
° AH . . .PFJ-2 . . . 131934 
AN O1-60JKB-1 Flight Handbook AJ . . FJ-2 . . . 131935 
AN O1-60JKB-2 Handbook of Maintenance Instruction AK. . FJ-2 . . . 131936 
AN 01-60JK-3 Handbook of Structural Repair AD . . PJ-2 . . . 131937 
AM . . FJ-2 . . . 131938 
This Catalog is divided into three sections:. 
B .... FJ-2 .. . 131939 thru 131961 
Section I Introduction I 
BA ... FJ-2 . . . 131939 
Section II Group Assembly Parts List BB ... FJ-2 . . . 131940 
! BC ... Fd-2. . 131941 
Section III Numerical Index BD .. . FJ-2 . . . 131942 
: BE .. . FJ=2 , +. ` 131943 
NOTE: Τη order to expedite the delivery of Spare Pants, BR ... FPJ-2 . . . 13194 
the Airplane Model, Serial Number, Part Number and - BG ... FJ-9 . . . 131945 
Title should be supplied when requesting parts. The BH ... FJ-2 . . . 131946 
exact position, function and other pertinent data BJ ... FJ-2... 131947 
contributing to the adequate identification of parts, BK. ... FJ-2 , . . 13194 
if supplied with the requisition, may well avoid BL .. : FJ-2. . . 131949 
costly delay in procurement. BM ... FJ-92 .. . 131950 
BN ... FJ-9 . . . 131951 
. M BP ... FJ-2 .. . 131952 
Q.E.C.A. EXPLANATION BQ ... FJ-2 . . . 131953 
BR . . FJ-2 . . . 131954 
The Quick Engine Change Assembly is indicated in BS . . FJ-2 . . . 131955 
the Group Assembly Parts List, Section II, by a symbol BT ... FJ-2 . . . 131956 
* preceding the part number. : “BU... FJ-2 . . . 131957 
] i BV... FJ-2 . . . 131958 
The figure to be referred to for a complete BW. . FJ-2 . . . 131959 
listing of Q.E.C.A. parts is indicated by an κ to πε I BX . . FJ-2 . . . 131960 
left of the figure title under the POWER PLANT BY . . FJ-2 . . . 131961 
SECTION of the TABLE. OF CONTENTS. : 
Cc... PJ-2 . . . 131962 thru 131971 
"USABLE ON CODE" EXPLANATION I CA. . FJ-2 . . . 131962 
CB .. . FJ-2 . . . 131963 
"Usable on Coding" has been employed  through- CC ... FJ-2 . . . 131964 
out this Catalog to indicate the limited use of CD ... FJ-2.. . 131965 
certain parts. These "Usable on Codes", indicate the CE .... FJ-2 . . . 131966 
Navy Serial Numbers of the Airplanes on which these CF . SFJ-9 . . . 131967 
parts may be used. σα . . FJ-2 . . . 131968 
: CH . . FJ-2 . . . 131969 
For example, the "Usable on Code" (A-B) after a CJ ... FJ-2 . . . 131970 
part would indicate that this part may be used begin- CK ... FJ-2 . . . 131971 
ning with the first airplane of code (A)(FJ-2, 131927) ` 
to aoe the last airplane of code (5) (50-59, D .... FJ-2.. . 131972 thru 131986 
131961). ° 
DA ... FJ-2 . . . 131972 
The "Usable on Code" (Β-) would indicate that DB ... FJ-2 .. . 131973 
the part may be used beginning with the first airplane DO ... FJ-2 . . . 131974 
of code (B) (FJ-2, 131939), and on all subsequent FJ-2 DD ... FJ-2 . . . 131975 
airplanes. Note that on this type code the hyphen  "-" DE ... FJ-2. . . 131976 
is used to mean "and Subs". DF ... FJ-2. . . 131977 
` DG ... FJ-2 . . . 131978 
1 Thé "Usable on Code" (BA) without the hyphen "-", . DR ... FJ-2 . . . 131979 
would indicate that the part may be used only on DJ ... FJ-2 .. . 131980 
airplane (FJ-2, 131939). DK ... FJ-2. . . 131981 
| DL ...FJ-2 . . . 131982 
Parts not coded are usable on all FJ-2 air- DM ... FJ-2.. . 131983 
planes. ey uU DN ... FJ-2 . . . 131984 
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Introduction AN 01-60JKB-l 
` 
Navy Navy 
Usable on Code Model Serial Numbers Usable on Code Model Serial Numbers 
DP... FJ-2 . . . 131985 : : JC... FJ-2 . . . 132055 
- DQ . . . FJ-82 . . . 131986 . - JD . .. FJ-2 . . . 132056 
" JE . . . FJ-2 . . . 132057 
E .... FJ-2 .. . 131987 thru 132001 JF . .. FJ-2 . . . 132058 
CES JG... FJ-2 . . . 132059 
ΕΑ... FJ-2 . . . 131987 JH . .. FJ-2. . 132060 
EB .. . FJ-2 . . . 131988 v. JJ ... FJ-8 . . . 132061 
EC .. . FJ-2 . . . 131989 JK . .. FJ-2 . . . 132062 
ED . . . FJ-2 . . . 131990 : JL . . . FJ-2 . . . 132063 
EE . .. PJ-2 .. . 131991 JM... . FJ-2 . . . 132064 
EF . .. PJ-2 . . . 131992 : JN . . . FJ-8 . . . 132065 
EG . .. FJ-2 . . . 131993 JP... FJ-2 . . . 132066 
EH . .. FJ-2. . 13199h JQ... FJ-2 . . . 132067 
EJ ... FJ-2. . 131995 JR ... FJ-2 . . . 132068 
EK . .. FJ-29 . . . 131996 : - JS . .. FJ-2 . . . 132069 
EL .. . FJ-2 . 7 . 131997 JT ... FJ-2 . . . 132070 
ἘΜ... . FJ-2 . . . 131998 . JU... FJ-2 , . . 132071 
ἜΝ ...Εὔ-2.. . 131999 
EP . . : FJ-2 . . . 132000 ` K .... FJ-9.. . 132072 thru 132081 
EQ . .. FJ-2 . . . 132001 
KA . FJ-8 ; . 132072 ` 
Fo... . FJ-2 . . . 132002 thru 132011 KB . FJ-2. . 132073 
KC . FJ-2 , . 132074 
FA... Fd-2 . . . 132002 KD . FJ-2 . . . 132075 
FB... PJ-2 .. . 132003 : ΚΕ . . FJ-0 . .' . 132076 
FO... FJ-8 . . . 132004 KF . .. F2. . 132077 
FD... FJ-2 . . . 132005 - KG . FJ-2 . . 132078 
ΕΕ... FJ-2 . . . 132006 : KH . FJ-2 . . 132079 
FF . . . FJ-2 . . . 132007 KJ . FJ-2 . . 132080 
FG... FJ-2 . . . 132008 KK . F-2. . 132081 
FH ... FJ-2 . . . 132009 
FJ .... FJ-2 . . . 132010 L .... FJ-9.. . 132082 thru 132101 
FK .. . FJ-2 . . . 132011 
LA . .. FJ-2 . . . 132082 
QG .... FJ-2 .. . 132012 thru 132031 IB . .. FJ-2 . . . 132083 
Ic... FJ-9 . . . 132084 
GA .. . FJ-2 . . . 132012 ID ... FJ-2. . 132085 
GB... FJ-2 . . . 132013 2 LE . .. 13-2 . . . 132086 
GC ... FJ-2 . . . 132014 IF . .. FJ-9 . . . 132087 
GD . . FJ-8 . . . 132015 ια... FJ-9 . . . 132088 
GE ... FJ-2 . . . 132016 IH . .. FJ-2 . .'. 132089 
GF ... PJ-2 . . . 132017 LJ ... FJ-2 . . . 132090 
GG... FJ-2 . . . 132018 IK ... PJ-2 .. . 132091. 
GH .. . FJ-2 . . . 132019 . LL ... FJ-2.. . 132092 
GJ . .. FJ-2 . . . 132020 : LM . .. FJ-9?:'. . . 132093 
GK . . FJ-2 . . . 132021 IN... FJ-2. . 132094 
GL . . FJ-2 . . . 132022 LP . .. FJ-2 . . . 132095 
GM . . FJ-2 . . . 132023 ; IQ... FJ-2. . . 132096 
GN... FJ-2 . . . 132024 : IR .. . FJ-2 . . . 132097 
GP ... FJ-2 . . . 132025 IS . .. Fd-2 . . . 132098 
GQ... FJ-2 . . . 132026 š " LT ... FJ-2 . . . 132099 
GR . . . FJ-2 . . . 132027 IU ... FJ-2 . . . 132100 
GS . . . FJ-2 . . . 132028 : i IV... PJ-2 . . . 132101 
GT ... FJ-2 . . . 132029 
GU . . . FJ-2 . . . 132030 M .... FJ-2 . . . 132102 thru 132116 
GV... FJ-2 . . . 132031 | š 
MA . . . PJ-2 . . .. 132102 
H .... FJ-8 .. . 132032 thru 132052 MB... FJ-2 . . . 132103 
: NK M o... FJ-2. . 132104 
HA... FJ-2 . . . 132032 MD ... Ε7-2.. . 132105 
HB . . . FJ-2.. . 132033 : ME... Ε-δ. . . 132106 
HC ... FJ-2. . . 132034 i W o... FJ-8 . . . 132107 
HD .. . FJ-2 . . . 132035 M .. .FJ-2 . . . 132108 
HE ... FJ-2 . . . 132036 MH... FJ-8 . . . 132109 
HF . . FJ-2 . . . 132037 MJ . . FJ-2 . . . 132110 
HG. . FJ-2 . . . 132038 MK ..F-2. . 132111 
HH . . .FJ2.. . 132039 ML . . FJ-2 .. . 132112 
HJ ... FJ2. . 132040 MM... FJ-2 .. . 132113 
HK . . . FJ-2. . 132041 Noo... FJ-2 . . . 132114 
HL . . . FJ-2. . 132012 MP... FJ-2 , . . 132115 
HM .. . FJ-2 . . . 132043 M . . . FJ-2 .. . 132116 
HN .. . FJ-2 , . . 132044 
HP . . . FJ-2 . . . 132045 'N.... FJ-2 . . . 132117 thru 132126 
HQ . . . FJ-2 . . . 132046 
HR . . .FJ-2 . . . 132047 ` NA .. . PJ-2 . . . 132117 
HS... FJ-2 . . . 132048 ΝΒ... PJ-2 . . . 132118 
HT ... FJ-2 . . . 132049 NC ... FJ-2 . . . 132119 
HU... FJ-2.. . 132050 ND ... PJ-2 . . . 132120 
HV... F3:2 . . . 132051 ` NE . .. PJ-2 . . . 132101 
HW... FJ-2. . 132052 NF . .. FJ-2 . . . 132122 
Ë NG . .. PJ-2 . . . 132123 
) J o... FI-2 . . . 132053 thru 132071 ; ` NH ... FJ-2. . 132124 
ΝΣ... . Ε7-2. . 132125 
JA . .. FJ-2 . . . 132053 I f NK .. . FJ-2. . 132126 
JB ... FJ-2 . . . 132054 i ; 
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HOW TO USE THE PARTS CATALOG 


when the Part Number is not known ... 


Determine the location of the part in relation to the major groups of the 
* airplane: Wing, Tail, Fuselage, Alighting Gear, Power Plant and Loose 


Equipment. 


sectio t - Ἱππκορυστιοα . . Ming Pota Loek gyere 
ο aseran? 
me ela Roter Aret 


undo 
Ak reiecta Gaines 
Optreting ua. 


Codina Seplaration, 
ην Wee ma Pert 


In^ 
at tender 
Complete Airplane 2217 


eo amr E 3 Turn to the Table of Contents. Under each of the major group headings 

ο will be found a list of all illustrations comprising that group. From this list 
select the illustration most likely to contain the desired part; or Consult 
one of the Complete System Installation Drawings which appear as the last 
pages of Section ΙΙ. These illustrations show complete functional systems 
(Fuel, Hydraulic, Electrical, etc), and serve as a visual index to the equip- 
ment throughout the catalog. 


ving’ iste πα] 
po 


See ὃς παι 


3 Refer to the page number indicated and 
ο find desired part on illustration. 


4 Note the Figure Number of the illustra- 

ο tion and the Index Number of the part. 
Refer to the corresponding Figure-Index 
Number on the Assembly List page for 
Part Number, Nomencloture, etc. 
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IF illustration of part 


is desired —refer to 


some Figure and = E = 
Index Number on ᾿ =: es 


accompanying illus- 
tration. 
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Turn to Figure ond 
Index Number indi- 
coted {ο obtoin de- 
sired informotion. 
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Find the Part Number in the Numerical 
index. Note Figure and the Index 
H-181-0-24 Number where the port is called out 


E 


ΠΠ ΙΣΠ 


in Group Assembly Parts List. 
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SECTION II—GROUP ASSEMBLY PARTS LIST illustrates and lists parts which are 
stocked or likely to be stocked as being capable of replacement. Parts which have 
lost their individual identity as a result of 


being fabricated into a permanent assembly 
are not listed. 


1 FIGURE NUMBER—The number of the illustration in which the 
assembly or part is shown. 


2 INDEX NUMBER—The number assigned to the assembly or 
part to permit cross reference between the nomenclature and 


-2 


illustration. 3 
3 PART NUMBER—North American port numbers are derived 2 

from North American drawing numbers. In ail instances, the -7 

part number contains the drawing number. However, in some 

cases, the part number may be composed of the drawing num- -8 

ber plus dash number suffixes. Such parts, like all other North -9 


American parts, moy be found on the basic North American 


drawing. For explanation of drawing numbering system soe 
page 4: ig 
4 When LEFT AND RIGHT-HAND PARTS are listed together under n 
one index number, the left-hand parts are shown on the a 
illustrations. n 
5 REF—{a) indicates non-procurable parts (b) each subsequent EL 
time that the same part number appears the word “Reference” -18 
is inserted to indicate that provisioning review for the item has E 
been previously considered in total. A 
6 "UNITS PER ASSEMBLY"—Contains the number of units re- ΞΕ 
quired per one next assembly. Ë = 
7 AR indicates “As Required''—No specific quantity. -24 
8 ATTACHING PARTS are listed immediately after the item being -56 
attached and preceding any components of the item. Symbol oh 
(---*---) indicates close of attaching parts. 23 
Ọ (GFP) indicates government-furnished property. (No detail x 
breakdown is furnished in this catalog for these ports). See - ΕΗ 
NavAer 00-500. E: 
-3 
10 VENDORS' CODE shown after title—for complete firm name E 
«nd oddress, see Alphabetical List of Vendors (page 7). 39 
ο 
11 USEABLE ON CODE—For explanation see page 1. E 
12 (MAGNETIC INSPECTED) indicates 100% inspection in accord- A 
ance with MIL-1-6868A. τ 
13 INDENTATIONS of titles indicate the relotionship of each item τὰ 
to its next higher assembly. For example, the items shown in ae 
column 3 are the component parts of 181-13020-1 and -51 
181-13020-2 Rib Assemblies. 58 


SECTION ΙΙ --- NUMERICAL INDEX is the index for th 
catalog, and in addition lists all part numbers on the air- 
plane for source code and microfilm information. This 


section is divided into three groups — "Numerical Index 
' of Special Tools and Equipment", "Numerical Index of 
Contractor Parts" and "Numerical Index of Standard and 
Vendor's Parts". 


14 STOCK NUMBERS os established by the Aviation Supply Office., 
15 The TOTAL QUANTITY COLUMN lists the total quantity of ports per aircraft. 


16 SOURCE CODES as established by the Bureau of Aeronavtics—for definition see 
page 6. 


37 The NUMERICAL ARRANGEMENT is in accordance with specification MIL-B-5005A. 
18 FIGURE AND INDEX NUMBER—where parts are illustrated and listed. 

19 MICROFILM INDEX NUMBERS as established by the Bureau of Aeronautics. 

20 lUSE— — indicates tne superseding port. ` 


21 COMMERCIAL PARTS and parts for which no part number is available ore listed 
at the beginning of the third group of the Numerical Index in alphabetical order. 


22 For STANDARD PARTS, including the Controctor's Standards, only one figure and 
index number is listed. 
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ΠΠ FITTING ASSEMBLY, Fusriage station 51 forward hoisting 


Yw ici WING ASSEMBLY, “Complete [ses E 
14501-1 OUTBOARD WINO AS; Omplete IH... ο - 

e 5 for detail breskdowa) 
"ND WING ASSEMBLY, Complete RH 


INBOARD WING ASSEMBLY, Complete IH . . | Mi 


181-14501-2 
181-14001-1 


181-14001-2 . INBOARD WING ASSEMBLY, Complete RH ... 


181-14205-3 Inboard wing 

181-14205-5 Inboard wing 

181-1417! r 
AN509-10R9 SCREW 

181-14110 RETAINER ASSEMBLY, Inboard wing 


AN509-10R22 


1381-14025 . PIN ASSEMBLY, Inboard wing to outboard wing upper hinge . 
{magnetic inspected) 


181-10020-1 COVER ASSEMBLY , Buttock plane 29 = e bolt Joint . . + 
181-30020- 2 GFP)” 9 upper surface bolt » 
ΑΝ-! . pi € 
3p1561-832-28 Í SCREW ASSEME (SH ) g— = 30 
181-13020-1 . RIB ASSEMBLY, Buttock plane PE Tp eee ae kiwi 1 
181-13020-2 $ T yaa Buttock plane 299 .......... 1 
181-31405-5 BUSHING, Fuselage station 13) lower longeron fittii 1 A-B 
181-88190 ος PITTING, Puel wing outer panel to wing center section 2 
au SER (magnetic inspected). 
RA353C3-13 a ῃ 
2W1-13-28-63 
AN365-1032 
SECURITY INFORMATION — RESTRICTED len ni. 
Nomerleal index of pedal Tools ἃ SN NM 
κκ ο ae === w Mir 1 
E E 


CLEVIS, Holst cable 1ο ring attaching 
RING, Holsting sling ` 
SLING ASSEMBLY AND INSTALLATION, Engine boisting 
SLING ASSEMBLY, Engine hoisting 
CABLE ASSEMBLY, Engine hoisting 
WELD ASSEMBLY, Engine hoisting 
WELD ASSEMBLY, Engine hoisting lower 
SLING ASSEMBLY, Airplane compete hoisting 
SLING ASSEMBLY, Fuselage reer section hoisting 
YORE ASSEMRLT. Rear fuselage beistog Servers jac ` 
YORE ASSEMBLY, attaching 

πο να sling 
SLING ASSEMBLY. Wing pane! intermediate hoisting 
SLING SUB ASSEMBLY, Wing panel intermediate hoisting LH 
SLING SUB ASSEMBLY. Wing pane! intermediate hoisting center 
SLING ASSEMBLY, Wing pene! intermediate hoisting RH 
SLING SUB ASSEMBLY, Wing penel intermediate hoisting upper 
FITTING, Wing pane! intermediate forward bolsting 
FITTING. Wing pane! intermediate inboard afi hoisting 
STTTING, Wing pene! intermediate outboard aft hoisting 
CLEVIS, Wing pane! hoisting 


BOLT, Fuseiaga station δὲ and 235.188 hoisting 

FITTING ASSEMBLY, Fustage station 235.188 aft hoisting 
FITTING ABSEMBLY. Fuselage station 225-3/16 aft hoisting 
FITTING ASSEMBLY, Fuselage station ΚΖ forward hoisting 
RING ASSEMBLY, Alrpisne complete boating 
PROTRACTOR 

ADAPTOR. Protractar surface control 
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N.A.A. DRAWING NUMBERING. SYSTEM 


Numbers are assigned to North American Aviation Drawings in accord- 
ance with the chart οπ the opposite page. The basic number (number after 
the dash) assigned a drawing is determined by the function it performs. For 
example, Electrical Drawings are assigned numbers in the 54000 series, Hy- 
draulics Drawings in the 58000 series, etc. The identity of a part is determined 
by the functional group for which it was designed, regardless of its location 
in the airplane or of its method of attachment. The number before the dash 
is the North American Aviation Model Designation for the airplane for which 
the part was originally designed. However, a part originally designed for 
one model may be used on any other model and if the part remains the 
same the drawing, number also remains the same. 


Ν.Α.Α. Standard Part numbers consist of a number, 
alphabetical letter and another number. The alpha- 
betical letter in this Part Number arrangement is taken 
from the first letter of the descriptive noun identifying 
the part. In some cases the basic number is the part 
number while in others, dash number coding is added 


to completely define the size, material, etc. For example, 
4B12-2, 5B7, 6C8, 2N1, 2P3-3, 6R1-2, 754-10-10, etc. ΞΕ “wao [5] 
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5 


P |102-54259 Y 


REVISED PSIO Ky, 
Ya DIA WAS δε ΩΣ [2535227] 


~ 


CLOSE É CRIND SQUARE ROUND END OF rae 
THS END ONLY COL į TOP COLL (HIST 


BE PARALLEL Το ‘ wn q 
BASE LES - Next assemblies of part. 


Number required per air- 
plane per next assembly. 


BASE LINE 


«059 W/RE_DUA. 
F ACTIVE COIS 46 04, " 
Z INACTIVE COG LARGE ENO, δ INACTIVE COM SMALL END . 
IS TOTAL COWES 
A)LOADI SLOS * 2 68. WHEN 
COMPRESSED TO ᾷεῴνσ7. 
HEAT SPRING AT 525° ^ FOR 
POMINUTES AFTER FORMING 


Wuseo W 2.5/0 (WA-109 #1-1600) YUSEO ON P 570 (NA-109 #1601 £ SUBS) 
Apr de 35557 70 2⁄F22-7Z8 52 INCL. APE IE 2553 Z SZ85 ANDO (WAHT 
WAT w40ri200 PAFA- 53 ~ 206; Φ5ΟΦ5) RAFAL- 11953 € SUBS. 
TO AFA 7-22 σα - -- = 

PORTS MARKED THUS C SSO. ov 5.58 

Que SERIAL IO ICA FC 

SUBSEQUENT, : 


INGLEWOOD a 


2 "SPRING -106. GEAR POS. IND. 
Lt SWITCH PROTECTOR SEAL 


02-54259 


J——rw 


Code symbols refer to š 
notes on face of Dwg. 


102-Prefix indicates thot part was first Š 


designed for N.A.A. Model 102 (P-51B). 
Model Column shows all mod- 


els on which part is used. 


Basic Number in 54000 series indicates a 
part designed for the Electrical System. (See 
chart on opposite page.) 
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ALPHABETICAL LIST OF VENDORS CODES 


A A 
AA "nm Air Associates Incorporated : Aero Marine Products 
: ` 60 Industrial Avenue 10814-16 Santa Monica Blvd. 
Teterboro, New Jersey = W. Los Angeles 25, California j 


ACA ... American Chain & Cable Company, Inc. ` τ 
601 Stevenson Bldg. B 
Detroit, Michigan 


ABT Qç & « Aetna Ball & Roller Bearing Mfg. Co. . BCC . .. Barber-Colman Company 


4612 Schubert Avenue 321 East Third Street 

Chicago 39, Illinois Rockford, Illinois 
AIR...  Airsearch Manufacturing Company BDC . . . Bead Chain Manufacturing Co. ' 

c/o Air Supply Company 64 Mt. Grove Street 

5959 West 3rd. Street Bridgeport, Connecticut 


Los Angeles, California 


BE + + + Burndy Engineering Company, Inc. 


AITR . .. Airton Incorporated . 107 Bruckner Blvd. 
?0 East Elizabeth Avenue New York 54, New York 
Linden, New Jersey 
BOB . . . Bobrick Manufacturing Corp. 
AMP ... American Phenolic Corporation 1839 Blake Avenue | | 
; 1830 South 54th. Street Los Angeles 39, California 
Chicago 50, Illinois 
BTP . . . Bertea Products Company 
ROM ... Aeromarine Instrument Company, Inc. 1450 North Lake Avenue 
.New York, New York Pasadena 6, California 
AP ET Adel Division 
10777 Van Owen σ 
Burbank, California y 
AQ v ἐφ, ο. Aeroquip Corporation ; CARM , . . Carma Manufacturing Company 
303 South East Avenue c/o E. S. Condon Co. 
Jackson, Michigan 1151 South Broadway 
I Los Angeles, California 
ARH ... American Radio Hardware Company, Inc. 
152 McQuestion Parkway South σος . .. Clark, David Company, Ine. 
Mt. Vernon, New York. š 360 Park Avenue 
I Worchester, Massachusetts 
ARN... Arens Controls, Incorporated . 
2017 Greenleaf Street CKN . . .. Chiksan Tool Company 
Evanston, Illinois 1330 North Pomona Avenue 
P. O. Box # 158 A 
Brea, California 
AS . + .' Aero Supply Manufacturing Co., Inc. . 
'611 West Main Street 
: Corry, Pennsylvania CLC . . . Camloe Fastener Company 
420 Lexington Avenue 
New York, New York 
ASCO... American Screw Company . ἢ 
Williamantic, Connecticut Dl 
CLP . .. Cole Electric Products Division 
. Federal Electric Products Co. 
ASE ... American Seating Company Long Island City, New York 
Ninth & Broadway ` 


Grand Rapids, Michigan 
CLR . .. Clarostat Manufacturing Co., ‘Inc. 
: IE Dover, New Hampshire 
AVDE ... Aviation Developments, Inc. 
210 North Front Street 
Burbank, California 
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CNL ... 
COE ... 
CTR... 
CUT ... 
DARL... 
ΞΕ... 
DIR ... 
DN... 
DUME . .. 
DZ- Lie 


EDI ... 


‘Dzus Fastener Company, 
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ALPHABETICAL LIST OF VENDORS CODES 


Chicago Metal Hose Corporation 


. 1311 South Third Street 


Maywood, Illinois 


Cornelius Company, The EN sts 
550 29th. Avenue, N. E. E 
Minniapolis 21, Minnesota 


Cook Electric Company 
2700 Southport Avenue 
Chicago 14, Illinois 


Carter Carburetor Corporation 
2838 North Spring Avenue 
St. Louis, Missouri 


Cutler Hammer, Incorporated FA EG 
315 North 12th. Street 
Milwaukee, Wisconsin 


š FAF .. 


FAHJ .. 


Darling, R. E, 
4718 Bethesda Avenue 
Bethesda, Maryland 
FAKB .. 


Délco Products Division 
320 West 1st, Street 
Dayton, Ohio 

d FEN .. 
Delron Company, Inc. The 
2306 East 38th. Street 
Los Angeles 58, California 


Denison Engineering Company 
1160 Dublin Road 
Columbus 16, Ohio 
GCO .. 


Duccommun Metals & Supply Co. 
4890 South Alameda Street 
Los Angeles, California 
GE ee 


Inc. 

John Street 

Babylon, New York 

GLI .. 


GMC .. 


Edison, Thomas A., 
Instrument Division 
W. Orange, New Jersey 


Inc. 


GPC . 
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436 East Manchester Avenue 


Elcon Manufacturing Company | 


Los Angeles 3, California 


Elastic Stop Nut Corp. 
2330 Vauxhall Road 
Union, New Jersey 


of America 


Embe Geat Works 
130 Salem Street 
Glendale, California 


Fahlin Manufacturing Company 
Columbia, Missouri 


Fafnir Bearing Company, The 


New Britain, Connecticut 


Foster Company, John J. 
1966 South Harbor Blvd. 
Santa Ana, California 


Flexonics Corporation 
1315 South Third Street 


Maywood, Illinois 

Fenwall, Incorporated 

113 Plesant Avenue 

Ashland, Massachusetts 
G 


General Controls Company 
801 Allen Street 
Glendale 1, California 


General Electric Company 
Apparatus Department 
Schenectady, New York 


Globe Industries, 
125 Sunrise Pl. 
Dayton 7, Ohio 


Incorporated 


Grimes Manufacturing Company 
515 North Russel Street 
Urbana, Ohio E 


Gladden Products Corporation 
635 West Colorado Street 
Glendale 4, California 
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GY . « . Goodyear Tire & Rubber Company HYRM . Hydraulic Research & Mfg. Company 
1144 East Market Street 2835 North Naomi Street 
Akron 16, Ohio Burbank, California 
H Harley Buckle Sales 
The Sembodja Corporation 
3629 North Dixie Drive 
HEC ... Heim Company, The Dayton, Ohio 
100 Sanford Street 
Fairfield, Connecticut 
Henry Engineering Company 
2400 North Hollywood Way 
ΠΕΜ ... Hartman Electrical Manufacturing Co. Burbank, California 
175 North Diamond Street 
Mansfield, Ohio 
IL 
HLF ... Halfco Bearing Division 
315 Asylum Street ININ . . . International Instruments, Inc. 
' Bridgeport, Connecticut 7614 Melrose Avenue 
Los Angeles 46, California 
HOH ... Houdaille-Hershey Corporation 
1500 Fisher Bidg. ITRC . . . International Rectifier Corporation 
Detroit, Michigan 1521 East Grand Avenue 
El Segundo, California 
HOOV . . . Hoover Electric Company s 
2100 South Stener Avenue J ᾿ 
Los Angeles, California 
I JAPC . . . James-Pond-Clark Company 
HPL . ..  Cam-Stat, Incorporated, Division 1247 East Green Street, 
Henry Paul Company ES Pasadena, California 
11833 West Olympic Blvd. 
Los Angeles &, California : 
JH . . . Jack and Heintz Precision Industries 
; 17600 Broadway 
HRM ... Hadley Company,. Charles R. Cleveland, Ohio 
918 Dixie Terminal Bldg. 
Cincinnati 2, Ohio 
ç JM . + . Johns-Manville Corporation 
Central Parkway at Walnut 
HS wu e Hamilton Standard Propeller Division Cincinnati, Ohio 
United Aircraft Corporation 
East Hartford, Connecticut 
JPN .. . Juniper and Norris Company 
: : 3111 Winona Avenue : 
HUG ... Hughes Aircraft Company Burbank, California 
Armament Division 
Culver City, California 
` K 
HUM. ... Huber, Manufacturing Company 
Marion, Ohio ᾿ KOE .. . Koehler Aircraft Products Company 
1814 Vermont Avenue 
Dayton, Ohio 
HWE . * Hartwell Aviation Supply Company 
9035 Venice Bldg. 
Los Angeles 34, California KWC . .. Keystone Watch Case Division 
; . Riverside Metal Company 
Riverside, New Jersey 
HYAW . . . Haydon, A. W. Company 
232 North Eim Street 
Waterbury 20, Connecticut 
Revised 15 September 1953 RESTRICTED 9 
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LR. 


LTF 


MAFN 


MAR 


MCS 


MHSC 


MQ 
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Leonard, W. O., Incorporated MSE «4 
373 South Fair Oaks Avenue ? 

Pasadena, California x 
Leland Electric Company, The MSO .. 


1501 Leo Street 
Dayton 4, Ohio 


Liquidometer Corporation MIY ^. x 
36-16 Skillman Avenue 
Long Island City, New York 


Leach Relay Company 
5915 Avalon Blvd. 
Los Angeles, California 


Littiefuse, Incorporated 
4T57 Ravenswood Avenue 
Chicago 40, Illinois 


M 


Micro-Metal Products . . NS .. 
1281 Riverside Drive 
Los Angeles 31, California 


Marman Products Company 
940 West Redondo Blvd. 
Inglewood, California 
OPS .. 


Micro Switch Division 
Minneapolis-Honeywell Regulator 
Freeport, Illinois 


M. C. Manufacturing Company 2 PA d. 
118 Indianwood Road 
Lake Orion, Michigan 


McGill Manufacturing Company, Inc. PAS .. 
1100 North Lafayette Street 
Valpariso, Indiana 


Muelhausen Spring Corporation PC . . 
1917 Butler Street 
Logansport, Indiana 


Monadnock Mills PCO .. 
1977 First Avenue 
San Leandro, California 


Marquette Metal Products Co. PE. .. 
1140 Galewood Drive 
Cleveland 10, Ohio 


RESTRICTED. 


Maybar Corporation 
200 North Avenue 
Los Angeles 42, California 


Menasco Manufacturing Company 
805 South San Ferando Blvd. 
Burbank, California 


Maltby, Edward D., Company 
1718 South Flower Street 
Los Angeles, California 


Mar Vista Company 
5428 West 104th. Street 
Los Angeles 5, California 


N 


North American Aviation, Inc. 
4300 East 5th. Avenue 
Columbus 16, Ohio m 
Nutt-Shel Company : 


811 Airwax Drive : 
Glendale, California 


o 


Operating Maintenance Specialties 
Charlotte, North Carolina 


Parker Appliance Company, The 
17325 Euclid Avenue 
Cleveland, Ohio 


Pacific Scientific Company 
1430 Grand Vista Avenue 
Los Angeles, California 


Pacific Airmotive Corporation 
2940 North Hollywood Way 
Burbank, California 


Pacific Coast Engineering Company 
10910 Ocean Gate Avenue 
Inglewood, California 


Pesco Products Division 
24700 North Miles Road 
Bedford, Ohio 
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ALPHABETICAL LIST OF VENDORS CODES 


PT E Permatex Company, Incorporated SAL .. Sealol Corporation 


| RAI 


RCO 
RHW 
ROSN 


RYY 


SAHR 


SAI 
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1720 Avenue Y 
Brooklyn, New York 


Purolator Products, Incorporated 
970 New Brunswick Avenue š 
Rahway, New Jersey 


Parker-Kalon Corporation 
208 Varick Street 
New York, New York 


Broof Industries Corporation 
10000 Exposition Boulevard 
Los Angeles 34, California 


R 


“Robinson Aviation, Incorporated 


48 Industrial Avenue 
Teterboro, New Jersey 


Roller Bearing Company of America 
Whitehead Avenue 
Trenton 3, New Jersey 


Revere Corporation of America 
P. 0. Box #358 
Wallingford, Connecticut 


. Adams Rite Manufacturing Company 


540 West Chevy Chase Dr. 
Glendale, California 


Rosan, Incorporated 
5224 Southern Avenue 
South Gate, California 


Roylyn, Incorporated 
1706 Standard Avenue 
Glendale, California 


Sweeney Engineering Corp. 
3852 Willat Avenue 
Culver City, California 


Standard-Thomson Corporation 
216 South Main Street 
Dayton 2, Ohio 
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SH 


SHA 


SLZ 


. SPE 


SPEC 
SPS 
SPTD 


STB 


8155 


ΤΕΧ 


45 Willard Avenue 
Providence 5, Rhode Island 


Seaboard Electric Company 
417-21 Canal Street 
New York 13, New York 


Shakeproof, Incorporated 
2501,North Keller Avenue 
Chicago 39, Illinois 


Shafer Bearing Corporation 
801 Burlington Avenue 
Downer's Grove, Illinois 


Specialities, Incorporated 
Skunks Misery Road 

Long Island 

Syossett, New York 


Sperry Syroscope Company, Inc. 
Great Neck, New York 


Sprague Engineering Company 
1144 West 135th. Street 
Gardena, California 


Standard Pressed Steel Company 
Box #732 
Jenkintown, Pennsylvania 


Spencer Thermostat Division 
Metals & Controls Corporation 
Attleboro, Massachusetts 


Meltron Corporation 
950 North Highland 
Los Angeles 38, California 


Strom Steel Ball Company 
1850 South 54th. Street 
Cicero 50, Illinois 


Stewart Manufacturing Company 
Washington, D. C. 


T 


Teleflex, "Incorporated 
258 Wingchocking Street 
Philadelphia 40, Pennsylvania 
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THAS . . . Thomas Associates. . VI e » . Vickers, Incorporated 
4607 Alger Street Ç 1400 Oakman Blvd. 
Los Amgeles, California Detroit 33, Michigan * 
t 
THMO ... Therm-0-Disc, Incorporated . W 


127 Crouse Street 
Mansfield, Ohio 
. WADR . . . West Coast Tool and Supply Co. 
317 East Second Street 2 
TIB: ..,. Tison Brothers ` Los Angeles 12, California 
226 South Sepulveda 
Los Angeles 25, California 
WAEC , . . Waterman Engineering Company 
τοι Custer 
TIN ,.. Tinnerman Products, Incorporated Evanston, Illinois 
Post Office Box 6688 
Cleveland 2, Ohio 
; WD - . . White, S. S. Dental Mfg. Company 
š I 10 East 40th. Street 
TMH ... Thompson, H. I. I New York, New York 
1733 Cordove Š " 
Los Angeles, California : 
li WEHE . . . Wellcome, H. E., Company 
. | Plesantville, New York 
* TOR ... Torrington Company, The 
50 Fields Street 
Torrington, Connecticut WFRC . . . Franklin C, Wolfe Company 
: 407 Commercial Center Street 
Beverley Hills, California 


TP A ee ig Thompson Products, Incorporated 

23555 Euclid Avenue "s f 

Cleveland, Ohio WH e . . Weatherhead Company 

I 3000 East 131st, Street 
Cleveland, Ohio 
U 
. WIG ... Wiggins, E. B. Oil Tool Company 
uc eee United-Carr Fastener Corporation 3424 East Olympic Boulevard 
` 1468 West Ninth Street Los Angeles 23, California 


Cleveland 13, Ohio 
. WK . « < Walter Kidde and Company, Inc. 


UCI . ..  Ucinite Company, The 675 Main Street 
Newtonville, Massachusetts Belleville 9, New York 
UG ... United States Guage Co. WMAC . . . Wemac Company 
American Machine & Metals, Inc. 502 Isis Avenue 
Sellersville, Pennsylvania Inglewood, California 
USR . 4 . United States Rubber Company ] WOF ... Wolf, Frank Manufacturing Co. 
1930 Avenue of the Americas Philadelphia 6, Pennsylvania 


New York 20, New York 
WR... White-Rodgers Electric Co. 


V St Louis, Missouri 
VCH X2 er wa Vapor Heating Corporation WTR ... Whittaker, Wm. R. Company 
i 1454 Railway Exchange : : . 915 North Citrus Avenue 
Chicago, Illinois ' t Los Angeles 38, California 
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WING 


SECTION Il 


GROUP ASSEMBLY PARTS LIST 


H-181-14-16 
, FIGURE 2 - INBOARD AND OUTBOARD SPARE WING ASSEMBLIES | 
FIGURE & PART j ' UNHS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
2 . . INBOARD AND OUTBOARD SPARE WING ASSEMBLIES 
-1 181-14901-1 . WING ASSEMBLY, Inboard spare LH . , . . , , + + s . s .... 1 
181-14901-2 . WING ASSEMBLY, Inboard spare RH. . ecc] 5 2 22522 52.25 1 
181-14001-1 - + INBOARD WING ASSEMBLY, Complete LH (see figure 15) . . . . 1 
181-14001-2 INBOARD WING ASSEMBLY, Complete RH (see figure 15) . . . 1 
COMPLETE EXCEPT FOR THE FOLLOWING PARTS 
181-18001-1 + + + FLAP ASSEMBLY, Complete LH (es figure e ο ος us. d 
181-18001-2 + + + FLAP ASSEMBLY, Complete RH (see figure 21 * "E! 
181-33001-1 + + + MAIN ALIGHTING GEAR INSTALLATION, ΙΗ ese figure οὐδ) Ref 
181-33001-2 + + + MAIN ALIGHTING GEAR INSTALLATION, RH (see figure 246) .Ref 
181-48014-1 e + FUEL SYSTEM INSTALLATION, Wing outer panel complete . .Réf 
. LH (see.figure 26) . 
181-48014-2 + + + FUEL SYSTEM INSTALLATION, Wing outer panel complete . .Ref 
RH (see figure 26) 
181-58031-1 e + + CYLINDER ASSEMBLY, Hydraulic wing fold operating IH.. 1 
: (see figure 62) 
181-58031-2 + + + CYLINDER ASSEMBLY, Hydraulic wing fold operating ΠΗ... 1. 
(see figure 62) ` 
--- ean 
-2 181-14902-1 . WING ASSEMBLY, Outboard spare LH. . , « . , e + + s < ων + s + l 
181-14902-2 . WING ASSEMBLY, Outboard spare RH. ....... 9 ο ο . ο 1 
181-14501-1 : . . OUTBOARD WING ASSEMBLY, Complete LH (see figure D) ww d AA-BT 
:181-14501- -10} - + OUTBOARD WING ASSEMBLY, Complete LH (see figure 5) . . . . 1 BU- 
181-14501-2 - . OUTBOARD WING ASSEMBLY, Complete RH (see figure 5) . . . . 1 AA-BT 
181-14501-102 ë OUTBOARD WING ASSEMBLY, Complete RH (see figure 5) . . . . 1 BU- 
COMPLETE EXCEPT FOR THE FOLLOWING PARTS 
181-16001-1 - + + AILERON ASSEMBLY, Complete LH (see figure u): ο. 
181-16001-2 - + + AILERON ASSEMBLY, Complete RH (see figure 14) . . . . . 1 
181-16003-11 - + + AILERON SEAL AND COUNTERBALANCE INSTALLATION LH. . . . .Ref 
(see figure 14) 
181-16003-12 -'". . AILERON SEAL AND COUNTERBALANCE INSTALLATION RH. . . . .Ref^ 
2 (see figure 11) 
187-51062 ° - + . BOOM ASSEMBLY, Airspeed pitot-static tube RH only . . . 1 
΄ (see figure 39 
181-58705-1 - . . ACTUATOR ASSEMBLY, Hydraulic flight control aileron LH. 1 
(see figure 47) 


181-58705-2 - + . ACTUATOR ASSEMBLY, Hydraulic flight control aileron RH. 1 
(see figure 47) . 
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FIGURE 3 - COMPLETE WING INSTALLATION 
16 RESTRICTED Revised 15 September 1953 


SECURITY INFORMATION = RESTRICTED Section 
PUETA Group Assembly Parts List 


WING (Cont) 


` 


FIGURE & PART : . UNITS USEABLE ON 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PERASSY. CODE 
3 1651-10001 WING INSTALLATION, Complete (see figure 1 for next assembly) . Ref AA -BT 
181 -10001-100 WING INSTALLATION, Complete (see figure 1 for next assembly) . Ref BU- 
-1 181-10002 WING ASSEMBLY, Complete que figure H for detail E 1  AA-BT 
181-10002-100 . WING ASSEMBLY, Complete (see figure 4 for detail breakdown 1 BU- 
-2 181-10024 ^. BOLT, Fuselage to wing rear attaching 2 ue 2 
-3 181-10023 . WASHER, Wing center section to fuselage attaching rear "polt 2 
-4 $1452 -126 . NUT, Barrel (EN) .... + vet ig 2 
-5 121-10021 . BOLT, Wing center section to “fuselage attaching front s XU Us 2 
: (magnetic inspected) 
-6 . AN960D1!16L . WASHER . . i, ipa ο ον Le, πο de al uiu Ες 2 
-T 2W1AL1I2-312 ` WASHER, Plain ` (NA) ` Cai ο οσο “S s mau Ya, Age apa 9^ νος 2 l 
-8 AN364 -1216 e NUT -s ; WEE i-re LEVEL «ῳ Ya Sa I € 2 
-9 2PT-12-51 + PIN ASSEMBLY, Hinge `(NA) . em €x 2 
-10 181-10003 . FAIRING ASSEMBLY, Wing center section Tubeluós sta “125: οὔθ 1 
to fuselage 182.188 
-1l ' 181-10004-1 . . FILLER, Wing center section fairing aft . . a . . + + + « £ 
- - 181-10004 -2 . . FILLER, Wing center section fairing aft . a; Nath eee 1 
EE -12 181-10013 . + BLOCK, Wing center section firing aft hat section 2 
-13 181-10007 -1 E . SPACER, Wing center section fairing aft . . . , . , + + ° 1 
181-10007 -2 . . SPACER, Wing center section fairing aft .......e. 1 
-14 181-10009-1 : . COVER ASSEMBLY, S center section fuel drain . . . . . + 2 
9C1-1-5 . . CHAIN, Bead (NA) .. 2. 2 
-15 181-58519 . . DRAIN ASSEMBLY, Hydraulic "wing center section “pairing .. 1 AD-. 
, -16 181-10006-1 . . SPACER, Wing center section fairing intermediate . . . .. 1 
. 181-10006-2 . . SPACER, Wing center section fiaring intermediate . . . . . 1 
-17 181-10005-1 . . SPACER, Wing center section fairing forward ......:. 1 
181-10005-2 . . SPACER, Wing center section fairing forward . . ; š 1 
-18 181-10009-11 . . COVER ASSEMBLY, Wing center section fuel boost pump valve. 1 
9C1-1-5 . . CHAIN, Bead (NA) .. κ Rum og CS 1 
-19 181-10012-5 . . HINGE, Wing center section fairing attaching MLS. a ο δώ, 1 
181 -10012-6 . . HINGE, Wing center section fairing attaching be ; 1 
-20 181-48028 . . FITTING ASSEMBLY, Fuel drop tank air pressure regulator 1 
: drain over board i 
-21 803-080 =,» COVER; . Bolt access (NA) -a 5 e Q woe Xo v0 ὃς (SU S 1 
ATTACHING PARTS i 
-22 7813-1032 -14 £ « SCREW; Flat head (NA) + ¿ < «ο e ο... wtb ὁ GU RUE we 1 
-23 AN960D10 ο WASHER Losi κ ο Bee) 6 7)€ 09, € ος CE Re Es ei ο ο ο 1 
Ss G M y. 
-24 146-54071-11 . . FITTING ASSEMBLY, Battery vent fuselage skin attaching . . 1 
; -25 181-10011 ‘ SHROUD ASSEMBLY, Wing center section fairing, catapult hook 1 
. -26 181-10008 ` COVER ASSEMBLY, Wing center section fairing hinge pin access. 2 
ATTACHING PARTS š ` 
AN509-8R8 ee ιο ar μον ο οφ ὁ 19208 1 φ ὁ ο. ο ο ο Ὁ ο ο 2 
P ---*--- ` “ 
-27 AN509-10R3 ve SCREW «6: 4 v » € $9 x. es oe tm n "P 2 
-28 AN509-10R34 . ο ο MOM rc MIC E αν So Cak asa . 2 
-29 AN509-10R27 . SCREW S οφ (s ο ο ο a INE. ο) on δι ὁ στὰ wo» . . 2 
-30 SP1561-1032-8 . SCREW ASSEMBLY, - Flathead (SH) . . . . . . e.. 6 
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FIGURE 4 - COMPLETE WING ASSEMBLY 
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WING (Cont) 


Section. 1! _ 
Group Assembly Parts List 


UNITS USEABLE ON 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
4 181-10002 WING ASSEMBLY, Complete tees figure 3 for next oy, 2... Ref AA-BT 
181-10002-100 WING ASSEMBLY, Complete (see figure 3 for next assembly . Ref BU, 
-1 - 181-14501-1 OUTBOARD WING ASSEMBLY, Complete LH . e ain Ἕν ee ee lS 1 AA-BT 
(see. figure 5 for detail breakdown). . 
181-14501-2 . OUTBOARD WING ASSEMBLY, Complete RH. : 1 AA-BT 
(see figure 5 for detail breakdown) 
181-14501-101 OUTBOARD WING ASSEMBLY, Complete IH. : * 1 BU- 
(see figure 5 for detail breakdown) 
181-14501-102 OUTBOARD WING ASSEMBLY, Complete RH... * 1 BU- 
(see figure 5 for detail breakdown) 
-2 181-14001-1 INBOARD WING ASSEMBLY, Complete LH. . . š . 1 
(see figure 15 for detail breakdown) 
181-14001-2 INBOARD WING ASSEMBLY, Complete RH. . 1 
(see figure 15 for detail breakdown) ` 
-3 181-14205-3 . SHIM, Inboard wing. . . . š DA. ο. ο, «ΑΠ 
-4 181-14205-5 . SHIM, Inboard wing. . . ç . AR 
-5 181-14174 . SHIM SET, Inboard wingfold “lock fitting . 4 
-6 AN509-10R9 SCREW. . . ww. ve . E 4 
-7 181-14110-1 RETAINER ASSEMBLY, Inboard "wingfold pin " . 1 
181-14110-2 RETAINER ASSEMBLY, Inboard winery pin. — E Uw 4 
-8 AN509-10R22 SCREW. ... ; 4 
-9 181-14025-11 - PIN, Inboard “wing to outboard wing upper "hinge. οσο nts 2 
-10 181 -10020-1 COVER ASSEMBLY, Buttock plane 29 upper surface bolt joint ES i 
181-10020-2 COVER ASSEMBLY, Buttock plane 29 upper surface bolt Joint 1 
-11 SP1561-832-28 SCREW ASSEMBLY, (SH)... . ὃ š ὃς ον PEE 30 
-18 .181-13020-1 . RIB ASSEMBLY, Buttock plane 29. š 1 
181-13020-2 . RIB ASSEMBLY, Buttock plane 29. . 5 1 
-13 181-31405-5 . BUSHING, Fuselage station 131 lower longeron fitting . » 1 
-14 181-48190 FITTING, Fuel wing outer panel to wing center section. ,2 
interconnector 
-15 AN3-11 . BOLT. 5 SS sh Su ow Wu Uy. cs š ο "E 4 
-16 AN960D10 z WASHER. ο. ο 9206 ν. w ὃν vas owe AE τ MC NEPOS 4 
-17 NAS43C3-13 . . SPACER, Screw and bolt . . . . . . . + + a te rete 4 
-18 2W1-13-28-63 .. . WASHER, Plain (NA) . . ........... 2 i "E 4 
-19 AN365 -1032 ας “feat ΝΟΕ... 5, cal sie αν Conall πο ες ᾱ- ο) Man ebay chy ὦ δ "T LOS 4 
-20 181-13601 WING CENTER SECTION ASSEMBLY, Complete. et tes PT 1 
(see figure 23 for detail breakdown) 
-21 181-10019 . BOLT, Wing center section to inboard wing buttock plane . . . 68 
29 joint attaching step 
-22 181-10025 . BOLT, Wing center section to inboard wing buttock plane . . . 38 
?9 joint attaching 
-23 181-10022 . WASHER, Wing to center section attaching buttock plane. . . ..106 
29 barrel 
-24 98480 . RETAINER, Barrel nut (UC). . . . . . . š ος uh uitae, αφ, a. ΘΒ 
-25 $1452-070 . NUT, Barrel (ΕΝ)... . . . . + + + s sn uv ching a> ο d 
-26 98481 . RETAINER, Barrel nut (uc). νυ Ç 4o 9o € 030 
-27 81452-080 . NUT, Barrel (EN)... ie κ " "m 38 
-28 NAS152-42 . BOLT, Internal wrenching steel 3h 16 3 . PON. es 2 
-29. 2W10-12 . WASHER, Countersunk (NA) . . . ss 2 
-30 51452-126 . NUT, Barrel (EN)... RN 2 
-31 NAS150-39 . BOLT, Internal wrenchin steel '5/316-18. TEE Ve 4 
-32 2W10-10. . WASHER,’ Countersunk ning DECANI NP ES . š es Le 4 
-33 AN960D1016 ¿ WASHER ç a». ox Op OX c c» τὸ de OO Ck ON Leo š a "r 4 
-34 EB108 . NUT, High tensile (EN). . . . . . . + <+ N š es H 
-35 AN509-416R23 é BORBW 4o». 29 Wr; Rs 9 Ge AS . . š . ite 4 
-36 AN960D416 e WASHER: Z ser na: .ᾱ- 03 83, as er can ee? Ῥι en Sal "ὁ * " "S H 
-37 AN364 -428 . NUT. éd Le ieu IE do ο΄ ἵῷ», et “ο, er Ripa εφ, e cu ὦ. š 2 nap 4 
-38 NAS156-55 : . BOLT, Internal wrenching steel 1-14 ο. ᾧ Ὃς a je 2 
-39 2W10-16 . WASHER, Countersunk (way. . S a ας Ὁ V ο so. 2 
-40 $1452-164 . NUT, Barrel (EN) .... NM A SE aw 2 
-41 NAS152-50 . BOLT, Internal wrenching steel 3/5-16 . Ae p 2 
-42 2W10-12 . WASHER, Countersunk ww n I P ES . 2 
-43 AN960D1216 . WASHER... ilm. (CRUCE move a eros ole 2 
-44 EB126 . NUT, High tensile (EN) ou cet) cases, fe. Tosa Ὁ “8 $i 2 
-45 NAS149-36 . BOLT, Internal wrenching. steel 9/16-18. T. 8 "ET 4 
-46 2W10-9 . -WASHER, Countersunk (ΝΑ). ....... eave πα Ὁ 4 
-47 AN960D916 > “WASHER To 2-2 ote δν κό sh το ee ας Lee š š bts 4 
-48 EB098 . NUT, High tensile (EN). . .. ... $ Sa 4 
-49 NAS154 -54 . BOLT, Internal wrenching steel 7/8-14 3 s 2 
-50 2W10-14 . WASHER, Countersunk (ΝΑ). . .. ..... uw 2 
-51. AN960D1416 . WASHER... ο ο ο ο ο . . 2 
-52 EB144 .. NUT, High tensile (EN) ui. uere uo wee epe ah E Cay Ep s sa 2 Ln Se 2 
181- 58018 . HYDRAULIC MATING INSTALLATION, Wing center panel to wing. Ref 
inboard panel LH (see fig. 54 for detail breakdown 
181-58017-1 . HYDRAULIC MATING INSTALLATION, Wing outboard panel to wing. . Ref 
: inboard panel LH (see fig. 58 for detail breakdown) 
181-58017-2 . HYDRAULIC MATING INSTALLATION, Wing outboard panel to wing. . Ref 
inboard panel RH (see fig. 58 for detail breakdown) 
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FIGURE 5 - COMPLETE LH AND RH OUTBOARD WING ASSEMBLY 
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AN 01-60JKB-4 


WING (Cont) 


Section. 11 . 


Group Assembly Parts List 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 é 7 NOMENCLATURE PER ASSY. CODE 
5 181-14501-1 OUTBOARD WING ASSEMBLY,- Complete LH (see fig. 4 for next assy). Ref AA- BT 
; 181-14501-101 OUTBOARD WING ASSEMBLY, Complete LH (see fig. 4 for next assy) . Ref  .BU- 
181-14501-2 OUTBOARD WING ASSEMBLY, Complete RH (see fig. 4 for next assy) . Ref AA-BT 
181-14501-102 OUTBOARD WING ASSEMBLY, Complete RH (see fig. 4 for next assy) . Ref BU- 
-1 181-14602-1 © OUTBOARD WING ASSEMBLY, LH (see fig. 6 for detail breakdown 1 AA-BT 
` 181-14602-101 . OUTBOARD WING ASSEMBLY, LH (see fig. 6 for detail breakdown 1 BU- 
181-14602-2 . OUTBOARD WING ASSEMBLY, RH (see fig. 6 for detail breakdown 1 AA-BT 
181-14602 -102 . OUTBOARD WING ASSEMBLY, RH (see fig. 6 for detail breakdown 1 BU- 
-2 . 181-14509-1 . LEADING EDGE ASSEMBLY, Outboard wing LE sta 149.428 to LE sta 1 
251.025 LH (see fig. 11 for detail breakdown) 
181-14509-2 . LEADING EDGE ASSEMBLY, Outboard wing LE sta 149.428 to LE sta 1 
I 251.025 RH. (see fig. 11 for detail breakdown) 
-3 :2PT-13-23-3/h . PIN ASSEMBLY, Hinge (ΝΑῚ. ................. 3 
-4 2P7 -13-30 . PIN ASSEMBLY, Hinge NAD Us - es SR a ο S Sd Ge! S Se ; 1 
-5 μα ανά 32 . PIN ASSEMBLY, Hinge ΝΑῚ. le ce cake ο ο ο ο ο ο ο oe NL 2 
-6 2PT-13-23-1 . PIN ASSEMBLY, Hinge NA). Wwe uos Xx oce Ὁ E W UTD XS -ᾱ 2 
© 7 2PT-13-14- 1⁄46 . PIN ASSEMBLY, Hinge NA e CE ERE E l 
-8 181-17003-1 . SLAT ASSEMBLY, Wing outboard "intermediate TH. X478. Ὁ, la ος 1l 
(see figure 12 for detail breakdown) ' 
181-17003-2 SLAT ASSEMBLY, Wing outboard intermediate RH .... 1 
(see figure 12 for detail breakdown) 
-9 181-17004-1 . SLAT ASSEMBLY, Wing outbd LH fee fig. 12 for detail prakata 1 
181-17004 -2 . SLAT ASSEMBLY, Wing outbd RH (see fig. 12 for detail breakdown) 1 
-10 161-17170 . SPACER, Wing slat interconnector . V. tae Mee ot ο ο. 1 
-11 AN5-22A . s BOLD ç τοῦ L hae Bere eel οφ ον αν”. te Ix EU VI -ᾱ- 4 WE ᾳ ο ο ο. 1 
-12 AN960D516L e WASHER: κ. “Ὁ cec oven d ^ στ pari ELS! v -- Pal de Aie ᾱν De uie AD E oe 2 
-13 2W1-21-28-64 .. WASHER, Plain (NA) .. .. .... É Wow So qu αθώος 64a. CO 
-14 AN365-524 ο αν ο ου š ο A oe ayes acl! 
-15 AN6 -15A . BOLT (magnetic inspected) . . . . . . . . νον, ο” 4 
-16 AN6-16A . BOLT (magnetic inspected) . . . . . . . . b e a Sa. ας ies 4 
-17 181-17037 . WASHER, Wing LE slat attaching ........ sew nog. 16 || 
-18 AN960D616 2 WASHER ώς sal eaten a a obe sore row e woes xo θα a 
-19 AN365 -624 . NUT (magnetic inspected) . . ........ educ e Me ον. MB : 
-20 181-14520-1 - . LEADING EDGE ASSEMBLY, LE station 250.025 to tip . . . . .. 1 
(see figure 13 for detail breakdown) 
181-14520-2 . LEADING EDGE ASSEMBLY, LE station 250.025 to tip ...... al 
(see figure 13 for detail breakdown) 
. -21 181 -14576 . TIP ASSEMBLY, Outbd wing LH je fig. 13 for detail τ 1 
s ' 181-1457T TIP ASSEMBLY, Outbd wing RH (see fig. 13 for detail breakdown 1 
ATTACHING PARTS . 
TS16CH10- 10 . . SCREW, 100? flush head corrosion resistant RH D ο ἃς ο we (60 
7S16CH10-10 . . SCREW, 100° flush head corrosion resistant RH (NA) . . . . 54 
. να Pus 
-22 181-16001-1 - AILERON ASSY, Complete ον fig. 14 for detail ele pec hart 1 
181-16001-2 . AILERON ASSY, Complete (see fig. 14 for detail breakdown) . . 1 
181-16003-11 . AILERON SEAL AND COUNTERBALANCE INSTALLATION . . . . . TEM 1: 
(see fig. 14 for detail breakdown) 
181-16003-12 . AILERON SEAL AND COUNTERBALANCE INSTALLATION , . e e + + < + > 1 
edere 14 for detail breakdown) 
-2 AN4-15A . BOLT (magnetic inspected) . . . . s s , + + +s + + + + gra ays. «0 
-2 ' ΑΝΟΘΟΡΗ16 e WASHER). TO GUel'R qx xs ο ο... RP MF 8 
-25 AN365-428 . NUT (magnetic inspected) κ ο Sete T ase tet ey oe MMS πο 2 
-26 AN171H-15A . BOLT (magnetic inspected) . DE š ο να.” 
-27 165-16012 ' . RACE, Aileron inboard and outboard “hinge inner $ s oW. NIS 2: 
-28 187 -16009 . FITTING ASSEMBLY, Aileron inboard and outboard hinge | M. σος oe 2 
ANQ44-101 è FITTING . . e 9 9 ο ο ὁ ὁ ο 9 $9 a ο ο 9 9 ο * V ὁ 4 ο 1 
B68POH T BEARING (TOR) . .. -—— νο 
-29 NASH64-6A42 . BOLT, Shear close tolerance (magnetic inspected) ED 1 
-30 165-14423-51 . NOSE ASSEMBLY, RH wing tip (RH only) Ecc EE ὦ ws, qs 1 
TS16CN8-10 . SCREW, 100? flush head corrosion (NA) Sona veh gene She v6 au. Ὁ 
-31 'AN364 -624 . NUT (magnetic inspected) . . : Sri ae ο. 1 
-32 181-14568-1 DOOR ASSY, Outboard wing sta 213. 5 "to 225. 5 upper access .. 1 [| 
181-14568-2 . DOOR ASSY, Outboard wing sta 213.5 to 225.5 upper access .. 1 
p ATTACHING PARTS 
AN509-10R10 « SCREW a . . 4 ὁ ὁ e ὁ ὁ 9 ὁ 9 ὁ 9 ο ὁ « 2 ὁ 9 ὁ 5 ο ο . ο 5T 
---ᾱ... 
-33 181-14588 . DOOR ASSEMBLY, Outboard wing compass access (LH only) à 1 
ATTACHING PARTS 
9C1-1-5 . . CHAIN, Bead (NA) ..... MEE CS š 1 
TS16CN10-9 . . SCREW, 100? flush head corrosion resistant (NA) š 18 
-34 181-14592 . DOOR ASSEMBLY, Outboard wing front spar hinge cover . 3- | 
ATTACHING PARTS 
181-14593 z ` SPACER, Outboard wing front spar hinge cover door . . . « 1 
- . Τ5160ν8-19 ` SCREW, 100° flush head corrosion resistant (NA) ..... 1 | 
αρα ey oh 
-35 181-14663-1 DOOR ASSEMBLY, Outboard wing LE hinge inboard ...... . 1 
181-14663-2 . DOOR ASSEMBLY, Outboard wing LE hinge inboard ...... . 1 
ATTACHING PARTS 
TS16CH10-9 . . SCREW, 100° fiush head corrosion resistant (NA) . y 2 
-36 181-14718-1 . DOOR, Outboard wing station 170 to sta 188 aft LH . . . . . . 1 
181-14718-2 . DOOR, Outboard wing station 170 to sta 188 aft RH...... l 
-3T. 181-14719-1 . DOOR, Outboard wing station 170 to sta 188 fwd LH . . . . .. 1 
181-14719-2 . DOOR, Outboard wing station 170 to sta 188 fwd RH . ... ; 1 
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FIGURE 6 - LH AND RH OUTBOARD WING ASSEMBLY 
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AN 01-60JKB-h Group Assembly Parts List 
_ WING (Cont) 


FIGURE & PART R UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


OUTBOARD WING ASSEMBLY, LH (see figure assembly). 
181-14602-101 - OUTBOARD WING ASSEMBLY, LH (see figure 5 for next assembly). . . Ref BU- 
181-14602-2 OUTBOARD WING ASSEMBLY, RH (see figure 5 for next assembly). . . Ref AA-BT 
181-14602-102 OUTBOARD WING ASSEMBLY, RH (see figure 5 for next assembly). . . Ref BU- . 
-1 181-14502-1 ^. WING ASSEMBLY, Outboard LH. . ww e ον woe" WEIT S vs 1 AA-BT 
181-14502-101 . WING ASSEMBLY, Outboard LH. uet) ὁ 9 n. n š š (w 1 BU- 
181-14502-2 . WING ASSEMBLY, Outboard RH. ;..... Seis ow. teh ze φις 1 . AA-BT 
181-14502-102 . WING ASSEMBLY, Outboard RH. .. s" ον od casa too eq ο fet Per, A 1 BU- 
181-14502-3 . + WING ASSEMBLY, Outboard sub LH aie ue £ ος Nek Nop SN ο ο. 1 ` AA-BT 
(see figure 8 for detail breakdown) 
181-14502-5 + + WING ASSEMBLY, Outboard sub.LH . . . Sols Se EE Ge ὃν BU- 
(see figure 8 for detail breakdown) 
181-14502-4 : - + WING ASSEMBLY, Outboard sub RH . . SUR AU e ater Cape ας AA-BT 
(see figure 8 for detail breakdown) 
181-14502-6 - + WING ASSEMBLY, Outboard sub RH.. + Aur “as εφ So ο even se BU- 
(see figure 8 for detail breakdown) 
-2 181-14521-3 . + FITTING, Outboard wing to fold cylinder attaching LH... 
181-14521-4 - - . FITTING, Outboard wing to fold cylinder attaching RH. . 
-3 181-14524-1 - + BRACE, Outboard wing to fold cylinder attaching fitting LH 
181-14524-2 - + BRACE, Outboard wing to fold rod λος ναι ΒΗ 
-4 AN504 -6-4 a ᾱ Ὁ. SOREN; Vo οὐ Ὁ ey sel ο a er E 3d «tall . 
5 AN4 -6A &-. ὁ BOLTS $7 aer N 3. um ο soe a UR uw avs wm A aA US IN up 
-6 AN509-4 16R16 ox» SCREW ¿ wow % < x» € te. Sexe. abere MS. le, Meld s πα XD arab ib 
-τ AN960D416 sod. WASHER... 20-3, Lo Os e 5 š PU v vs "Et 
-8 AN960D/I16L - . WASHER. ο ο ο rs $ ea el SI w ER, P ν 
-9 AN365-428 Ἕν NUT ae ae oe AS we ee κ.α ye. PED E te z 
-10 AN6-23A 2 5e BOLT, 4. o3. ΓΝ Ἢ TE εν gere Pic 
- 11 AN960D616 * o WASHER. $04 E * τ "NS € URS τς y, LE 
'-12 AN365-624 se Ue ONU; e a γα Eggs beu, OUS . £ μι ee Ww ρα S NU Q 
-13 AN509-616R32 ο ο o X s. s Q; μμ. 7 s a Rey te: Se I eerta 
-14 AN960D616 . . WASHER. . . . .. $3" η. fe 5 ο ο.” eos 
-15 AN365-624 . . NT. ο etude devi A «ὃς GQ SS . 
-16 NAS338422 . BOLT, “Close tolerance high strength 1/2-20 S eg 


WASHER. ος, κα ο ο νο š 

NUT, High tensile CEN) ο ος ες G . 

BOLT, Close tolerance high strength. š 

WASHER. . . . at Ke AsO MEER ç. 

NUT, High tensile (EN). . . $ x 

BOLT, Close tolerance high strength. P ae š 

WASHER. Wing assembly outboard (make from 2WlAL-hO- 34- 64 

NUT, High tensile (EN). . 2 

BOLT, Hydraulic outboard wing station 151. 250° sequence 
valve adjusting 


-17 AN960D816 
-18 ` EBO80 
-19 NAS339A17 
-20 AN960D916 

` -21 EBO98 
-22 NAS340A21 
-23 181-14502-9 
-24 EB108 
-25 181-58511 | 


et * * t9 n n9 


. 
. 
. 
. 
. 


eot * ο > 9 ο n 
* = e o e e e o° “e ο 


ο: 4^. dose ὁ E E 
e ο o9] + 9 ο n n n 


-39 AN365-428 « co. NUT. . ç P. ev ο ο RE δι ο 
-40 181-14691 " SPRING; Tension: CN ο E ο... 


-41 187-16068-7 FITTING ASSEMBLY,  Aileron center hinge IH. 


AN366F428 sou NOT : ην ος SW δν 
-26 NAS149-33 NGA BOLT, ` Internal wrenching steel 9/16- T PODER a Qe se 
-2T NAS1413-9C + + WASHER, Countersunk. ,.....:...........Ἔ... 
-28 91459 -098 . . NUT, Barrel (EN). . . . Be le ne est etre 
-29 181-14639 - . LINK, Outboard wing fold cylinder fitting to hinge . . . . 
-30 AN6-20A (t. RBOLDT 4: legs cox δι Ὁ u^ οσο τος PCS ο, We AXIS OS. w. Ὁ U ES 
-31 AN960D616 . + WASHER. ...... " ο δν pe ον, ου... 
-32 , AN365-624 Cu με ο ο ο U ovi MO T A š w. e$ Uw ydo ad 
-33 AN26-30A 6 d BOLD 206 00 οφ. * ο . δ’ C wo: v E "φ 
-34 AN960D616 . . WASHER. .. . . . . . . cts Go jee "rM E 
-35 . AN364-624 š 2 NUDO V L4. Los, Ta ὃς ον τον OEC Er 
-36 181-16010-1 + + FITTING, Aileron inboard forward hinge LH. . . . . . . . . 
181-16010-2 - + FITTING, Aileron inboard forward hinge RH. NUNT PS 
-37 NAS222-14 . + SCREW, Brazier head Mega recess alloy steel 1/4-28 . 
-38 ΑΝΟΘΟΡΗ16 ` ϱ ο -WASHERS 4x wis od Do νον sut de ee ere are eM 
187-16068-8 FITTING ASSEMBLY,  Aileron center hinge RH. ... ν 
-42 187 -16068-3 . . FITTING ASSEMBLY, Aileron center hinge LH... ç 
n 187-16068-4 * . FITTING ASSEMBLY,  Aileron center Hinge RH a Ὅν P 
-43 187-16068-5 FITTING ASSEMBLY,  Aileron center hinge LH . '. , 
187-16068-6 FITTING ASSEMBLY,  Aileron center hinge RH s i 


BEARING. . .-. . 


-44 AN207DP6 * 5*6» 
BOLT, Internal πιο taf. steel 1/4-28 . . 


-45 NAS144-48 


-46 2W10-4 . WASHER, Countersunk (NA E 

-47 AN960D416 . WASHER... ocu) Tu 0s te eS « 
-48 ΕΒΟΙΘ NUT, High tensile (EN). £ 2 ὃς ος 
-49 NAS147-33 BOLT, Internal wrenching steel i 7/16- 20 . MONIS 


. WASHER, Countersunk. . . . sas τῷ; Ra vs 5 
-51 51452-070 . NUT, Barrel (EN)... "DP » 
-52. 187-51065 . FITTING ASSEMBLY, Air speed "boom aft attaching (RH only) . 
-53 187-51086 1 BRACKET ASSEMBLY, Air speed boom aft attaching. . : 
RL28SB8 £ x . RING, Two piece locked in (ROSN)..... 
RD206SH6.5L ος os . INSERT, Two piece locked in (ROSN) . . . 
-54 187-51088-3 : CLAMP,  Airspeed boom forward and aft. 
-55 AN393-33 PIN. we ο ve imt ο TS ety ee, fe Two xD "ο vel πὲ 
-56 AN960D10L 7 WASHER: <: ο ο SUS e dbs ue Rober Rods ha 
-57 NAS428-4-11 + . BOLT, Adjustable crowned hexagon head . 


-50 ` NAS143-7C 


. 9 9 $$ £$ 0 o£. í . ὁ 9 5 5 5 
e| 9 9 + 9 ο 9 ο 5 


e.s’ 
` . t on 
9 9 ο ὁ ο on 


` * e 9 e n n 
°` s + sə 5 5 5 s 4 o£ 


p 9 os . ». ο 


-58 AN960DH16 š “WASHER SS 4 22e ov Ow ile ον Yo το p OZ o ee š 

-59 NAS43DD4 -22 ¿ SPACER, Screw and bolt... So eta ae G A . 

-60 AN316-4 Sun NUT PE SUS E MDC : ç 
. AN3-5A BOLT. ME ¿ 
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en. ”zAIWII£IIAII%II£UI£IIIAIIIIAIEIIAIIIAIIISSSSST SE SJ 
FIGURE & PART UNITS USEABLE ON 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
AN3-6A πο Βαν τρ CTI WM ME EEG ορ αν ενα Te E Tae 
-63 ΤΦΙ6ΟΝΙΟ ‘|. SCREW, 100° flush head corrosion resistant (NA). . . . . + 1 
-6h — AN96OD10 $. ADUNASHER ç: Gr eod BAe dite Ge ET A piel Ὁ κανα SACRO 
-65 AN365- 1032 - s NUT © eon ee uem cessum cm (ο) RI Y. Ὁ se ο ES RS S τ RY ley AR es 5 
-66 165-16020-1 ' . . FITTING, Aileron outboard forward hinge LH. . . . . + + + 1 
165-16020-2 . . FITTING, Aileron outboard forward hinge RH. . n . + + + + 1 
-67 NAS221-13 . . . SCREW, Brazier head Phillips recess . . . . + + + + * * * * 5 
-68 ΑΝΟΘΟΡΙΟ š B WASHER: V SU S a ρον ie Bo IM Roue S, Ὁ om ey Upa ee se, S “4: Me τῶν S ος 20 
-69 AN365-1032 $ ge NUT OS Soe ek ἡ A ery Be Wie ST 8m: OO EE 5 
-70 181-14657-1 . . DOOR, Outboard wing station 151 to 170 lower LH . . . . . . 1 
181-14657-2 . . DOOR, Outboard wing station 151 to 170 lower RH . . . . .. 1 
-71 AN509-10R11 š PEE. CPC 13 
-72 AN509-416R13 š . SCREW; v x. o» de de Ya See yo ὁ ο φ ὁὃ Ul a ο ὁ G ὁ Αα. ee -ᾱ 76 
AN509-10R13 " . SCREW... . Ural urs be τῳ; vet qul at at πα μι 
TS16CN10-9 š SCREW, 100° Flush head corrosion resistant (NA)... . . . 24 
181-51115 š INSTRUMENT EQUIPMENT INSTALLATION, LH outboard wing. . . . . .Ref 
: (see figure 39 for detail breakdown) 
181-51015 . INSTRUMENT EQUIPMENT INSTALLATION, RH outboard wing. . . . . .Ref 
(see figure 39 for detail breakdown) 
181-52015-1 s SURFACE CONTROL INSTALLATION, Outboard wing LH . . . . . + . .Ref 
. -© (see figure 45 for detail breakdown) 
181-52015-2 . SURFACE CONTROL INSTALLATION, Outboard wing RH . . . . + + . .Ref 
(see figure 45 for detail breakdown) 
181-54015-1 . EQUIPMENT INSTALLATION, Electrical wing outer Denei ΙΗ... Ref 
(see figure 51 for detail breakdown) . 
181-54015-2 . EQUIPMENT INSTALLATION, Electrical wing outer panel RH . . . .Ref 
ak (see figure 51 for detail breakdown) 
181-58015-1 . HYDRAULIC EQUIPMENT INSTALLATION, Wing outer panel LH. . . . .Ref 
. (see figure 61 for detail breakdown) i 
181 -58015-2 . HYDRAULIC EQUIPMENT INSTALLATION, Wing outer panel ΠΗ... . Ref 


(see figure 61 for detail breakdown) 


A -ὔ-θθθ-. 
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AN 01~60JKB-4 Group Assembly Parts List 
WING (Cont) 


FIGURE& ᾿ PART E UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
8 181-14502-3 WING ASSEMBLY, Outboard sub LH e fig. 6 for next assembly . Ref | AA-BT 
. 181-14502-5 WING ASSEMBLY, Outboard sub LH (see fig. 6 for next assembly . Ref BU- 
. 181-14502 -4 WING ASSEMBLY, Outboard sub RH ER fig. 6 for next assembly . Ref AA-BT 
181-14502-6 WING ASSEMBLY, Outboard sub RH (see fig. 6 for next assembly . Ref BU- 
11 181-14503-1 . SPAR ASSEMBLY, Outboard wing front LH . . . . . , . . , . ` L 
(see figure 9 for detall breakdown) : 
181-14503-2 . SPAR ASSEMBLY, Outboard wing front RH . . . e .. ...... 1 
. (see figure 9 for detail breakdown) 
-2 181 -14506-1 '. TRAILING EDGE ASSEMBLY, Outboard WINE LH + k em eS Me ων LQ 1 
(see figure 10 for detail breakdown) . 
181-11506 -2 . TRAILING EDGE ASSEMBLY, Outboard wing RH ........ 1 


(see figure 10 for detail breakdown) 


-14 181-14670-13 - < + DOOR ASSEMBLY, Outboard wing jury strut 


-15 181-11670-7 . HINGE, Outboard wing jury strut door 


-3 181-14516-1, . FITTING, Outboard wing to inboard wing upper fold LH .. 
181-14516-2 . FITTING, Outboard wing to inboard wing upper fold RH š 
-4 181 -14638-1 . CHANNEL, Outboard wing station 151.25 front spar LH . . . .. 
181-14638-2 . CHANNEL, Outboard wing station 151.25 front spar RH..... 
-5 AN960D816L . WASHER . . . . X" Xa . 
.-6 181-14525-3 , « SUPPORT ASSEMBLY, Wing to fold cylinder attach fitting LH . 
181 -14525 -4 ` . SUPPORT ASSEMBLY, Wing to fold cylinder attach ritene RH. 
-7 181 -14525-5 2 . SUPPORT, Wing to fold cylinder attach fitting LH € οἱ e 
181-14525-6 . + SUPPORT, Wing to fold cylinder attach fitting RH . . . .. 
-8 181-14525-7 - + SUPPORT, Wing to fold cylinder attach fitting LH . . . .. 
` 181-11525-6 - + SUPPORT, Wing to fold cylinder attach fitting RH . . ο. 
-9- ΑΝ -12Α š s BOLT: 5 4745926 ο ο La Roo ο. he lek ὦ ο. ee $ mers τεῦς 
-10 AN960D416 . S S WASHER < Z Sea ΙΝ ο ο ο ο ο ο... . 
-11 ΑΝ36Ρ -428 ο CONUS au a ιν. νον Μο VOS 
-12 181-14510-1 . COVER ASSEMBLY, Outboard wing upper LH . . . . . ... ο 
181-14510-2 . COVER ASSEMBLY, Outboard wing upper RH . E E -ΦΡ -ῳ s 
-13 181-14670 - + DOOR ASSEMBLY, Outboard wing jury strut. λος De EUR " 


-16 181-14670-9 HINGE, Outboard wing jury strut door ... 


νι να μας ον CEN a te 


OVID E PNP je p 1-1 1-1 1-3 B 1-1 B S ES [3 E 151 [4 ij. [1 15} [4 i E [2 ij. jj. EH ÉD i I E E E I IS [EB B E [1 


-17 AN253-2 -236 E < . 
-18 181-16067-3 . FITTING, Aileron center hinge support LH ... " ς 
181 - 16067 -4 . FITTING, Aileron center hinge support RH . . š -— 
181 -14536-1 . RIB ASSEMBLY, Outboard wing station 242 intermediate LH ο. 
181-14536-2 . RIB ASSEMBLY, Outboard wing station 242 intermediate RH sg 
-19 181-14600-1 -e + FITTING, Outboard wing slat back-up LH . . . . , š . $ τῳ 
181-14600-2 . + FITTING, Outboard wing slat back-up RH . . š ES 
-20 181-51116 . SUPPORT ASSEMBLY, Remote compass transmitter (iH only). αν 
181-11539-1 . RIB ASSEMBLY, Outboard wing sta 260.491 canted intermediate : 
181-14539-2 . RIB ASSEMBLY, Outboard wing sta 260.491 canted intermediate . 
-21 181 -54676 . . BRACKET, Wing tip formation light ..... Fon 
-22 181-14513-1 . DOOR ASSEMBLY, Outboard wing lower closeout ..... + ZS S AA -BT 
181-14513-2 . DOOR ASSEMBLY, Outboard wing lower closeout ......... AA-BT 
-23 181 -14513-3 . . DOOR, Outboard wing lower closeout . . . . s . s . . + < . AA-BT 
181-14513-4 . + DOOR, Outboard wing lower closeout ... ao ee το οι ον ὦ AA-BT 
-24 181-14513-5 . + HINGE, Outboard wing lower closeout door LH Si, Say, foul SY δ, AA-BT 
181-14513-6 - + HINGE, Outboard wing lower closeout door RH . . .. ... AA-BT 
-25 181-14513-7 - + HINGE, Outboard wing lower closeout door LH . ...’.... . AA-BT 
181-14513-8 . + HINGE, Outboard wing lower closeout door RH . .. . ... AA-BT 
-26 2P7 -9-34-1/2 . PIN ASSEMBLY, Hinge HA) αμ a μμ... AA-BT | 
-27 2PT-9-35- 1⁄2 ` . PIN ASSEMBLY, Hinge NA wl Qoya ο wr αρ. atis ἅ AA-BT 
-28 207 -9-38-1/2 . . PIN ASSEMBLY, Hinge. (NA) .. Vou IS ως ο. AA-BT 
-29 181-14645 - + DOOR ASSEMBLY, Outboard wing closeout door Vase AS Seles AA-BT 
- -30 AN509-10R10 E 


SCREW μα ο ο cose ος. Sw AIO ay ge! sala BU I yeu Q AA-BT 


Revised 15 September 1953 RESTRICTED . 27 


Section. II I SECURITY INFORMATION ~ REST: RICTED 


Group Assembly Parts List ΑΝ 01-60JKB-l 
WING (Cont) 


H-181-14-8A 


FIGURE 9 - OUTBOARD WING FRONT LH AND RH SPAR ASSEMBLY 
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SECURITY INFORMATION — RESTRICTED Section. 1: _ 


AN 01-60JKB-4 Group Assembly Parts List 
WING (Cont) 


FIGURE & : PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 é 7 NOMENCLATURE PER ASSY. CODE 
13 OUTBOARD WING TIP AND LEADING EDGE ASSEMBLIES 
181-14576 : . TIP ASSEMBLY, Outboard wing LH. . — ek: ο ia 
(see figure 5 for next assembly) ` 
181-14577 . TIP ASSEMBLY, Outboard wing RH. . . Εμίν ο τὰ Ὁ Ref 
(see figure 5 for next assembly) 
zl 181-14576-21 . . TIP ASSEMBLY, Outboard wing tip LH . . . . . . . . . 1 
181-14577-31 š . TIP ASSEMBLY, Outboard wing tip RH......... 1 
-2 181-14654 + + . ENCLOSURE ASSEMBLY, Outboard wing tip........ 1 
5N1-3-6-4 x s “Ὁ <a» WEATHERSEALO (NA) x ç cw ο q e Be we OS 1 
-3 181-14653 N e . WINDOW, Outboard wing tip . .. ... + + + +s + + < x 1 
-4 181-14652 + . WINDOW, Outboard wing tip. . . .., . + + + + + + + + + + 1 
-5 181-14576-15 . . DOOR, Outboard wing tip LH. . . . . , , + + + < e + e n 1 
` 181-14577-17 " . DOOR, Outboard wing tip RH . . WP queue) ος 1 
-6 TS16C10-7 . . SCREW, 100° flush head corrision resistant (NA). ον Qui ws “18 
181-14391 . . DOOR, RH wing tip forward airspeed boom access MERE H 
161-14416-1 $ . LIGHT ASSEMBLY, Wing tip LH. . . . . , + +< + + + . + + s. 1 ΑΑ-ΑΜ 
181-14732-1 : ç . LIGHT ASSEMBLY, Wing tip LH. ¿ . . < .:. .. .. ... . 1 B- 
161-14416-2 f . LIGHT ASSEMBLY, Wing tip RH. . . . . .. a s +< +s s os oo’ 1 AA-AM 
181-14732-2 . LIGHT ASSEMBLY, Wing tip RH. . . . `. .. + +s + s + + s we + B- 
-τ 161-14420 é $ . COVER, Wing tip light... š κ t T 1 
|-B 161-54092 + + + INSULATOR, Wing tip electric light assembly š š 1 
-9 AN3033-7 i2 κ LIGHT ASSEMBLY, Wing position wing tip LH . n 1 
AN3033-8 » . LIGHT ASSEMBLY, Wing position wing tip RH. š 1 
-10 AN507B632R8 20s 4 c SCREW. ο Si ae e e CS Sm W oen AT eae ο eS ; 3 
-11 AN960B6 š š foe WASHER μμ u^ wow Taco ge ae SP ο A š 3 
-12 AN365B632 * we Ce NUT... νυν S UA ο ο ο "ο ted 3 
` 2W1SR14-20-62 so. . WASHER, Plain IN Dove Agar κα τμ en ee) oru Ps 1 [| 
2W1B24 -20-62 š š . WASHER, Plain (ΝΑ ae: PE" "m 1 
1071 . . . COUPLER, Antenna bayonet type line connect male (LTF) . 1 
1071 - . + COUPLER, Antenna bayonet type line connect female m) 1 
7816-8-8 . + . SCREW, 100° flush head corrosion resistant (NA) . τ 2 AA-AM 
50FH832 . < . NUT, Flex lock (SPS)... "E 2  AA-AM 
7816-8-9 ... SCREW, 100° flush head corrosion resistant (NA) . ... 16 B- 
' -13 7S16C8-9 1 | SCREW, 100° flush head corrosion resistant (NA). . . . . 16 
-14 181-14520-1 . LEADING EDGE ASSEMBLY, Leading edge station 250.025 to tip. . Ref 
‘ ι (see figure 5 for next assembly) 
. 181-14520-2 . LEADING EDGE ASSEMBLY, Leading edge station 250.025 to tip. . Ref 
(see figure 5 for next assembly 
-15 181-14520-31 . . LEADING EDGE ASSEMBLY, Leading edge station 250.025 to . . 1 
tip RH 
-16 ` 181-11522-7 - . JOINT, Outboard wing leading edge front spar upper LH. . . . 1 
-17 181-14522-8 . . JOINT, Outboard wing leading edge front spar upper RH. . . 1 
-18 181-14523-7 - . JOINT, Outboard wing leading edge front spar lower LH. . . 1 
-19 181-14523-8 - . JOINT, Outboard wing leading edge front spar lower RH. . . 1 
181-14666 . . . INTERCOSTAL, Outboard wing forward pitot boom support. . . 1 
181 -14668 - . TEE, Overboard wing forward pitot boom support . . . . . . 1 
-20 187-51064 . .. FITTING ASSEMBLY, Air speed boom forward attach. .... 1 
-21 187-51087 + + + BRACKET ASSEMBLY, Air speed boom forward attach . . . . H 
RL2888 . | l . RING, Two piece locked in (ROSN)..:.......°2 l 
RD2068H6.5L . 7. + + INSERT, Two piece locked in (ROSN) . og νο ος Pas s 1 
-22 187 -51088-5 + + < CLAMP, Air speed boom forward and aft . Ë ον. κών wu ee iN 1 
-23 AN393-33 EXE BINS ΣΕ ὥρια; Gorm ic Ἔν 40 wo Re cec el Ne, Z ` a τῷ P (ᾱ Up 
-24 AN960D10L . . . WASHER. . . . ə 2€ = fe asi ο ue) oe 1 
-25 NAS428-4-11 eco o BOLT; Àdjusting crowned hexagon head. Bh Gey ^e ο -- 1 
-26 AN960D4 16 5 . . WASHER . . z.. às -ᾱ- E T D Vs S. τῷ ος  ὁ " 1 
-27 NAS43DD4 -22 - + + SPACER, Screw and bolt. . . — ο ο ο. 2 1 
-28 AN316-4 . ° NUT 74 ede € 9€ ών ῷ, > 5 ο . ο 1 
-29 AN509-10-12 à ὃ SCREW oe ο ο ο ο 9 ο ο s € 0€» X 5 sr. fut sen τς 2 
-30 AN3-6A s. BOLT Σα ας. Ae IR ee oem, Ἢ (tance ye A 2 4 
-31 AN960D10 š . WASHER. . . ¿ . 2 4. SU ew er al n s . ο "I ere cele «30 
-32 AN365-1032 s 6 NUT να uo eles oe zs s e να E ο αν Ὁ 
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Group Assembly Parts List AN 01-60JKB-4 
: WING (Cont) 


H-181-16-1 


: : FIGURE 14 - AILERON, AILERON SEAL AND COUNTERBALANCE 
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SECURITY INFORMATION — RESTRICTED Section. ΙΙ . 


ΑΝ 01-60JKB-h Group Assembly Parts List 
WING (Cont) 


H-161-14-15A 


FIGURE 16 - COMPLETE INBOARD WING INNER LEADING EDGE ASSEMBLY 


FIGURE & PART i UNITS. USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. . CODE 
1 191-14622-3 LEADING EDGE ASSEMBLY, Complete inboard wing inner . . . . . . . Ref 
(see figure 15 for next assembly) 

181-14021 . LEADING EDGE ASSEMBLY,  Inboard wing inner RH. . s * 7 9 4 le 1 
-1 181-14022-8 . + CAP, RH inboard wing inner leading edge upper. EE H 
-2 181-14023-8 . . CAP, RH inboard wing inner leading edge lower, . . . . . . 1 
-3 181-14021-21 . + SEAL, RH inboard wing inner leading edge . . . s . . + . x+ 1 
-4 5W1-9-14 -3 2 WEATHERSEAL, RH inbd wing inner leading edge lower Ms . 1 
-5 5W1-9-14-4 - . .WEATHERSEAL, RH inbd wing inner leading edge lower (NA). . 1 
-6 181-66007 - . DOOR ASSEMBLY, RH inboard wing gun camera. . . . . . . . . 1 
-7 -98265-1-.140 € + « STUD ας ae ee £o SO EO Xe KG AS ACUERDA DEL T 1 
-8 98265-2-.230 . « . STUD πο uoo. ex αμα wk ARCU, au οκ κ TW ὁ 9. D UL 1 
-9 98265-2-.180 . « . STUD UC) x ο -ᾱ SL ων ie Μα 7.6 s GS cay cee pe απ ο.” 3 

99836 κο . . PIN, Stud (UC). .... » 6 deme: ῳ κ.α. «Ὁ ; 
-10 181-66013 - + WINDOW ASSEMBLY, RH wing gun camera. ντ bear MERE 1 
181-66012 - . . WINDOW, RH wing gün camera -ora a odi. € ον ορ v.m ο CL 
-11 AN509-10-8 s. + SCREW . . 04 e QC 9 9 29 ὁ « | 9 ο 9 ^ € ὁ ὁ ὁ ο 2 
-12 8C3-1-040 ` | DOOR, Bolt access ` (NA) . . š E E sa. gb 
-13 7813-1032-12 - . SCREW, 100° flush head corrosion resistant (NA). is. a è l 
-14 AN960-10L n WASHER. . . . ὁ. 4. Ta τὰ è 1 
181-66001 F CAMERA EQUIPMENT INSTALLATION; "RH inboard wing gun. io we eh cvs Ref 
`-15: οι š MOUNT, Gun camera (HUM). ή, PEE 1 
AN-N6 i CAMERA, Gun (Government furnished & government installed). 1 

ATTACHING PARTS 
-16 AN509-10-11 Μο ο Ow νῷ κ. ο USA ce uY M 4 
AN960D10 Cet ed WASHER: 4:25 587706 4587 4 Ve quu ce er Ie AUTE: U ο TEL qu SN Roi Rel τς” Ç 1 
AN365-1032 ο ΝΗῚ + ο JA, Ὁ. a ο mW: as ο ο asa a ο RR asua S 4 
. -———-- a : 

181 -54013-5 . ELECTRICAL EQUIPMENT INSTALLATION, Wing inner leading edge. . Ref 


(see figure 50 for detail breakdown) 


————————— Y Y —TT— A. 
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Group Assembly Parts List AN 01-60JKB-4 
f WING (Cont) 


H-181-14-5 


FIGURE 17 - LH AND RH INBOARD WING ASSEMBLY 
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FIGURE & 
INDEX NUMBER 


17 


-41 
-42 


-43 
-44 
-45 
-46 
-47 
-48 
-49 
-50 


PART 
NUMBER 


181-14002-1 
181-14002-2 
181-14003-1 
181-14003-2 
181-14018-2 


181-14018-4 
181-14022-3 
181-11022-1 
181-14023-3 
181-14023-4 
159-48070 

295158-38 

295158-69 

181-14006-1 
181-14006-2 
181-14010-1 
181-14010-2 
181-14011-1 


181-14011-2 


Revised 15 September 1953 


1 


WING ASSEMBLY, 
WING ASSEMBLY, 


SECURITY INFORMATION -- RESTRICTED 


AN O1-60JKB-À 
WING (Cont) 


NOMENCLATURE 


LH inboard (E figure 15 for next assembly) 
RH inboard (see figure 15 for next assembly) 
SPAR ASSEMBLY, LH inboard wing front . . . . . . . . . . 
SPAR ASSEMBLY, RH inboard wing front . 
FITTING, 1H inboard wing front spar to "wing center š 
section attaching 
. FITTING, RH inboard wing front spar to wing center ... 
section attaching 


2 3 4 5 6 7 


CAP, LH inboard wing front spar upper . . . . . . S es 
CAP, RH inboard wing front spar upper . . . . . . . . . . 
CAP, LH inboard’ wing front spar lower . . . . . . . . . . 
CAP, RH inboard wing front spar lower " 
SPRING, Wing center section fuel cell fitting suspensión. 
SPACER, Fuel cell liner attaching flanged Ie 3 ᾳ 
SPACER, Fuel cell liner attaching flanged 


uc πο. 
TRAILING EDGE ASSEMBLY, LH inboard wing .......... 
(see figure 18 for detail breakdown 
TRAILING EDGE ASSEMBLY, RH inboard wing 
(see figure 18 for detail breakdown 
ASSEMBLY, LH inboard wing upper 


) 
) 

COVER . 
(see figure 19 for detail breakdown) 
) 
) 


COVER ASSEMBLY, RH inboard wing upper 
(see figure 19 for detail breakdown 
ASSEMBLY, LH inboard wing lower 
(see figure 19 for detail breakdown 
ASSEMBLY, RH inboard wing lower 


(see figure 19 for detail breakdown) 


COVER 


COVER 


181-14080-1 - RIB ASSEMBLY, LH inboard wing station 126 intermediate 
181-14080-2 . RIB ASSEMBLY, RH inboard wing station 126 intermediate 
181-14087-5 E FITTING ASSEMBLY, LH inboard wingfold cylinder attaching. 
181-14087-6 FITTING ASSEMBLY, RH inboard bio dias cylinder attaching. 
AN365-524 . NUT ο UN. Xe VES ο duis. Ne ris e MU I $1778; ἐᾷν ο ὦ’ (2 
AN960D516 s WASHER. 41-0 x06 ο VES Su ος N D ue x dE Iw cao ELI. ὃν ο. Ὁ Ὁ 
AN509-516R29 e SOREW Qo. + + si Sit e ο ο ee i pies “SAW vee VG Beles See E 
181-14094-1 - DOOR ASSEMBLY, LH inboard wing station 145.25 intermediate . 
ribfold cylinder 
181-14094-2 . DOOR ASSEMBLY, RH inboard wing station 145.25 intermediate , 
ribfold cylinder 
NAS221-21 . SCREW, Brazier head Phillips recess alloy steel 10-32 $2 ἀντ 
AN960D10 € WASHER, ο ο rej ο ζει ο SG ries c) ο r Grose OUR Ve Marte as 
AN365-1032 «NUT Vau ee Ge 8: el rs 
NAS221-20 . SCREW, Brazier head Phillips recess alloy steel “10- 32° ο ae 
AN4-6A a BOLT. κο Je αν ay oe by Moment Av gs εὐ ο Ss ο ο” ae ee ONS 
ΑΝΟΘΟΡΗ161, . WASHER .. Wr vane Ga, Tu. ο ο a “call os Ce m - seater se, Las Veit et, Ze 
ΑΝΟΘΟΡΗ16 4 η 090-9 3) oce. . ο š Wo. ος Ze, τὰ in. dd 
AN365-428 αι ul Jon SQ M ep fes TOUS eva yi artes cs $ ee ae . ο. 
AN4-7A v BOLT o 2 a ne ew κ . š $i š eee 
AN4-10A +, “BOLT! š SL Rr ades š š ç MEME sus 
AN4-12A BOLT ρα Ce κε) te oo κ a ο + S< 
AN4-13A BOLT. 5 € ο Gener αρ ο vem UQ . . ove 
AN4-IT4A BOLT . Ἂν wc Salve sen ce de " 
NAS222-12 SCREW, Brazier head Phi iilips recess “alloy steel ual 28 | 
AN4-6A BOLT: uod Wo ee OCR W αμ A ee ele Man ας "m 
ANH-TA BOLT DEI ee . 
ANQ60D416L + WASHER ........ οσα ss š 
ANQ60D416 , c WASHER. ον dew al at tay ο be, cece ZT L9 S i. rat Tus. χὰ Z <a 
AN365-428 e NUT sa . . ο ge es ae ae ο ο ο TR stie 
181-14085.1 . ANGLE ASSEMBLY, LH inboard wing station 145.25 to . . ... 
station 151.25 access door stiffener 
181-14095-2 ANGLE ASSEMBLY, RH inboard wing station 145.25 to . 
station 151.25 access door stiffener 
181-14095-7 SEAL, Access door stiffener... ΡΝ 
181-14116-1 . DOOR ASSEMBLY, IH inboard wing front spar “fuel vent access κ 
181-14116-2 . DOOR ASSEMBLY, RH inboard wing front spar fuel vent access . 
ATTACHING PARTS 
. AN5-6A eS ABORT fari wor. ο ο ape et soe vb ο . 
AN960D516 s WASHER ο w ra few So ayar ο” a . a š ο μὲ "EE 
AN4-10A a BOLT -.o.- € Se EE °. E $ . kis op 3 . 
ΑΝΟΘΟΡΗ16 « "WASHER 4 uo. 2» w* 3 ww ox PLE é ` δ. 4 ὁ ὁ x 
AN364 -632 τν νειν νη 5 S 5 7 ecl . ο 
AN960D6 « WASHER . . e e es o r 7 eà A PE . 
9C1-3-5 . CHAIN, Safety (NA) . : . š . e i. 5 
AN515-6R7 e SCREW... A ο --- x v. a " a 
181-14117 DOOR, Inboard wing front spar fuel probe access . . ... 
ATTACHING PARTS 
AN5-6A ac BODI aa ct S SS X6 ντε TE o δν ὃν š > o . . .. 
AN960D516 » WASHER o4 4 oe Ue wu ow w . . š PPM $ Ὁ " 
AN4-10A . BOLT ντο WU 9. d. wl es ee we SS . s E -ῷ d$ "ve x 
AN960D116 « WASHER qoo Quin cR ee CS U w. a ὦ ο ο 
AN361-632 FED κ SU a WM ME M VEN E w ^ . "A 
ΑΝΟΘΟΡ6 « “WASHER: o “we αν o Gg. κα > “ë 5 e 4 "PET 
9C1-3-5 . CHAIN, Safety (NA)... s. e 5 ο, a * nee ee eee 
AN515-6R7 ot) CREW tre Lo S a se pees ke ee Ge ble ee: . . d. ge? Sal κά 
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Section. 1i . SECURITY INFORMATION — RESTRICTED 


Group Assembly Parts List ΑΝ 01-60JKB-h 
WING (Cont) 


΄ 


2 ἢ 
| UNITS USEABLE ON 


FIGURE & PART 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
17-51 181-14129-1 . FITTING, LH inboard wing flap station 36.062 trailing edge . . 1 
: flap track rib attaching lower inboard 
181-14129-2 . FITTING, RH inboard wing flap station 36.062 trailing edge. . 1 
' . flap track attaching lower inboard 
-52 181-14130-1 . FITTING, LH inboard wing flap station 36.062- trailing edge . . 1 
š N flap track rib attaching lower outboard ; 
181-14130-1 . FITTING, LH inboard wing flap station 36.062 trailing edge . 1 
: . flap track rib attaching lower outboard 
181-14130-2 . FITTING, RH inboard! wing flap station 36.062 trailing edge . . 1 
flap track rib aptaching lower outboard 
-53 181-14131-1 . FITTING, LH inboard wing flap station 36.062 trailing edge . . 1 
flap track rib attaching upper inboard 
181-14131-2 . FITTING, RH inboard wing: flap station 36.062 trailing edge . . 1 
flap track rib attaching upper inboard 
-54 181-14132-1 . FITTING, LH inboard wing flap station 36.062 trailing edge . . 1» 
flap track rib attaching upper outboard 
181-14132-2 . FITTING, RH inboard wing flap station 36.062 trailing edge . . 1 
5 flap track rib attaching upper outboard 
-55 AN365-428 . ποσο EXE Reis 3 we eB OL Ter S 12 
-56 AN960D416 ' . WASHER. . . Pe ο ç se ο was de 
-57 AN509-416R28 . SCREW . . n » s ο ος οκ cer ο πα ος 4 τ 4 
-58 . AN509-416R26 s SCREW x < το al ep sn wl μα w ο δε Sa e Q ¿ 2 op wasted terse Ὁ 
-59 AN365-624 . NTT. . . . - ° ος «δ. ο. neh Ta ue Z a ιβ ἰών, cus τὲ Αν eis 1 
-60 AN960D616 μην νον SS. we ο ο we AC eal ee ele E 
-61 AN6-13A e BOLT vee ee νι 09 0$ 1 δν, a 6: ἐφ, Ee W. ^m e es Oe ce δ. 8) 1 
-62 . 181-14162-1 . BOLT ASSEMBLY, Inboard wing front spar buttock plane fitting 1 
attachment 
AN4-16A "oon uh BOLT ας So Qo SL G ee ee Cw RSU πι ασ AS EQUES δὲ QU S Is δω ης 1 
6800-048 : . . BOLT, Retainer (EN). . . . + + + + + + + + + + + + es 1 
-63 , 181-14162-11 . BOLT ASSEMBLY, Inboard wing front spar buttock plane 99... . . 1 
fitting attachment 
ANA-17A » « BOLT u . x « 4 «: 9 € 95 «4 9 9 ο 4 ὁ ο 9 Ὁ ο 5 9 1 
6800-048 . , . . BOLT, Retainer (ΕΝ)... . . . + + + + + ee ee ee ee 1 
-64, 181-14162-21 . BOLT ASSEMBLY, Inboard wing front spar buttock plane 29. . . . 1 
I fitting attachment : ' a 
AN4-21A ¿ « BOUT. s < we ὁ ὁ 9 ee ὁ ὁ ὁ ὁ ὁ e 9 w 9 a... 9 5 9 ο ο 0 1 
6800-048 . . BOLT, Retainer (ΕΝ)... . + + + + + + + + + + + + * om ° ° 1 
-65 181-14191-3 . HINGE, Wing fold flap. . . . + s + + + + s es + ° + ° * ° n n 1 
-66 181-14192 . PIN, Inboard wing rear spar splice . s. s + + + + + + + + + + 20 
-67 AN5-10A : BOLT ¿+ . % Mx OR ee α Ra Ἡ Ὁ ᾱ ᾱ- « 1 
-68 AN960D516 . WASHER. . . , . + + s s s s e s s s s omo. s 0 s s s s ° ° t] n, ng 3 
-69 AN960D516L . WASHER. . .. iU "mE. ROCA DE 28 ο ο ο aT e SS ee Pe vw as ors d 1 
-70 AN365-524 "EE MEME 2 
-71 ` AN5-7A , Z BOLIS ΝΕ ο ὦ ᾱ mise Om Wo 9 m ο ο a ο ο ο. "oe 1 
-72 AN364 -428 . «ΝΟ . . . +< s ὁ ὁ e ὁ e ὁ ο ° ° ° n9 -——— PIE 20 
-73 AN960DÀ 16L . WASHER. ο on edna dy axes Ὃν tere} eye ls ater ett ke 
-74 AN509-416R17 + I SOREW a Congo aa Baw, ο ο ο ο see τ. fay ae aar ο ο eres Bt ak eee ee Ae: 
-75 AN365-624 Miro eue ο ο ο ο SE Se. E 
-76 AN960D616 . WASHER mus wes μμ ο G aha Mi abe ww uses ας 8 
-TT AN960D616L . WASHER oP ee ra nay et ο ο. 23€ 3*7. πα 4 
~78 AN6-11A e JOLT. 20 š 5 ee, k. s et S] Ὁ νο ῳ ρα κ) Tee CDI 
-το 98479-3/8-24 . RETAINER, Nut (UC)... 2... + + + sç s ee s s s n gn ee eee 3 
-80 $1452-064 . NUT, Barrel (ΕΝ)... + + + + + + + + t + * * * ° ies e. de S 
-81 NAS143-6 . WASHER, Countersunk. . . . . + > + + s + * + * n ° xis vetus 2 
-82 NAS146-22 . BOLT, Internal wrenching steel 3/8-24. .. . . . . . + e+ + ee 2 
-83 AN365-428 2 JNUT ον ο ο 427m. "herr ot es Soccer Tel, et TS er is NE. Ὃν νο uir 2 
-84 AN960D416 ~ WASHER, Ç. C S way ο D Day e se a era w wi) w ο πάντα SQ a gt A 
-85 -2W10-4 . WASHER, Countersunk (NA) . . . . e + + + + + + * * * * ° gene 2 
-86 NAS144-20 . BOLT, . Internal wrenching steel 1/4-28. . . . . . + + + + * * ° 2 
-87 NAS146-28 . BOLT, Internal wrenching steel 3/8-24. . . . . + + + eee 8 1 
-88 2W10-6. . WASHER, Countersunk (ΝΑ), . . . . e + + + + + e'e e eeo ç 1 
No Number . MAIN ALIGHTING GEAR TRUNNION AND WING REAR SPAR FITTINGS. . Ref 
E (see figure 7 for detail breakdown) i ] 
No Number . INBOARD WING CONTROL PULLEYS AND FITTINGS . . . . + + + «ο Ref 


(see figure 43 for detail breakdown) 


_ o a LL — 
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SECURITY INFORMATION = RESTRICTED Section 11 . 
Ë . AN ΡΕ Group Assembly Parts List 
WING (Cont) ! 


PART UNITS USEABLE ON 


(noreste NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
18 181-14006-1 TRAILING EDGE ASSEMBLY, LH inboard Wing. . . . + + + +< + .. . . Ref 
5 . (see figure 17 for next assembly) 
᾿ 181-14006-2 TRAILING EDGE ASSEMBLY, RH inboard Wing. ............ Ref 
: (see figure 17 for next assembly) 
-1 181-14045-3 - RIB, LH inboard wing canted wing station 61.062 trailing edge 1 
181-14045-4 - RIB, RH inboard wing canted wing station 61.062 trailing edge 1 
-2 AN365-428 Se ENUT S s ο wa πο μμ. “st Hed PES a ποι € VW μμ 2 
-3 AN960D416 s WASHER arie AGa vole rer Sulyig idk cere οφ ν ' UA pe Tes Toit ae Sd 4 
-4 AN4 -TA s BOLT Nenana ise eN g a S ΙΝ ο μμ νάνος 2 
-5 181-14253-1 . SEAL ASSEMBLY, LH inbd wing trailing edge fus to wing upper . 1 
- 181-14253-2 . SEAL ASSEMBLY, RH inbd wing trailing edge fus to wing upper . 1 ` 
-6: 181-14253-11 - SEAL ASSEMBLY, Inboard wing trailing edge fus to wing upper . 1 
181-14136-1 + DOOR ASSEMBLY, LH inboard wing buttock plane 31 to flap.. 1 
station 61.688 trailing edge over shroud access 
181-14136-2 . DOOR ASSEMBLY, RH inboard wing buttock plane 31 to flap . n 
. s station 61.688 trailing edge over shroud access 
-T 181-14136-3 - + DOOR, LH inboard wing buttock plane 31 to flap station 1 
| 61.688 trailing edge over shroud access : 
181-14136-4 - + DOOR, RH inboard wing buttock plane 31 to flap station . 
61.688 trailing edge over shroud access 
-8 181-14136-7 x” PAD, Shroud access door. . . . . . . . . 3 dst a. τον ο 
-9 181-14136-9 $ PAD, Shroud access door. . . . . . . . . . . . . ete’ ate 
-10 181-14136-11 : PAD, Shroud access door. . . . ¿ . . aad Sep Cah ahs 
-11 181-14136-13 - . PAD, Shroud access door. ... A ee eee 5 
-12 181 -14136-15 . . PAD, Shroud access door. . . : Se OR Wie, Wee ate 


-13 181-1ἠ136-17 PAD, Shroud access door. . ; . . ; 7 


TRACK ASSEMBLY, Flap inboard... | | OCA ADAE 
BRACE, Inboard wing flap. station 36.062 TE flap track rib. . 
CAP, LH inboard wing flap sta 36.062 TE flap track rib upper. 


-eT 181-18003-5 
-28 181-14128 
-29 181-14126-1 


181-14137-1 - + HINGE ASSEMBLY, LH inbd wing TE over shroud access door. 
181-14137-2 + + HINGE ASSEMBLY, RH inbd wing TE over shroud access door... 
-14 181-14137-3 5 . HINGE, LH inboard wing TE over shroud aft . . . . . . . 
181-14137-4 š . HINGE, RH inboard wing TE over shroud aft . . . . . .. 
-15 181-14137-5 - + + HINGE, LH inboard wing TE over shroud access door fwd . 
181-14137-6 + + + HINGE, RH inboard wing TE over shroud access door fwd . 
-16 AN253-2-5872 €. e c. PIN; Hinges 2-9. 9 0x wo» 409 *» wow. Ὁ QI x z 
-17 AN507-1032R8 ar ο ΑΝ ΑΝ ο ο ο ο a o se rU gels .. 4 
-18 AN507-1032R20 » SCREW, S κος ὃν el νι δι ος LIIS die S us ᾱ ο eu ne arg, Ὁ 
-19 AN365-524 SENUT a ο ο ο ο aS vas ae Sh ο e Get E ανν 
` -20 AN365-624 SCSNUTS ο ceo o ded S, ο S qw "ud S πα ολο, 
-21 AN960D516 s WASHER ο: το) ὃς ia κ a W ae Eres Ba aa cae Meh Y A UNU ede . 
-22 AN960D616 at WASHER: το ο “oi a e m οσο, carcer de dU de der κ velie cecus $^. heic τῷ 
-23 AN5-13A e BOLD: ο ο αμ”... $ Qs Mel te a) ie d qu E Q 
-24 AN5-15A V3- BOLT τα ο ο ο e A abu Bra dev S 
-25 AN6-14A ¿BOLD at fa: Sie otal su ο ool ob Va We ο S. vo Ph ag Di eek 
-26 AN6-15A . BOLT ...... š Tp PP ER MESE 4o 


αλ”... 


181-14126-2 - CAP, RH inboard wing flap sta 36.062 TE flap track rib upper. 
-30 181-14127-3 - CAP, Inboard wing flap station 36.062 trailing edge flap. , 
track rib lower 
-31 181-19006-5 . TRACK ASSEMBLY, Flap outboard . . . . . . . . . . , ¿+ , + + À 1 
-32 AN365-624 ae ANUE ορ vere Se ce ον mah ο πο ο BOW tiis Ὁ, ον top eck ο 1 
-33 AN365-524 - NUT. . ὁ ὁ ο ο 5 ΕΠΟΝ TES ΟΝ ΜΝ . 1 
-34 AN960D616 SOCWASHER.4::. ασ Ace ο μμ. αρ... ipe Ὁ 
-35 AN960D516 a WASHER. ¿ 0.0. 73) dex £9 ιο lus Mes de v CIN ee ene š 2 
-36 AN6-14A . BOLT. "EET E RE ae . . . ο is can SU. Uus. ahr. 1 
-37 AN5-13A . BOLT. ee 7m Um o9 "ow m a ἃν ow ἴθι. ee C w Z e. Tn MEE UE ee 1 
-38 181-14074-1 + TRAILING EDGE, LH inboard wing shroud ......... a ων 1 
181-14074-2 . TRAILING EDGE, RH inboard wing shroud . . . . . . . . . . . . 1 
181-14005-1 + SPAR ASSEMBLY, IH inboard wing reap . . . . . . . , . . , . . 1 
i 181-14005-2 ` SPAR ASSEMBLY, RH inboard wing reap . . , . . . . . . . ok H 
-39 181-14064-5 - . FITTING ASSEMBLY, LH inboard wing alighting gear and . . P 
wing flap actuator attaching 
4B19B6-012 - + . BUSHING, Press fit plain (NA)............. 2 
4B20B16-014 - . . BUSHING, Press fit flanged (NA). ........2.2.2. 2 
. 181-14064 -6 + . FITTING ASSEMBLY, RH inboard wing alighting gear and . . . 1 
i wing flap actuator attaching 
4B19B6-012 š BUSHING, Press fit plain (NA)... . . . . . , . . , . 2 
4B20B16-014 d BUSHING, Press fit flanged (NA) . . . . . . . . . . . 4. 2 
-40 181-14065-3 : FITTING, Inboard wing rear spar station 126 jack . . . . . 1 
-41 181-14209 : FITTING, Inboard wing rear spar drop tank shackle support. 1 
-42 181-14243-1 + + FITTING, LH inboard wing rear spar hoist support . . . . . 1 
181-14243 -2 - + FITTING, RH inboard wing rear spar hoist support . . . . . 1 
181-48767-1 - + BRACKET ASSEMBLY, Wing fuel drop tank release system . . . 1 
i flap station 71 pulley LH 
181-48767-2 - . BRACKET ASSEMBLY, Wing fuel drop tank release system . . 1 
flap station 71 pulley RH 
-43 AN219-2 5. Ses OMM PULLEY αμ ο S ee ae ο Be ate Be os ng eg! Ὁ 1 
181-48768-1 - + BRACKET ASSEMBLY, Wing fuel drop tank emergency release. 1 
flap station 83.718 pulley LH 
181-48768-2 - + BRACKET ASSEMBLY, Wing fuel drop tank emergency release. 1 
flap station 83.718 pulley RH 
-44 AN219-2 s “w “a PULLEY 4002509 3200601 6 um ep en Se aea s au το a 1 
-45 181-14207-1 . FITTING ASSEMBLY, LH inboard wing fuel dump valve . . . . . 1 
š actuator support 
E 181-14207-2 + FITTING ASSEMBLY, RH inboard wing fuel dump valve ..... l 


actuator support 
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WING (Cont) 


H-181-14-14A 


FIGURE 18 - LH AND RH INBOARD WING TRAILING EDGE ASSEMBLY 
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SECURITY INFORMATION — RESTRICTED Section ΙΙ . 


AN 01-60JKB-h Group Assembly Parts List 
WING (Cont) 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE y PER ASSY. CODE 
18-46 NAS221-10 . SCREW, Brazier head Phillips recess alloy steel . . . . . . 3 
-47 AN960D10L e. WASHER S wo x 2A OX LOW ek ee WO E αφ. BO es ee RT Cd 3 
-48 181-14149-1 . COVER, LH inbd wing rear spar drop tank shackle support š 1 
181-14149-2 . COVER, RH inbd wing rear spar drop tank shackle support . . . .1 
-h9 — AN365-128 μα a 2: ο κα ο ο ee ed) YAN HO S ao be ee Pee’ Ὁ 
-50 AN960DH16 vw WASHER. a a x» OUR r$ Xo cR ἐς Xo ιδ Ἕν κ. 4 Β " "RD 4 
-51 ANH -7A we SBOLT να. Be αμ Betas XQ dL ο role rure te 4d. 
-52 AN365-1032 zc E NU TD o tg! uw ntur ο ο μα uei Q ο Sas S AS s > . 6 
-53 AN960D10L πα ΟΡ ο se CE vits CRM ο om, GE ὀν ια το ἕῳ 4 
-54 NAS221-15 . SCREW, Brazier head Phillips recess alloy steel . . . . . . . 2 
-55 AN509-10R11 y SCREW: Love -ᾱ- s εὐ ο 9.9 ιο) el ote ov x ç ky tan OSC AR yen. ο οκ 4 
-56 AN960D10 Na cud DLE 4 
-57 181-14244-1 . SEAL ASSEMBLY, Inboard wing trailing edge flap shroud a la de 1 
-58 181-14245-11, . SEAL ASSEMBLY, Inboard wing trailing edge flap shroud . . . . 1 
181-14062-1 . DOOR ASSEMBLY, LH inboard wing trailing edge alighting. ... 1 
gear actuator access 
181-14062-2 . DOOR ASSEMBLY, RH inboard wing trailing edge alighting. ... 1 
gear actuator access - 
-59 181 -14060 -3 . . DOOR, LH inbd wing ΤΕ alighting gear actuator access . . . 1 
181-14062-4 . . DOOR, RH inbd wing TE alighting gear actuator access . . . 1 
181-14141-1 . . HINGE ASSEMBLY, LH inboard wing trailing edge alighting. . 1 
gear actuator access door | 
181-14141-2 . . HINGE ASSEMBLY, RH inboard wing trailing edge alighting. . 1 
gear actuator access door 
-60 181-14141-3 . + . HINGE, LH inboard wing trailing edge alighting gear. . 1 
actuator access door aft 
181-14141-4 . > . HINGE, RH inboard wing trailing edge alighting gear. . 1 
actuator access door aft 
-61 181-14141-5 . . . HINGE, LH inboard wing trailing edge alighting gear . . 1 
I “actuator access door forward 
b 181-14141-6 . . . HINGE, RH inboard wing trailing edge alighting gear. . 1 
: actuator access door forward 
-62 AN253-2-956 š | ns Oc oles νον per Os gee, Ta. S. ο ο ο SQ sP Sicar. uqu a P mas. Va 1 
181-14063-1 | . DOOR ASSEMBLY, LH inboard wing trailing edge flap . . . . . « 1 
actuator access 
181-14063-2 . DOOR ASSEMBLY, RH inboard wing trailing edge flap . . . . 1 
actuator -access 
-63 181 -14063-3 . . DOOR, LH inboard wing trailing edge flap actuator access 1 
- 181-11063-1 . . DOOR, RH inboard wing trailing edge flap actuator access 1 
181-14120-1 . . HINGE ASSEMBLY, LH inboard wing trailing edge flap.... 1 
actuator access door 
181-14120-2 . . HINGE ASSEMBLY, RH inboard wing trailing edge flap . . . .. 1 
actuator access door ; 
-64 181-14120-3 - . . HINGE, LH inboard wing trailing edge flap actuator. . 1 
access door aft 2 
181-14120-4 - . . HINGE, RH inboard wing trailing edge flap actuator. . . 1 
access door aft 
-65 181-14120-5 - + .. HINGE, LH inboard wing trailing edge flap actuator. 1 
U access door aft 2 
181-14120-6 - + + HINGE, RH inboard wing trailing edge flap actuator. . (1 
access door forward 
-66 181-14120-7 . . . PIN, Inboard wing trailing edge flap actuator access. 1 
door hinge 
-67 181-14224-1 . HINGE ASSEMBLY, LH inboard wing main alighting gear . .-.. . 1 
trunnion fairing ` 
181-14224-2 . HINGE ASSEMBLY, RH inboard wing main alighting gear . . . . . l 
trunnion d cris 
-68 AN509-10R10 . SCREW. . '. ο RUND UE MCCC ue CA ο a -ῳ ee a ee 83 
181-48766-1 . BRACKET ASSEMBLY, Wing fuel drop tank emergency release . . . 1 , 
I cable wing trailing edge station 6 pulley LH 
181-48766-2 . BRACKET ASSEMBLY, Wing fuel drop tank emergency release... 1 
cable wing trailing edge station 6 pulley RH 
-69 NAS376-2 . . PULLEY, Secondary control for 1/16 and 3/32 diameter cable 1 
181-48777-1 . BRACKET ASSEMBLY, Wing fuel drop tank emergency release 1 
. ` wing trailing edge station 32 pulley LH 
181-48777-2 . BRACKET ASSEMBLY, Wing fuel drop tank emergency release . ;. 1 
wing trailing edge station 32 pulley 
-TO NAS376-2 . . PULLEY,’ Secondary control for 1/16 δε 3/32 diameter cable . 1 
181-48764 -1 . BRACKET ASSEMBLY, Wing fuel drop tank emergency release 1 
cable canted wing section 61-1/16 inboard LH 
181 -48764-2 . BRACKET ASSEMBLY, Wing fuel drop tank emergency release cable 1 
canted wing section 61-1/16 inboard RH 
-τι AN219-2 - . PULLEY. . . αἱ οἰ. ο ο E ENDE EM 1 
-72 181-48778-1 . BRACKET ASSEMBLY, Wing fuel drop tank emergency release . . .“ 1 
` wing trailing edge station 38 pulley LH 
-T3 181-48778-2 . BRACKET ASSEMBLY, Wing fuel drop tank emergency release . . . 1 
wing trailing edge station 38 pulley RH 
-74 NAS376-2 . . PULLEY, Secondary control for 1/16 and 3/32 diameter cable 1 
181-58446 . SUPPORT, Hydraulic wing trailing edge outboard lines. .... 4 
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BÉ WING (Cont) 


H-181-14-11 


"FIGURE 19 - INBOARD WING COVER ASSEMBLIES" 
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SECURITY INFORMATION — RESTRICTED Section. II . 


AN 01-60JKB-4 Group Assembly Parts List 
WING (Cont) 


FIGURE & PART . : UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


FLAP ASSEMBLY, Complete LH. . Pn ee W O ee ee RI NET M W fS 
(see figure 15 for next åssembiyj 
181-18001-2 FLAP ASSEMBLY, Complete RH. . won e et Ye. x le oven δν, lese s ROR 
(see figure 15 for next assembly) ` 
181-18004-1 . SPAR ASSEMBLY, LH flap front... Ὃν ὅδε, a πο πο ον 1 
181-18004-2 . SPAR ASSEMBLY, RH flap front. . . ο κο ην elim eS 1 
-1 181-18063 . FITTING, Flap actuator attachment. ο pe ewe S LE es s 1 a 
ATTACHING PARTS 
-2 ANH-TA JW BOLT. ο ο ο g SC μον tees SP. ο. 4 
-3 ΑΝΟΘΟΡΗ 16L so ον WASHER, ο ο ο ο 4 
aer me Sim es * : 
181-18017-1 . RIB ASSEMBLY, LH flap LE station 35.312 roller support. . .:. 1 
181-18017-2 . RIB ASSEMBLY, RH flap LE station 35.312 roller support. age, à 1 
-4 =. 181-18007-3 $ . . FITTING, LH flap roller support inboard. . . . . . |. , . . 1 
181-18007-4 . . FITTING, RH flap roller support inboard. . . . . e + + + . 1 
-5 ` 181-18043 . . STUD, Flap roller adjustment lock. . . . . . . + + + + + ° 2 
-6 181-18045-3 A BLOCK, Flap track rubbing. . . . . . + + + + + + 4 + + x 1) ` 
ATTACHING ‘PARTS - 3 
-T AN365-1032 wes INURO uc 4s ο Qh YS Ὁ IE a ο ο ο ο er Sa) BY Ver κα 2 
-8 AN960D1O vU -«. WASHER’: ο ο € ees, SA Wu ῳ τ rata ο ie Uy o ise 2 
-9 AN509-10R11 s. 4» SCREW- ο. Vus αν sa v Lom ROS. Wil. ο 1e v, el ο ee OE, uum USO use er we 2 
imc ουκ 
181-18018-1 . RIB ASSEMBLY, ,LH flap LE station 36.812 roller support. ES 1 
181-18018-2 . RIB ASSEMBLY, ‘RH flap LE station 36.812 roller support. $us 1 
-10 181-18007-5 . . FITTING, LH flap roller support inboard. ...... E: 1 
7: 181-18007-6 . . FITTING, RH flap roller support inboard. . . . . .. . 1 
-11 181-18046-3 BLOCK, Flap track rubbing. . .............. 1 g 
ATTACHING PARTS 
-12 AN365-1032 , e NUT S ο a SU cm τα. ri v ο VEO VELA secl ies CRI Se ο“. 2 
-13 -AN960D10 2 c. WASHER. 4; Pea W.ode SUMO 29. Cq 6 4, ο) "e (δ Us ch 6-6. ih Hy er D ο Me we 2 
-14 AN509-10R11 k: wc ο ο ο plene SG. ο Te US: 0 το ο Go eh AU ο Οτο 2 
^ oam αμ 5 
\ 181-18024-1 . RIB ASSEMBLY, IH flap LE station 77.875 roller support. . . . 1 
181-18024-2 . RIB ASSEMBLY, RH flap LE station 77.875 roller support. dive 1 
-15 :181-18008-3 . . FITTING, LH flap roller support outboard . . . . . . S ce 1 
181-18008-4 . . FITTING, RH flap roller support outboard . . QU ee 1 
-16 181-18043 . . STUD, Flap roller adjustment lock. . . . . s + + + + + ον 2 
-17 181-18045-5 A BLOCK, Flap track rubbing. . . « « + + + + +< * + «© o ο on 1 
ATTACHING PARTS ` ° 
-18 AN365-1032 a c NUT x UQ as κος οκ. uq wal om οι abc κ ας αὐ a wU UE Ge s, ν 2 
.-19 AN960D10 ¿ ver WASHER.: ¿+ S < εως O Bom m e 9 INC ος δρ τε es ος ο W Pen 2 
-20 AN520-10R12 e . SCREW. siso + + s s s « ὁ e s sa 9 ὁ s om s ο ο s t ο. 2 
---*--- 
181-18025-1 . RIB ASSEMBLY, LH flap LE station 79.375 roller support. . . . 1 
.181-18025-2 . RIB ASSEMBLY, RH flap LE station 79.375 roller support. . . . 1 
-21 181-18008-5 . . FITTING, LH flap roller support outboard . . . . . . + + . 1 
181-18008-6 . . FITTING, RH flap roller support outboard . . . . . . + . 1 
-22 181-18045-5 BLOCK, Flap track rubbing. . . . sre + + + s + + + s we 1 
ATTACHING PARTS 
-23 AN365-1032 v. Ὁ NDD x5 Woo τ -ᾱ € D Umum vesc icm οφ) Dese vs, el e Ws d 2 
-2h AN960D10 z CO WASHER Ass preach ie RA ο aam Ue n AVR Ca μας 2 
-25 AN509-10R12 a. . SCREW. « « ὁ + ὁ © s e e ο ο —u 2 
a ae ος 
-26 AN365-624 ¿2 NOT V ας See ew το Wow Ae eR ww. GO ep Ceci IH ee τὰ 8 
-27 AN960D616 . WASHER... Eee ve hes iene nb ο bas) Biever ο” 
-28  181-18009 ` JOURNAL ASSEMBLY, Flap rollen . : .......:::.:..«. 8 
181-18009-3 . . JOURNAL, Flap roller . . . , + + < eee ee we we ww n 8 
ANQ44-101 L^ X FITTING οπών ew eee te dote oe Ὁ 
-29 157-18070 . ROLLER ASSEMBLY, Flap track . . . . . . e eee eee eee B 
157 -18070-3 . . ROLLER, Flap τταοκ............-.-......... 1 
ΗΒΟΟΒΒ-15 a BUSHING, Pressure fit flanged (NA). .....2. 2+. eee 2 
-30 AN365-128 ; NUT, aW eee cake λα. woke ven tel ΗΠ 
-31 2WlAL16-20-91 ` WASHER, Plain (NA). ο ᾷ oes ο εν h 
-32 181-18044 . KEY, Flap roller adjusting journal locking. δα I 8 
-33 181-18053. ‘DOOR, Flap roller access. . . . . + + + + + sees . n 4 
ATTACHING PARTS 
-34 AN509-10-8 οι uu oe L Qu itar sa ο ο ds ο Ya SN Pyra a ο το, 60 
-35 1813-1032C16 . SCREW, 100° flush head corrosion resistant (ΝΑ)... . : .. 4 
-36 AN960-10L Etc . +6 «© «© © © © © © © ee we wo IX 4 
---ᾱἘ--- 
-37 181-18054 . DOOR, Flap actuator access. . . . . + + + + s + s s + + we 1 
. ATTACHING PARTS 
-38 AN509-10-8 «. SCREW. 4 2 v ο. Ὁ ο o ue wo Wk ra. αἱ 4, c. ᾱ. -ᾱ- ᾱ. E 8 Ὁ «ὁ ο 5 
-39 τ513- 1032616 . SCREW, 100° flush head corrosion resistant (ΝΑ) . . . : . . . 1 
-ho AN960-10L S WASHER). oz (206 uus e s dee ο av US ae, eoe de. Bis) Se Ca ler oe 1 
ana ee . 
-41 181-18055 . DOOR, Flap actuator clearance . . . . soss + + + < + + + es 1 
-42 181-18057 . SPRING, Tension . .. . . + + < o g wi ieu ck. des ης δν y ns ml cde 2 
-43 AN365-832 c NUT O uye ο D et e einen a: to Fe ος ο aana ` al 
-44 AN960D8 - WASHER . : ο. 3 0300 5 7$ 092089 1. ο a ο m ee 6 δ n. 6-5 4 
-45 AN507-832-7 . . SCREW. .... — us ο ο ο Sa ia Verr ss Pau νὰ» l ' 
181-18061 - . HINGE ASSEMBLY, Plap actuator clearance door. . . . CAE 1 
-46 181-18061-3 . . HINGE, Flap actuator clearance forward . D. E je wis 1 
-47 181-18061-5 . . HINGE, Flap actuator clearance door aft. . . . . 9 devas de 1 
- -48 181-18061-7 . "S S GAS CS 1 


. PIN, Flap actuator clearance door hinge. . 
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Group Assembly Parts List AN 01-60JKB-4 
d WING (Cont) 


p-------3 


H-181-14-9A 


FIGURE 22 - COMPLETE LH AND RH INBOARD WING LEADING EDGE ASSEMBLY 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
22 181-14622-1 LEADING EDGE ASSEMBLY, LH inboard wing complete . . . . . . . . Ref 
(see figure 15 for next assembly 
181-14622-2 LEADING EDGE ASSEMBLY, RH inboard wing complete . . . . . . . . Ref 
(see figure 15 for next assembly) 
181-14009-1 . LEADING EDGE ASSEMBLY, LH inboard wing 1 
181-14009-2 . LEADING EDGE ASSEMBLY, RH inboard wing 1 
-1 181-14022-5 . . CAP, LH inboard wing front spar upper 1 
181-14022-6 . . CAP, RH inboard wing front spar upper 1 
-2 181-14023-5 . . CAP, LH inboard wing front spar lower 1 
181-14023-6 . . CAP, RH inboard wing front spar lower 1 
-3 181-17026 . . BOLT, Wing leading edge slat lock actuating 1 
E NAS43C5-20 MEN SPACÉR, Screw and bolt . . . z 1 
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FIGURE & 
INDEX NUMBER 


22-5 
-6 
-7 
-8 
-9 


-10 
-11 


-12 


-13 
-14 
-15 
-16 
-17 
-18 


-19 
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PART 
NUMBER 


AN316-5R 
181-17027 
181-17030 
160-31875 
181-17028-3 
181-17028-4 


52-028-125-0750 


181-48158 
MS29513-210 
181-48159-1 
181-48159-2 
MS29513-214 
181-14044-1 
181-14044-2 
181-17031 
181-14044-19 
181-14036-1 
181-14036-2 


`181-17025-6 


181-17025-5 
181-14037-1 
181-14037-2 
181-17025-5 
181-17025-6 
181-14034-1 
181-14034-2 
181-17025-4 
181-17025-3 
181-14035-1 
181-14035-2 
181-17025-3 
181-17025-4 
181-14033-1 
181-14033-2 
181-17025-3 
181-17025-4 
181-14032-1 
181-14032-2 
181-17025-4 
181-17025-3 
181-14031-1 
181-14031-2 
181-17025-3 
181-17025-4 
181-14030-1 
181-14030-2 
181-17025-4 
181-17025-3 
181-17024-1 
181-17024-21 
181-17024-22 
181-17015 
181-17032 
181-17029-3 
181-17029-4 
AN509-10-5 


52-028-125-0312 


AN365-1032 
AN960D10 
AN3-10A 
AN3-32A 
140-17210 
AN365-624 
AN960D616 
AN6-34A 
NAS146-57 
YR69CP 


2W2SP24 -36-95 


191-17018-3 
191-17018-5 


181-14121 
AN393-29 
NAS43DD3-12 ` 
NAS43DD3-21 
AN960D10 


181-48025-1 & -2 
181-51014-11 & -12 


se ° ὁ we 


SECURITY INFORMATION -- RESTRICTED 
ΑΝ 01-60IKB-4 


WING (Cont) 


NOMENCLATURE 
. NUT να. S2 τν, fa, de 


. . BAR, ` Wing leading edge slat lock actuating ane 

$ WASHER, Wing leading edge slat lock spring retainer 4 

" SPRING, Wing leading edge slat lock g^ SQ ο eg 

. FITTING, LH wing leading edge slat lock stop e WA 
FITTING, RH wing leading edge slat lock stop . . . . 
ROLLPIN (EN)... wi om s 
FITTING,. Drop fuei tank ‘airline’ disconnect o> ae es ο 
PACKING , . . x š oF fe VE 

. FITTING, LH drop fuel tank fuel line disconnect S 

. FITTING, RH drop fuel tank fuel line disconnect 
PACKING . . . 


`. RIB ASSEMBLY, LH inbd wing leading edge sta 149.303 
. RIB ASSEMBLY, RH inbd wing leading edge sta 149.303 
š FITTING, Wing leading edge slat lock support . . 
. SEAL, LH inbd wing leading edge sta 149.303 lower . 
RIB ASSEMBLY, LH inbd wing LE. sta 138.282 slat track . 
. RIB ASSEMBLY, RH inbd wing LE sta 138.282 slat track , 
. . FITTING, 
FITTING, 
. RIB ASSEMBLY, 
. RIB ASSEMBLY, 
x FITTING, 
FITTING, 
RIB ASSEMBLY, 
RIB ASSEMBLY, 
A FITTING, 
. . FITTING, 
. RIB ASSEMBLY, 
. ‘RIB ASSEMBLY, 
. . FITTING, 
FITTING, 
RIB ASSEMBLY, 
RIB ASSEMBLY, 
. FITTING, 
. FITTING, 
RIB ASSEMBLY, 
RIB ASSEMBLY, 
. FITTING, 
. FITTING, 
. RIB ASSEMBLY, 
RIB ASSEMBLY, 
. FITTING, 
. FITTING, 
RIB ASSEMBLY, 
RIB ASSEMBLY, 
-. . FITTING, 
. . FITTING, 
- TRACK ASSEMBLY, 
TRACK ASSEMBLY, 
. TRACK ASSEMBLY, 
. + BUSHING, 
s BUMPER ASSEMBLY, 
I PLATE, 
- + PLATE, RH wing LE slat lock stop (on -21 & -22 S 
PT SCREW, (on -21 & -22 assy only) . eee ts 
. ROLLPIN (EN) (on -21 & -22 assy only) TIEN 
NUT... $us š ο. a RS 


LH inbd wing LE sta 140.968 slat track . 
RH inbd wing LE sta 140.968 slat track . 


LH inbd wing LE sta 110.157 slat track . 
RH inbd wing LE sta 110.157 slat track 


LH inbd wing LE sta 112.843 slat track . 
RH inbd wing LE sta 112.843 slat track . 


LH inbd wing LE sta 93.905 slat track . 
RH inbd wing LE sta 93.905 slat track 


LH inbd wing LE sta 91.219 slat track . 
RH inbd wing LE sta 91.219 Slat track 


LH inbd wing LE sta 65, 593 slat track . 
RH inbd wing LE sta 65.593 slat track . 


LH inbd wing LE sta 62 .907 slat track . 
RH inbd wing LE sta 62.907 slat track 


oe eee 


Wing LE siat positioning ....... 
LH:wing LE slat positioning . . 
RH wing LE slat positioning . , 


Wing outer panel LE slat track . 


» © © © © ο £5 


. WASHER . 
. BOLT + 
BOLT . . . 
GUARD, Wing reading “edge slat "track 


NUT... 
WASHER 
BOLT ;.. Sok 
BOLT, Internal wrenching steel 3/8- oy” eer 
BEARING (MGL). EN MP 

WASHER, 
SPACER, 
` SPACER, 


‘Thrust (NA). ` | νην I 
Wing leading edge slat track š 


64 «250 and one outboard of sta 139.625) 
CABLE ASSEMBLY, 
PIN eis ue Ὁ... w δώ, d. der eu is ao Gr xA. rac 9: rs e 
SPACER, Screw and "bolt DC Sach el E EAE E πρ ο MED κά 
SPACER, Screw and bolt . . .. . .. , + + + + + + + x 
WASHER .... 
FUEL AND PRESSURE EQUIPMENT INSTALLATION, 
wing (see figure 30 for detail breakdown) . 
INSTRUMENT EQUIPMENT INSTALLATION, LH.& RH wing . . . .. 
(see figure 38 for detail breakdown) 


RESTRICTED 


. 


Wlng leading edge slat track fone’ inboard `of sta 
Inbd wing LE sta 121 & sta 73.75 support 


Section. 11 _— 


UNITS 
PER ASSY. 


š. 2 


LH inbd wing LE sta 138,282 slat roller support 
ΒΗ inbd wing LE sta 138.282 slat roller support 


LH inbd wing LE sta 140.968 slat roller support 
RH inbd wing LE sta 140.968 slat roller support 


LH inbd wing LE sta 110.157 slat roller support 
RH inbd wing LE sta 110.157 slat roller support 


LH inbd wing LE sta 112.843 slat roller support 
LH inbd wing LE sta 112.843 slat roller support 


. 


LH inbd wing LE sta 93.905 slat róller support 
RH inbd wing LE sta 93.905 slat roller nidi 


LH inbd wing LE sta 91.219 slat roller support 
RH inbd wing LE sta 91.219 slat roller support 


. 


LH inbd wing LE sta 65.593 slat roller support 
RH inbd wing LE sta 65.593 slat roller support 


LH inbd wing LE sta 62.907 slat roller support 
RH inbd wing LE sta 62.907 slat roller support 


Wing outer panel LE slat track serrated `attach 


LH wing LE slat lock stop = -21 & -22 assy o only 
pnay 


LH & RH drop tank . 
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Group Assembly Parts List 


USEABLE ON 


5T 


Section. 11 . | SECURITY INFORMATION — RESTRICTED 


Group Assembly Parts List AN 01-60JKB-4 
WING (Cont) 


H-181-13-1A ' 


FIGURE 23.- COMPLETE WING CENTER SECTION ASSEMBLY ὶ 
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SECURITY INFORMATION — RESTRICTED Section 
υπ Group Assembly Parts List 


lower adjusting 


-12 187-14255 + + PAD, Wing outer panel fuel cell column support upper . 


WING (Cont) 
FIGURE & PART UNITS. USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 ó 7 NOMENCLATURE PER ASSY. CODE 
23 181-13601 WING CENTER SECTION ASSEMBLY, Complete . . . . . . . + , + + . Ref 
see figure 4 for next assembly) 
-1 181-13002 . WING ASSEMBLY, Center section .. Log east Bee SE uio 1 
181-13003 - . SPAR ASSEMBLY, Wing center section "front ο ἀν * Ὁ 1 
-2 181-13018-3 . + . ‘FITTING, Wing center section front spar to inboard | 3 
wing attaching LH 
-3 181-31018-4 + + + FITTING, Wing center section front spar to inboard . . , 1 
š wing attaching RH 
` 181-13005 ` e < SPAR ASSEMBLY, Wing center section rear... $ 1 
-4 181-13019-3 : + . . FITTING, Wing center section rear spar to inboard 1 1 
4 wing attaching LH 
-5 181-13019-^ . + + .. FITTING, Wing center section rear spar to inboard . 1 
š . : wing attaching RH 
-6 181-13010 - . COVER ASSEMBLY, Wing center section upper . . " ΠΡ 1 
-T 181-14217-3 , . PAD, Fuel cell column support lower . .. Ç nn 4 
181-13012 P. . GRID ASSEMBLY, Wing center section upper . . .,. . . + 1 
-8 RL38SB9 $$ RING, Locked in (ROSN) . ............. 4 
-9 RD2O08SHOL ` ` + + . INSERT, Locked in (ROSN) . ......... L 4 
RL28SB8 . + + . RING, Locked in (ROSN) .......... cll n. 2 
RD206SH6.5L + + + . INSERT, Locked in (ROSN) .. AES < ai 2 
-10 181-13011 Ç COVER ASSEMBLY, Wing center section lower WAS TH, tet Se. wire 1 
1681 -13013 + + . GRID, Wing center section lower .. x Cw CUR κ 1 
-11 ` 165-14221 .. . . PAD ASSEMBLY, Wing outer panel fuel celi Support - 4 
lower adjusting 
165-14221-3 + + + ^ PLUG, Wing outer panel fuel cell support . zu eur 2 
: 4 
-13 181-10012-3 + + + HINGE, Wing center section fairing attaching IH ... 1 
-14 181-10012-4 - + . HINGE, Wing center section fairing attaching RH ... 1 
-15 181-56401-7 . . FITTING ASSEMBLY, catapult hook forging . οκ αμ 1 
-16 AN9I. 301 Pu FITTING . . . aye νος Fe ος UEM e 1 
-17 4B21-55-101 - 4 BUSHING, Spacer (Να) . Si ce, De ἐλ «ἄν. cou aes DE 1 
-18 NAS464-9A17 . . BOLT, Shear close tolerance . . ο ας. το. eo κά κ Q Š wat ος ὃν 10 
-19 AN960D916 x « WASHER 2 2 4 0. 59 s * 3 EE ο ΟΙ. 90 
-90 AN364-918 sAus UNU ο τοις "m š ——— ° ALO 
-21 NAS!64-7 A10 . . BOLT, Shear close tolerance. . < ος Tuy ἃ; ὅς Š 4 
-22 AN960D716 eese -WASHER 0 wo4& ο ws. ο ο YK TR ow νῷ Ὅς aD ecw cei se cc 8 
-23 AN364-720 Eos NUES oe uu uu Sess sa rae ee Se SS a: “SS, ete a> Εντ sr ad a AM does 4 
-24 181-48104 . . FITTING, Forward fuselage fuel cell interconnector . . . 2 
-25 AN4-14 . . BOLT ον «ἂν te) NE. ha ον ee spur πώ MD W L eee es FESSES H 
° -26 NAS4300-4-12 - . SPACER, Screw and bolt . ... ... ..... PS 4 
-27 2W1AL18-24-64 s .« WASHER, Plain (NA) ........... v Q X wes 4 
A -28 AN960Dl16L s c4 WASHER Qo. Ga, cede φις ee Qara s MIR AP IM EE 4 
2-99 AN320-h _ k NUT ον ο ο πο”. ος ΝΕ 4 
-30 181-13025 s FITTING, Wing center section rear Spar to fuselage ολ ος κε 1 
. side load 
í -31 AN4-20A v ss BOLT D κος d. el SI D d des ez " 8 
-32 AN960D416 ee WASHER 6 αν . 42 W ve, Va ο ae ee SU HE Pe ae ὁ Ye 16 
-33 AN365-428 ο ο ne ΙΝ Ὃν ἮΝ ΘΕ ὍΝ Var κα ver oe P sed 8 
-34 AN4-13A Jogo ο cheia 4 Low € Wwv£ ο ο we ee “et δι Y ta o e cé HR 1 
-35 NAS464-5A11 - . BOLT, Shear close tolerance . erii e fel BBP as Ma ο 1 
-36 NAS464-5A15 . . BOLT, Shear close tolerance , Vd RU “ae 1 
.-37 AN3-12A e Ὁ BOLT .- . "xn 2 
181-520103 d . . BRACKET ASSEMBLY, Wingfold “lock system “wing aia $a 1 
center section RH buttock line 10- 13/32; pulley 
-38 AN210-2B ef, fis . PULLEY .... . ο + 1 
181-520106 . . BRACKET ASSEMBLY, Wingfold '1óck system "wing AY ος, X RS i 
center section buttock line 19-15/16 pulley 
. -39 NAS376-2 + + + PULLEY, Secondary control for 1/16 and 3/32 .. =, 1 
diameter cable 
181-52060 ENS BRACKET ASSEMBLY, Wingfold lock system wing center 1 
section buttock line 4-11/32 pulley 
-40 AN210-2B » « : PULLEY ... 7 éLw “ὁ i 
181-48013 . FUEL SYSTEM INSTALLATION, “Wing center section complete . . . Ref 
(see figure 24 for detail breakdown) 
181-48625 . LINER INSTALLATION, Wing center section fuel cell . . . . . Ref 
(see figure 25 for detail breakdown) 
181-51013 . INSTRUMENT EQUIPMENT INSTALLATION, Wing center section . . . Ref 
(see figure 35 for detail breakdown) 
181-52013 . SURFACE CONTROLS INSTALLATION, Wing center section . . . . . Ref ‘ 
; (see figure 40 for detail breakdown) 
181-54013-3 à ELECTRICAL EQUIPMENT .INSTALLATION, Center wing . . ... . . Ref 
(see figure 50 for detail breakdown) 


181-58013 : HYDRAULIC EQUIPMENT INSTALLATION, Wing center section . . . Ref 
(see figure 52 for detail breakdown) 
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Section 1 . SECURITY INFORMATION — RESTRICTED 


Group Assembly Parts List AN 01-60JKB-4 : 
WING (Cont) 


H-181-48-5 


FIGURE 24 - WING CENTER SECTION COMPLETE FUEL SYSTEM INSTALLATION 


PEE RESTRICTED 


. SECURITY INFORMATION = RESTRICTED | Section. ΙΙ... 
AN 01-60JKB-! Group Assembly Parts List 
WING (Cont) 


House E PART p ‘UNITS USEABLE ON 
INDEX NUMBER NUMBER , 1 2 3 4 5 6 7 NOMENCLATURE I PER ASSY. CODE 
26 181 -48014-1 FUEL SYSTEM INSTALLATION, LH wing outer panel complete. . . . . . Ref 
(see figure 15 for next assembly) : 
181-48014-2 FUEL SYSTEM INSTALLATION, RH wing outer panel complete. . . . . . Ref 
(see figure 15 for next assembly) 
-ι 181-48117-1 . CELL ASSEMBLY, Fuel LH wing outer panel complete . . . . . . . 1 
(see figure 27 for detail breakdown) 
181-48117-2 . CELL ASSEMBLY, Fuel RH wing outer panel complete νεο 1 T 
(pee figure τα for detail breskdown) 
-2 AN365-621 . ΝΤ... Crs. ο SE CET oy fay Se um ie ο ας 1 
-3 2W1AL26-24 -64 . WASHER, "plain (NA) ` FC P Seu tO! GAA SN ο ipu ii % 1 
-4 187-14240-13 . BOLT, Wing outer panel fuel cell tie. ο 22200! ο 1 
-5 187-14240~15. . BOLT, Wing outer panel fuel cell tie . . . . . + +, + + + +s + x 1 
AN365-621 ar NUTS S S ο 21 ο wd ο p ay yt sQ $a vele. e KU aye A 1 
2W1AL26-24-6H . WASHER, Plain (NA) . . . . . . «ο . . $4 Ὁ $3 v eet 1 
-6 187-14240-17 . BOLT, Wing outer panel fuel cell tie . ο Sd vel rise Gee E e 1 
AN365-621 . NUT s; 04 399 4-8 ο ar rq ο Le get cee? Fa ο.” pL ` 1 
2W1AL26-24 -64 E WASHER, Plain (NA) of os: ce Soca Biers αμ. N 1 
-T 187-14240-19 . BOLT, Wing outer panel fuel cell tie . A E νο i H 
AN365-621 e. NUT: S os e Sad e sos š RW. s κο se AN ο Sus a Meh. eh ey % 1 
2W1AL26-24-64 + WASHER, Plain (NA) as ο erede fa: Sa e COP EUR Mee. Ας D 1 - 
-8 187-14240-21 . BOLT, Wing outer panel fuel cell tie . . ο ος νο nee cies Cored ere fe 1 
5 AN365-621 E xo NUTS πο cx Sw a S oe M ο 3 Wake fo E «νο. εν £ 
2W1AL26-24-64 . WASHER, Plain (NA) . . . . . . . . . . é dU. wein τῷ; jet τελῶ, aR. Se 1 
-9 187-14240-23 . BOLT, Wing outer panel fuel cell tie . ο ope on ie, Moen ae 1 
AN365-621 en. ONUT ure ο een a> ces ο. ον eb bos Ms ai ce ces S. ao kee 1 
2W1AL26-24 -64 . WASHER, Plain (ΝΑ) . . . . . . , + ¿+ + 0 + xÀ Ὁ ον RENE 1 
-10 AN4-12A «s “BOLTS V 156604 ἡ ο QA ab 9 lw Pes Del ace WU Xe ντ ste 6 
-11 AN960D416 s WASHER: croa aeara a ο ο ου QN ee ts tee QU te se 38 
-12 2W1AL20-32 -64 s. WASHERS” Plain (NA); & exo. x. uet eS da ay Se Sin et see Sage einen ae 4 
-13 AN4HOA +. BOLTS. ος tate ve a al be ο Be 2 ee ew a ὃς Be Ὁ el X. 
-14 ΑΝΟΘΟΡΗ 161, v SWASHER.. δ κοὐ... Me. Wow ao S e. c σοῖο ον e: LE S: Se αν ντι Ὃν «Ὃν αὐ 8 
i -15 181-48315-32 . LINE, Wing outer panel climb vent LH lower . ; . σα 1 
181-48315-34 . LINE, Wing outer panel climb vent RH lower . . .. OE" 1 
-16 - 3H2-16-15 . HOSE (NA). ; Απο qs SO BS τις m be οι εν κα μὲ ος. cil 
181-48148 . DOOR ASSEMBLY, Fuel wing outer panel filler. ........-. 1 
-17 181-48148-3 . . DOOR, Fuel wing outer panel filler. . . . , + + , + + + + . 1 
-18 H5000-064 -125 .-. LATCH (HWL). " è R oa eat, τὰ 2 
181-48144 . . HINGE ASSEMBLY, Fuel “wing outer panel filler door. . . . . 1 
-19 181-48144-3 - + . HINGE, Fuel wing outer panel filler door . . . . . . . . 1 
-20 181-48144-5 - + + HINGE, Fuel wing outer panel filler door . vede Wd me 1 
-21 181-48144-7 . š et OPN > ΡΕ. κ ο σα κα, Κη SU Re RON lues. a RS URL 1 
-22 AN509-10R12 . SCREW. . . . ο ο i [pla ο ee ck. carbs s S ο tw 3 a, ἠὲ, TAB 
181-48150 `. RECEPTACLE ASSEMBLY, Fuel wing outer panel filler. . . . . . . 1 
-23 181-48145» - .  SCUPPER ASSEMBLY, Fuel wing outer panel cell filler . . . . 1 
-24 181-48146 . . GASKET, Fuel wing outer panel filler cap. . . . . , s + . . 1 
-25 181-48147 . . CAP ASSEMBLY, Fuel outer wing panel filler. . . . . . . . . 1 
. (made from NAF1152-2) 
-26 AN364 -832 ο ο NUTS uo A haere. Gee eh ARI CURT TO MC Aa ο ad < w e RE aude ADU Ye 2 
-27 AN960D8L $^: WASHER: ο tas S s ZE ve aris S w ο Pu Men παν ο ο” 
-28 AN507-832R7 š SCREW: es gras SS tat oe δ. deel hog CAO ie Tae ος ᾷ τῷ qus eos 2 
-29 181-48154 š GASKET, Fuel filler cup wing outer panel. s.s $. rs 1 
-30 ΑΝΦΗΝΑ s BOLT. ο ο cw cx velis ο a UE Q8. ο” . . . 36 
-31 ΑΝΟΘΟΡΗ 161, ΜΗ ΑΣ ο ον ος. eon eta 24 
-32 165-48233-3 . FITTING, Fuel wing outer panel drain . . . . Ea Κο š 1 
-33 - AN365-720 ; s NUT. lut nsum Mis rec x «τ e eno Se wi S |i i ὁ "m " ο) τῷ 1 
-34 AN960C716 . -WASHER. . IM M NE = et hse ο Ge” (αἰ. ο ο "e Ὁ $ 1 
-35 FCC20556. . GAGE SUPPORT, Bottom (USR) 4 1 2: ὦ 2:6 ὁ’ Ὁ é ων. 1 
-36 AN4-5A oi BOUT 47k te cg Se: a e. ao ο ο.” š 6 
-37 AN935-416 . WASHER. . . x desc) ren LUI οφ εφ. δι τας G ἓφ 2 
-38 181-48124 . SEAL, Fuel wing outer panel "climb vent front spar cover. . 1 š 
-39 AN3-5A ο ο μα ο Gur ο απ ο Aue an her wan as ο. dr ος fs 2 - 
-40 ΑΝΟΘΟΡΙΟΙ, * WASHER. ow κε Roe νῷ. αν ο δν ο 5 9 9 
-41 AN4-4A y a BOLD oS Lee 2 iwi ο ο ἀνα ο 9o 3 ο. ὁ) ῳ MS ο ο a. TRIS Οὔ S. ὦ. aqa W 8 
-42 146-48241 . GASKET, Fuel wing outer panel climb vent door. .... 1 
-43 181-48126-1 . DOOR ASSEMBLY, Fuel wing outer panel climb vent LH . . . . 1 
181-48126-2 . DOOR ASSEMBLY, Fuel ae outer panel climb vent RH . 1 
RL28SB8 i . RING, Lockin ΠΟ: 4. d^ πόαν ο ον οι ο EAE 4 
. RD2 -6SH6 . 5L . . INSERT (ROSNÝ . ; 4 
Ç -44 181-48153 . DOOR ASSEMBLY, Fuel οὐ11 wing outer pànel access outboard. l 
-45 181-48155 . GASKET, Fuel cell wing outer panel access door outboard. PEO 1 
-46 K83501-1 . DRAIN VALVE (KOE) . . . š s κάλο Ὃς Sena), ὦ 1 
-47 AF934-7 . PACKING, "Οἵ ring gasoline or, "kerosene resistant . . . . . . " 1 
-48 181-48149 . RETAINER ASSEMBLY, Fuel wing- outer panel filler door..... 1 
-49 181-48125 . COVER, Fuel wing outer panel climb vent front spar door. . . . 1 
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Section ΙΙ . SECURITY INFORMATION — RESTRICTED 


. Group Assembly Parts List AN 01-60JKB-h 
WING (Cont) 


H-181-48-9A 


FIGURE 27 - COMPLETE LH AND RH FUEL WING OUTER PANEL CELL ASSEMBLY 
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SECURITY INFORMATION -- RESTRICTED : Section. 11 . 


187-14219-25 TUBE, Wing outer panel fuel cell column compression & tensio 
187-14220 . COLLAR, Wing outer panel fuel cell column support ..... 


-30 187-14241 NUT, Wing outer panel fuel cell column support. . 


AN ONGO TKB Group Assembly Parts List 
WING (Cont) ` 
a U. ........... U. U ο ... ........ d  _.  .......... ............................ " ' p .. ....LLLLlLUUUUUUUU d 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4°5 6 7 NOMENCLATURE PER ASSY. CODE 
27 181-45117-1 CELL ASSEMBLY, Fuel wing outer panel complete LH . . . . . . . . Ref 
i E See figure 26 for next assembly) 
i 181-48117-2 CELL ASSEMBLY, Fuel wing outer panel complete RH . . . . . . . + Ref 
] (see figure 26 for next assembly) 
-1 181-48004-1 . . CELL ASSEMBLY, Fuel LH wing outer panel . . . . . . + + + eo 1 
181-48004-2 . CELL ASSEMBLY, Fuel RH wing outer panel . . . νε e iso DRE 1 ^ 
-2 181-18118-1 . SUPPORT ASSEMBLY, LH fuel wing outer panel tank ο y S ο. 1 
181-48118-2 . SUPPORT ASSEMBLY, RH fuel wing outer panel tank ....... 1 
-3 181-48140 . STUD, Fuel cell wing outer panel support . . M κᾷς κῶν ental ὃ 5 
-4 181-48165 . SPRING, Fuel cell support 7-1/2 . . . . ο. 3 
-5 . 181-18120 Bg SUPPORT ASSEMBLY, Fuel cell wing outer panel '"anboard . . . . 1 
-6 181-48121 . SUPPORT ASSEMBLY; Fuel cell wing outer panel intermediate . . 1 
-7 181-48122 . SUPPORT ASSEMBLY, Fuel cell wing outer panel outboard... . 1 
-8 181-48035 . STUD, Fuel center cell interconnector . . . . . . . . . . N 2 
-9 AN837 -6D ΦΟΝ WI Nou de Fae ο y X S: GO SW τ Dee ο ο Ub a ç 1 
AN924 -6D . NUT . s ἅτ CONI). QE. 09. ο ατα SE a τῳ ee (Wu RL A n 1 
AF931 -9 , PACKING, "O" ping gasoline or kerosene resistant . . . . k 1 
-10 AN6270-10-1/2 . HOSE ASSEMBLY Ας quies “Ra big os ο ο MA tal ο ds; ᾿ 1 
-11 FCC2082h - . GAGE SUPPORT (USR). τν ve ο Sl adh ο νο ο. 1 
-12 ANHH3A . BOLT... οἱ «δι. UU wm US UIS ας SE κο δι ης αν `e 9 
-13 205-1/4 ` LOCK-O-SEAL' (wFRC). ; ο ο Bee ace "iB 
-14 1111-518339 . VALVE OVERALL, Swing check flange type “special Se a esse “ele 1 
inlet port LH κο 
1111-518340 . VALVE OVERALL, Swin Msi flange type special . . . . ... 1 
inlet port RH (pA) 
-15 AN507 -1032-8 è “SCREW. s 208 AM EE 2 
-16 181-48130 . GASKET, Fuel wing outer panel dive vent. . 1... . . εν 1 
-17 ANHHHA l x. οσα a y αν NU Mem er ky AL GP kh sa oa e 36 
-18 AN960D416 ^ JWASHER 3o ων. νων ο ας EE o. dsl ash s s, 236 
-19 181-48151-1 . DOOR ASSEMBLY, LH fuel cell wing outer panel access . . . .. 1 
181-48151-2 . DOOR ASSEMBLY, RH fuel cell wing outer panel access ..... 1 
~20 165-48299-3 . GASKET, Fuel cell wing outer panel access door . . . .. .. 1 
-21 187-14241 . NUT, Wing outer panel fuel cell column support ἐν eta ἕδη 1 
-22 ΑΝΔΗΙΑ ο μασ e ορ ο scm μα ών ο S: art See se 6 
-23 AN960Dl16 sh WASHER G S e cela iem a ah S £ N cat lec SE je comte ie cate Ma ha Ti a Ρας 
-24 AF934-23 . PACKING, "O" ring gasoline or kerosene resistant ...... 2 
-25 187-14219-23 . TUBE, Wing outer panel fuel cell column compression & tension 1 
-26 187-14220 . COLLAR, Wing outer panel fuel cell column support . . . . . + 1 
-27 187 -14241 . NUT, Wing outer panel fuel cell column support ....... 1 
AN4HYA ο) Μο Sanh ao μμ G] cae Be ο a eta a So Stee aa pas oe ALO 
ANQ60D416 ` s: WASHER a κ Μα μα Me να ο ο ieee ας 
AF935 -23 . PACKING, "O" ring gasoline or kerosene resistant . . .. .. 2 
187-14219-21 . TUBE, Wing outer panel fuel cell column compression & tension 1 
187 -14220 . COLLAR, Wing outer panel fuel cell column support ...... 1 
-28 187-14241 . NUT, Wing outer panel fuel cell column support ....... 1 [| 
ANHHHA s SBOLT Μα veo ο € ο a fev ο ae W ore a ο h. «26 
ANQ60D416 o WASHER ιδιος E Me ae ο ο we ee ue eve chs ο 
AF934 -23 . PACKING, "O" ring gasoline or kerosene resistant “ax pee CE dra 2 
187-14219-19 . TUBE, Wing outer panel fuel cell column compression & tension 1 
187-14220 . COLLAR, Wing outer panel fuel cell column support . : š 1 ; 
-29 187-14241. . NUT, Wing outer panel fuel celr column support ο Ρο. 1 | 
ΑΝΠΗΒΑ eC BOLT o CUE ^w 4 xo x x QU κ να zik ies A. we y ο ος 
AN960D416 . WASHER. . š . bn νο τος ΑΘ 
AF931-23 . PACKING, "on "ring gasoline or kerosene resistant s 2 
. n 1 
» 1 
°. x A 1 
-31 ANHHHA « BOLT a-e x «κ.α. αντ N we Qe e ο νο Ga Ne e CODI ροκ C 8 
-32 ΑΝΟΘΟΡΗ16 sy WASHER ο Ca οὔ Jet fey eius A ο ο ο iR lh ο wee: πο ih Ὁ carpa UB 
-33 AF931-23 . PACKING, "O" ring gasoline or kerosene resistant sag. cam 22 
-34 187-14219-17 . TUBE, Wing outer panel fuel cell column compression & tension 1 
-35 187-14214 . NUT, Wing outer panel fuel cell column support ....... 1 
ΑΝΝΗΝΛΑ io -BOLT ο Gh ο ο ο ᾱ- ο ο ο ο ο ο ο ο é 8 
AN960D416 s WASHERC. ον. ci estes Ὁ e oe aTa RII We χαρίεν Dele Lane el tas B 
AF934-23 . PACKING, "O" ring gasoline or kerosene resistant ...... 2 
187 -14219-15 . TUBE, Wing outer panel fuel cell column compression & tension 1 E 
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FIGURE 28 - LH 200 GALLON FUEL TANK SUPPORT RELEASE MECHANISM INSTALLATION 
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΄ AN O1-60JKB-h Group Assembly Parts List : 
WING (Cont) 


Β-181.48-24 


FIGURE 30 - LH AND RH DROP ΤΑΝΚ WING FUEL AND PRESSURE EQUIPMENT INSTALLATION 


FIGURE & PART i . UNITS USEABLE ON 
INDEX NUMBER . NUMBER 1 2 3 4 5 6 7 NOMENCLATURE ^ PER ASSY. CODE . 
3 181-48025-1 FUEL AND PRESSURE EQUIPMENT INSTALLATION, LH drop tank wing. . . Ref 
; . (see figure 22 for next assembly) 
181-48025-2 FUEL AND PRESSURE EQUIPMENT INSTALLATION, RH drop tank wing. . . Ref 
(see figure 22 for next assembly) 
-1 MS28741-8-154 - HOSE ASSEMBLY, IP wl», uU ey ec ο Rel, “ia! Veter "eG ο “8 Ten set ο... 1. I 
MS28741-8-180 . HOSE ASSEMBLY, NA) < . . “< ` r . ο Peet eer € Ὅν. δ. fils τοὶ e 1 
-2 AN815-8D s UNION S aoe. 4 εὐ. χα € OE ce . ΚΟ bs si uy “ὦ . 1 
-3 MS28741-16-180 . HOSE ASSEMBLY, (NA)........ i + š ντι τὸς Eten ge, ye 1 | | 
-4 AN365-1032 CUNUPS e 203.7004 αμ Ee enis SU Qe IRIS οσο ες 
-5 AN960D10L « WASHER. «4 x š 60€ 5» & © # ᾱ- κ SW “ery Desc Re cw Los ET τ ^. 12 
-6 ΑΝ3-3Α tt BOLT ο ο ο ο ο tome n les ο ο ο ο” e.. 9 
-T 181-48162-5 . FAIRLEAD, Fuel drop tank fuel transfer line . . . . . vc Ye 3 
-8 181-48162-3 . FAIRLEAD, Fuel drop tank fuel transfer line . . . . eI ο) T 
181-48314 . LINE ASSEMBLY, Fuel drop tank wing leading edge , . . . . + + 1 
sta 45 to wing leading edge station 123 transfer LH 
-9 181-48314-3 . . LINE, Fuel drop tank wing leading edge station 45..... 1 
to wing leading edge station 123 transfer LH 
-10 181-48142 . . FITTING, Fuel line wing leading edge sta 47.5 transfer . . 1 
` 181 -48317 . LINE ASSEMBLY, Fuel drop tank wing leading edge station... 1 
' 45 to wing leading edge station 123 transfer RH 
181-48317-3 - . LINE, Fuel drop tank wing leading edge station 45 to... 1 
wing leading edge station 123 transfer RH 
181-48142 + . FITTING, Fuel line wing leading edge sta 47.5 transfer . . 1 
-11 181-18315-23 . LINE ASSEMBLY, Drop tank air line wing station 45 to. . . . . 1 
` wing station 135 LH ; 
181-48315-25 . LINE ASSEMBLY, Drop tank air line wing station 45 to. . . .. 1 
wing station 135 RH 
-12 181-48315-27 . LINE ASSEMBLY, Drop tank fuel transfer line wing station. ; . 1 
t 125 to wing station 135, LH 
181-48315-29 - LINE ASSEMBLY, Drop tank fuel transfer line wing station. . . 1 
. 125:to wing station 135 RH K 
-13 AN3-4A ve. ΒΟΠΕ. τα 74 ο ο lee A ge oa eR ο eo be a a -ᾱ- -ᾱ- CR 4 
-14 187 -48322 . NUT, Fuel wing outer panel climb vent sealing . . . . . . + < 2 
-15 187-48323 ; - WASHER, Fuel wing outer panel climb vent sealing. . . . . .. 2 
-16 AF934-19 z CPACKING. 3o cs: a: fan 109 2 S m Uer) at, So va εφ. Sy Sig Ede Lenoir ο). -ᾱς κα 2 
-17 181-48160 . FITTING, Fuel drop tank wing leading sta 125 transfer line. . 1 
-18 ANQ24 -8D e NUT 4 Q5 ο -5) τῶν Don tes Vee ο ο ο m ee ο ο ο el. ο) ο ο 1 
-19 AF934-92 2 PACKING SOS ος Vise te Se a). Ge pres erum ee? ῳ το Tee ον” «δ se" ae Rae eo ele e! He ος 1 : 
-20 AN833-8D 24 EEBOW Cu, oie potes “et fe a). e exeo. v. Wee etie αμ AQ a ο... 1 
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H-181-48-4 


FIGURE 31 - 200 GALLON UNDERWING FUEL LH AND RH TANK INSTALLATION 
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SECURITY INFORMATION — RESTRICTED ; Section 11 . 


i ΗΕ Group Assembly Parts List 
; WING (Cont) 
FIGURE & PART ` UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 ό 7 NOMENCLATURE š PER ASSY. CODE 


hh 181-52090 MECHANISM ASSEMBLY,  Aileron control lock (LH.only). . . . . . . . Ref 


(see figure H2 for next assembly) 


-1 181-52318 . SUPPORT, Aileron control LH inboard wing inboard bellcrank . . 
4B19S6~006 . . BUSHING, Pressure fit plain (NA). : . . . . + + +, . + + + x 
-2 AN365-428 . NUT ο προ ο recie cel Sasu Set oo Sere de II ley el Ney eer ees lek W 
-3 AN960D416 ` è WASHER. DNE RE EE ο le eae? iS^ eie vei € δν es Bh Mey τὸ Ίαν Ἔ. ὧν Ug 
-4 AN! -36A . BOLT. Q 9 a 04 de. cw. ea Ves de é κ ο ο ο ο E ἃς -ᾱς ος 
` -5 AN4 -264A . «e BOLTS: ο 9 0 09.0. c9, US, ΚΙ 79 ο ο ο ο 
' -6 AN364 -524 4. ENUT ο Sas e eels, cen κ ο. 
-7 ANQ60D516L s- —WASHER;- ov ον 9 w P et star ο το DIEI 
-8 NAS464 -5-38 . BOLT, Shear close tolerance. . . . . , . . + e s eee αὶ Ὁ 
-9 AN365-1032 ΝΟΣ ua py es uxo oe “ter Mal δ... τεν τῷ Ες SUYU e Cay VEL (o Ce ο ο š - 
-10 AN960D10 aat: WASHER d me wok le cmo QU ve iab ve xe. ο ο ὃν νο” 
-11 AN3-7A e BOLT, 20 9 οὶ «ος ο -ᾱ š " s Soh, ος ue EX 
-12 AN960D10L . WASHER. . . « . . . Oy Ue I Ro Ioue T I Ie WA «ᾱ Ὃς ώς, τς. IER ὡς οὖ w: oe 
-13 4B21S3 -006 . BUSHING, Spacer (NA). st . ο. Mle ος 
-14 181-52093 . LINK ASSEMBLY, Aileron control lock ad Justa able... e $us 
-15 181-52097 `. . BOLT, Aileron control link eye. .. Vw: φ' wa? oe A ΕΝ 
-16 , 181-52098 ROD END, Aileron control lock adjustable. z ZZ Teri š a ds 
-17 AN316-4R e . NUT... Sip Sin, S Safes ὑφ een S š ο. ᾧ 
--18 181-52094-5 . ARM ASSEMBLY, “aileron control lock S ay? ἐς’. Nei aE Qa tec ὃν co š "E 
- 4B22-5A . . BUSHING, Insert (ΝΑ). . . . . . 2. eo a. ee ee eee 
AN2O1KP5A a cow BEARING: ας TU eo -ᾱ- MOLE Ow Lee TRO ο’ š k 
181-52317-5 . BELLCRANK ASSEMBLY,  Aileron control outer wing inbo: 


-19 181-52317-3 BELLCRANK,  Aileron control outer wing inboard 


HNP NEE BE Np BPP NEP ο Φως ο H 


ard... 

, -20 AN2O01KP5A » BEARING; de 4 ον, ος. qw τὰ, ας G κ) κι NS 3X0 τῳ Sa. IR κ ῳ ἃ CA 
-21 AN2OOKPA ο. ὁ. BEARING; 4 21 04 ὁ. 4 ο ϱ 9o es V Se ο ev dei Pel» Us 
-22 486-5-.593 z SPACER, Plain dual bearing (NA) . . . . . . . + + . + + + x 
-23 1P7 . . PLUG, . Control stop. (NA) ο ο πα wP S UL νιν 
-2 . AN3-13A . BOLT; . . . QA Wd AYA el ce aic CS SE W m e Tir ve 
-25 4B2183-021 ` “BUSHING,” Spacer (ΝΑ) | | . ια ο ο ne cores Q 
-26 : 181-52095 . ARM ASSEMBLY, Aileron control lock idler; s x 4€ Sle U Q < 

AN201KPHA . . BEARING. . . . . Cak 9: ο ou ew ws 
-27 181 -52092 . LINK ASSEMBLY, Aileron control lock. πο ce qt Tos S Ca e w 
4B18B5-188 . . BUSHING, Shoulder (NA). . . . . . ee + s + + + +s s + + ne 
-28 4B21S3~011. . BUSHING, Spacer (NA) . š 5 E Sk. far sU Ne Sal ie De «ᾱ 
-29 181-52091 . BELLCRANK ASSEMBLY, Aileron' control lock actuating ...... 
, AN218P4 : . . BEARING. . . . Bi cei cei S eT ο an Yer val τῶν TED ο ο ο 
-3C NAS436 -4 -69 . SPACER, Screw and "bolt ο ese ο barr da ὅς τα) aaa Ta e ος 
-31 NAS43C4-70 . SPACER, Screw and bolt . . . . so e mo ὁ ὁ es eee ο woe oe ο 
-32 AN364 -428 μμ ο ο μα ο cR re SGT eta Verdin AS oa a 
-33 181-52099 z SPRING; Compression.. ¿ x e «Ὁ ο woe Ww. ο ὁ ο ὁ m m. Ç n U Sk 
-34 4B21S4-207 . BUSHING, Spacer (NA) £" ver το lar BRAE aE νων Ὅς yale nat, ο SF eae de 
-35 ` 2W1-16-20-4064 è WASHER, Plain (NA) stec < + setn wow o 9. cr ο o [a ὁ 
-36 4B21M-S4-115 ° E PUSHING, Spacer (NA) a) Ην ο... FEES SU s qu. (ο) ος ` 
-37 AN136-4 . NT. w ο ο Sa πο Wi e aoe Ve PECADOS NS 
-38 NAS428-4 -416 . BOLT, “adjusting | crowned hex head . . . . ο --- 
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1 ‘STA. 
153. 375 2 


STA. 
181. 437 


1 STA. 
213. 907 


H-181-52-10A 
FIGURE 45 - LH AND RH OUTBOARD WING SURFACE CONTROL INSTALLATION 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER ` 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


181-52015-1 & -2 SURFACE CONTROL INSTALLATION, Outboard wing LH and RH. . | 


(see figure 6 for next assembly) 


-1 181-52324-1 . 'BELLCRANK ASSEMBLY,  Aileron control wingfold joint LH ... H 
181-52324-2 . BELLCRANK ASSEMBLY, Aileron control wingfold joint RH . .. 1 
ATTACHING PARTS 
ΑΝΙΤ4-9ΤΑ. e1 BOLT ο. ὁ ο at ο ες, ο ¿e ο ο S. ο ο 1 
2w18-116 . WASHER, Flat (NA) v ...........--«-.-.«.«. 2 
AN365-428 . EE ΜΜ μμ αμ ο Ca e wa Ql N 1 
anaes 
AN2O1KPHA I e . BEARING , « ο « . ο ^ © we e « ὁ s e ὁ e so ὁ ὁ e s ο “< on 2 
4S6-4-.626 . . SPACER, Plain dual bearing (NA) . . . . . . . . . . e. 1 
I -2 181-52325-1 . SUPPORT ASSEMBLY, Aileron control wingfold joint outboard . 1 
` : - bellerank LH 
181-52325-2 . SUPPORT ASSEMBLY,  Aileron control wingfold joint outboard . 1 
bellcrank RH ΄ 
> -3 181-52358 . ROD ASSEMBLY, Aileron control inboard wing leading edge 1 
sta 153-3/8 to leading edge sta 185-29/32 
ΒΕΝΕΡ so svoe ROD END (RAR): τῳ. 604 45 p.09. 3 09; ο etw ue DES TUE. οἱ μας) γὼ 1 
181-52358-5 . . ROD, Aileron control inboard wing leading edge ..... i 
sta 153-3/8 to leading edge sta 185-29/32 
-4 181-52361-5 ` . BELLCRANK ASSEMBLY,  Aileron control LE station 185-906... 1 
AN201K PHA š ὁ- uw BEARING: 227. ο 45-9219 c6 le (ep hum OS Cm LT A UE -ᾱ- οφ. KURU det iy 1) e e 2 
NAS50-75 . . RING, Internal retainer . . e e . +s < © s < «© o e < < «ο 1 
-5 181-52362-1 . SUPPORT, Aileron control outbd wing LE sta 185.406 bellcrank 1 
181-52362-2 . SUPPORT, Aileron control outbd wing LE sta 185,506 bellcrank 1 
-6 181-52359 . ROD ASSEMBLY,  Aileron control outboard win leading edge . 1 
sta 185.906 to leading edge sta 219.042 
181-52364 . . . FORK, Aileron control outboard wing LE sta 185-29/32 .. 1 
AN316-5R x. 043 NUT lee ὦ ο ο τὸ οφ (αν ο ¿dus ο τὸ ο ο e ie ο” 1 
181-52359 . . ROD, Aileron control outboard wing leading edge . . . .. 1 
sta 185.906 leading edge sta 219.42 
' -7 181-52326-1 . MECHANISM INSTALLATION, Aileron control surface operating . Ref 
(see figure 46 for detail breakdown) 
181-52326-2 . MECHANISM INSTALLATION, Aileron control surface operating . Ref 


(see figure 46 for detail breakdown) 


-8 NAS464-4A13 . BOLT, Shear close tolerance . . . .. + + + + + + + + eee 3 

i 2W18-416L = WASHER; Plat (NA) ο Ὁ e Ὁ κ Ἔα εἰς OS Sn w W GS Ὁ -ᾱ 6 
AN364-428 . NUT y aa 9 Ὁ ο ὁ E09 Sm Ὁ 6. SO a ὁ a ϱ νῷ. -ᾱ . . 3 

-9 NAS334 PA13 . BOLT, 100° close tolerance high strength . . . . . < é ὃς 1 
ewi8-416L . . WASHER, Flat (NA) . ...... s ats ρον, κ s 2. 
AN364-428 = INUE Q1. 60 ο Ὁ vele XM o0) δει ιν -ᾱ ας ον Der! W š: ë . 1 

-10 NAS46H4-4A15 . BOLT, Shear close tolerance . . . .. .... cum τὰ, να rd I 
2W18-416 3 "WASHER, .Flat (NA) cece cel ovo e 3 790 S Cs, ποτὰ pts ne 2 
AN365-428 ο μμ ο οτε IW. Mena tao der Sets e. Ne . ο ος 1 
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35 Fe 6 τόν 
ac ad 


STA. 242 


H-181-52-13A 


FIGURE 16 - LH AND RH AILERON CONTROL SURFACE OPERATING MECHANISM INSTALLATION 
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ΑΝ 01-60JKB- Group Assembly Parts List 
WING (Cont) 


FIGURE & PART E UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
46 181-52326-1 MECHANISM INSTALLATION,  Aileron control surface operating IH . Ref 
S (see figure 45 for next assembly) ` 
181-52326-2 MECHANISM INSTALLATION,  Aileron control surface operating RH . Ref 
(see figure 45 for next assembly) : 
-1 MS28741-419 a> HOSE ASSEMBLY ὁ, ο CS of Ee. W 
-2 -  MS21903D6 4 © UN TON s ΑΕ ο νε αμα δε... 3 
I AN894 D6-4 x BUSHING oce ep ig! vue Vac PS ἂν ος vs eX ος MTS . 
AN6290-6 z. (GASKET: 39x αν, e ` $5 i. 5 . 
AN960D916 . GWASHERS SZ oss sox αν μα... ots 
ΑΝΟΡΗΡ6 s NUT co Ὁ OR NM E DPF 
-3 187-52501 . GEAR BOX ASSEMBLY, Aileron trim drive «. . > èa ea . s 
(see figure !1 for detail breakdown) 
-4 3613 s GAP: ((HOOV) νον ντ ας aU EIN Rte Wed s s š so š 
-5 AN173-11A € a BOED, ο ο ws uh fat BOS ee ο ο SS 1e š E" 
AN960D10 ser WASHER: es: <i) visi. «ον TR CR te bli ys BP epe c SMEs Ke tA Z ee 
AN365-1032 ο, NUT ç S ee ç Ç ο ο MO ceri ο . 434 
-6 181-52513-1 . SUPPORT, Aileron trim drive gear box IH .... s T 
181-52513-2 . SUPPORT, Aileron trim drive gear box RH TA x "s 
181-52363-5 `. BELLCRANK ASSEMBLY,  Aileron control outer wing LH š " 
181-52363-6 . BELLCRANK ASSEMBLY, Aileron control outer wing RH E : 
-7 181-52363-3 - BELLCRANK, Aileron control outer wing LH ..... " 
181-52363-4 . BELLCRANK, Aileron control outer wine RH . . . ee Ç: 
-8 AN201KPhA . BEARING .. $ À eg tes ED dette. oh 
4S8S7-4-2.81 κ . SPACER, Flanged dual ‘bearing’ (NA) ` SE cal I “ei. ας. wap J ον . 
-9: AN200KS4 . BEARING να... 7 V i sisse R. ὃν ο, ust te) . 2 
4B22-4B BUSHING, Insert (NA) . 


-10 181-52353 

-11 181-52339 
181-52339-5 

-12 181-52339-3 


SUPPORT, Wing station 218 aileron control `cable "bellcrank s 
ROD ASSEMBLY, Aileron control valve ............ 
ROD ASSEMBLY, Aileron control valve sub . . . . . . . . 
ROD, Aileron control valve . . . aig 


-13 181-52349 . ROD END, Aileron control valve operating push- -puli "D 
-14 AN316-6R . eoe NUT Vo eos Sut 
-15 ` 187 -52342 ROD END, Aileron control “valve “operating `push- pull el of 
-16 AN316-6L NUT .. EE 


o9 9 oc 9 9 s e ο s 9 s 9 9 ον 


-17 181- 58705- 1 ACTUATOR ASSEMBLY, ` Hydraulic flight control “aileron “LH P 
(see figure 47 for detail breakdown) 
181-58705-2 - ACTUATOR ASSEMBLY, Hydraulic flight control aileron RH 2 
(see figure 47 for detail breakdown) 


. 
FP νο) ο ο ο ο ος 


-30 187-52313 
-31 187-5234 
-32 187-52310 


. COLLAR, Aileron control artificial feel bungee 
è SLEEVE, Aileron control artificial feel bungee 
PISTON, Aileron control artificial feel . . . . 


-18 MS28741-20 . HOSE ASSEMBLY, Detachable end fitting medium pressure . . . 

-19 AN924.D6 s μου ο Ομ. 
AN960D916 uo WT for ws Se ok be wa el. Mes cof Mee Hae Se we eae εφ Cw) Ye a Se 
MS21903D6 . UNION, Flareless tube 3/8 bulkhead and universal . 2 Hee 
AN894D6-4 s BUSHING a weve’ a έν ο is oux e) as Bee, ᾱ-. Q Q. QU d: eh eae? ee ὃν 
AN6290-6 . GASKET ... os Ὁ Saha Ca t Wea Sua IR Eh καν bte si Sr uya 

-20 181-16064-1 . FITTING ASSEMBLY, Aileron actuating hydraulic strut trunnion 

support LH 
181-16064-2 ; . FITTING ASSEMBLY, Aileron actuating hydraulic strut trunnion 
Support RH 
-21 187-16046 - . BUSHING, Aileron actuating hydraulic strut trunnion . . .. 1 
support ; Š 

-22 AN174-12A - ΟΠΣ wa aue κ are, eS aq r EN ae ag ee, ta ier ee 2 
AN960D416 « WASHER . . « «1 - ο ο $4. Cu. Se eo a nam E ο “a: Sark ce 4 
AN365-428 Jo NUT X s to ο Sen 2 ra te °. CE MES LEO ο SI W tat Ses Uw τὸς; τῷ 2 

-23 ANL74-40A . BOLT ασ Tw v4 sal De d od UM VS Tn ee ver γι 1 k 4^ S Get alae, Ao o V. 1 
ΑΝΟΘΟΡΗ16 sr WASHER. J š axes Ue πι ΜΡ SV Suway cae dave soe Sar Har sated a e 2 
AN365-428 . NUT. Sess ^e Du αφ de ο oy as > ο ζω lev. O ον. sw cw Ye "1 

-24 NAS464-4A19 . BOLT, Shear close tolerance . PP Ὁ aT nore ade se 1 
AN960D116 ὃς C WASHER: Ju sus ο τὰς Ny Se ves aS oe « ο wi ο. 2 
AN364 -428 . NUT.. ER NECS s. " Venise «αι “3 

-25 . 187-52337-3 . BUNGEE ASSEMBLY, Aileron control artificial “feel . ë aati 1 

-26 159-52249 . . ROD END, Elevator control stick to bellerank . é e 1 

-27 1NT-5A 2o. NUT, Check (NA)... EG κα νι es ἢ 1 

-28 1N6-5A . + NUT, Cylinder lock (NA) . ! š eë M P 1 

-29 187-52316 - . NUT, Atileron control artificial feel "bungee ee z , 1 

E 1 
x 1 
. 2 
* 1 
1 
1 
1 
2 
1 
1 


9 * t s 9 q ὁ 9 39 + ο ο 5 
` 


-33 181-52342 . SPRING, Compression . . TEES T 

-34 187-52312 . . ROD, Aileron control artificial feel . | z ‘ 

-35. 187-52309 * HOUSING,  Aileron control artificial feel’ bungee š à 

-36 AN178-22 5 BOLT w^ Ls di Jan w ar tata, d warm oe " 5 
2W1Ch0-28-050 . WASHER, Plain (NA) . . . III 2 2 2 2 l inn y 
4B21B8- .024 . BUSHING, Spacer (NA). . . . . . . . . αν να.” ; ; 
AN310-8 «c μμ...” . . 
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WING (Cont) 


FIGURE- 47 -- LH AND RH HYDRAULIC FLIGHT CONTROL AILERON ACTUATOR ASSEMBLY 
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SECURITY INFORMATION = RESTRICTED -Section 11 


ΑΝ O1-60JKB-l Group Assembly Parts List- 
WING (Cont) 


FIGURE & PART í UNITS USEABLE ON 
INDEX NUMBER NUMBER 12 3 4 5 6 7 NOMENCLATURE i PER ASSY. CODE 
LT à 181-58705-1 ACTUATOR ASSEMBLY, ‘Hydraulic flight control aileron I . . . Ref 
" (see figure 46 for next assembly) r 
181 -58705-2 ACTUATOR ASSEMBLY, Hydraulic flight control aileron RH . . . . . Ref 
see figure 46 for next assembly) . 
-1 187 -58704-3 . VALVE ASSEMBLY, Hydraulic aileron power control ΤΗ... . . . 1 
ἫΝ (see figure 48 for detail breakdown) 
187-58704-4 . VALVE ASSEMBLY, Hydraulic aileron power control RH. ..... 1 
(see figure 48 for detail breakdown) 

-2 187 -58744 . CONNECTOR, ΠΗ aileron aci control cylinder MC ETE s 4 
-3 AN6227 -4 . PACKING. .-. Z Sr oh cen the urat lg, im B 
-4 5R12-4 . RING, Hydraulic “spiral back- -αρ (NA). "cc "mr 8 
-5 AN4 -21 v! BOLT aM e d cv S en ter ee s e "pre E ec 2 
-6 AN960D416L Ὃ ο μον E ας ο aero Gk M 
-7 AN320-4 s ONUT ior ο Ἕλος ves let INS IS ο ο DR ο. ç 2 
-8 4B21B4 -006 . BUSHING, Spacer (NA). . . . . . . . eee a a. e eee eee 2 
-9 AN815-4D z UNIONS, Zt i ce. οὐ ο uet EET Ue ο S αἱ μόνο coe ae δν ών ο ον "arc tue k 4 
AN6290-6 C GEABRED ο alla ὡς ο) 8. ὦ EC" 4 4 
-10 187 -58746 . NUT, Hydraulic aileron power “control valve "retaining. s x l 
-11 187-58745 . KEY, Hydraulic aileron power control valve retaining. . . , 2 
181-58705-11 . CYLINDER ASSEMBLY, Hydraulic flight control aileron LH. . 1 
181-58705-13 . CYLINDER ASSEMBLY, Hydraulic flight control aileron RH. . 1 
-12 187-58748 . . . LINK, Hydraulic aileron power control cylinder torque. . . 1 
-13 NAS145-31 . . BOLT, Internal wrenching steel 5/16-24 , . UP ae s, h: 
-14 NAS143-5C . . WASHER, X4130 or equivalent 125,000 to 145, 000 psi ς 4 

. . countersunk 
-15 AN365-524 ea SNUB. oo Ὁ e e cee te Le a BE te Ὁ, os ee ed Ee a me (M ¿w Eq 4 
-16 187 -58791-3 . . BLOCK, Hydraulic aileron power control cylinder gimbal . . 1 

bearing upper 
-17 187 -58736 . . BLOCK, Hydraulic aileron power control cylinder gimbal. . . 1 
bearing lower 


-18 187 -58747 . * CROSS ASSEMBLY, Hyaraulio aileron power control gimbal 
-19 AN944 -201 . FITTING. . . . ” 


ç 1 
és H αὶ 2 
-20 181 58731 . . BARREL, Hydraulic “aileron ο. control cylinder. * x 1 
-21 AN501A10-4 ove SCREW αν. ον. 3 € els ο, ο ος φῇ ρα, Te ος ο οφ n 1 
AN960D10 . . WASHER. . .. ved deis 1 
-22 181-58738-3 . . SLEEVE, Hydraulic aileron’ light control cylinder. P lc 
-23 2W12-21 . . WASHER, Felt (NA). . . . κάν, a a feces v AS 28 
-24 5R12-21 . . RING, Hydraulic spiral back- _up (NA). Z S es ee wb Fee ba fee "a 4 
-25 AN6227 -21 . > PACKING... ORE 2 
-26 181-58734 . . HEAD, Hydraulic “aileron “plight control cylinder. . . s" e 2 
-27 181-58730 . . RING, Hydraulic spiral back-up . . , . , + + + +< + ο ο ^ 4 
-28 . AN6230-1 y το. ¿GASKETS "xxu . 2 
-29 181-58707-3 . . ROD ASSEMBLY, Hydraulic flight control aileron cylinder’ LH 1 
181-58707-5 . . ROD ASSEMBLY, Hydraulic flight control aileron cylinder RH 1 
ο -30 181-58729 . RING, Hydraulic spiral back-up EE ο ος ο E de S 2 
-31 AN6227 -28 . . PACKING... >: Z, Wr up r xr O EP de Wata 1 
.-32 187-58730 . . RING, Hydraulic spiral back- “up ALLE μα 2 
-33 AN6227-14 è: w. PACKING . . . . "a 9 £ 
-34 181-58735 . . DIVIDER, Hydraulic aileron Plight “control cylinder vow s “S 1 
-35 181-58730 . . RING, Hydraulic spiral back-up . . . " ον vb ds 4 
-36 AN6230-1 » . GASKET. < . ο; eres fe WS Mie Fe ee 2 
-37 5R12-21 . . RING, Hydraulic spiral back-up (wa). ο μυ. 4 
-38 AN6227-21 ac . PACKING . . . . v quie sas uy rie 2 
-39 181-58706 . . *PISTON, Hydraulic “aileron power “control, cylinder ο ο... 
-40 181-58729 . . RING, Hydraulic spiral back- ies £- ADITU. αν των fae, to Me? Yas πὸ, -ᾱ 2 
-41 AN6227 -28 ». ce. CBACKINGO 0 win š a Ua a . By "e ο ο ο ο 62 Iu cie ος è 1 
-42 AN6246-21 ec RING Goceec43 wo od. wm ow 50$ le dy ces W. WI ca dE) YED Tes ο . 2 
-43 AN6227 -21 r ο PACKING 2 a> ws $c eee ater VEL S. Ὁ es a pe be SD το je 1 
-44 181-58738-5 . . SLEEVE, Hydraulic aileron flight control cylinder. . . š 1 
-45 181 -58739 . . NUT, Hydraulic aileron flight control cylinder . . . . : 1 
-46 187 -58752 . . NUT, Hydraulic aileron power control piston retaining. 1 
. -47 2W11A12 . . WASHER, Tab lock (NA). . ela) lina ὃς τον 16 2 
-48 187 -58788 . . NUT, Hydraulic flight control cylinder check 439 AE 1 
-49 187-58740 . . TURNBUCKLE, Hydraulic aileron power control cylinder T 1 
i rod end : 
-50 187-58742 ^ .. . NUT, Hydraulic aileron power cylinder rod end check. z 1 
-51 187-58792 -5 . . ROD END ASSEMBLY, aun aileron flight control cylinder 1 
-52 HSBG10SA . . . BEARING (HLF)... "E "EP PULS 1 
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. WING (Cont) 


H-181-58-8A 


FIGURE 48 - LH AND RH HYDRAULIC AILERON POWER CONTROL VALVE ASSEMBLY 
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FIGURE & ` PART 
INDEX NUMBER NUMBER 
 H8 .  187-58700173 X VALVE ASSEMBLY, Hydraulic aileron power control LH . . . . . . . Ref | 
187-5870 -4 
-1 165-58770 
-2 5R12-19 
-3 AN6227-19 
-4 5R12-1H 
-5 AN6227 -14 
190-58737-7 


-6 190-58737-75 
=T 190-58737-105 
-8 163-587111 


--9 1Ρ65 
| -10 AN6227 -2 

-11 AN6227-17 

-12 187-58716 
AN2O1K5A 

-13 AN4H17A 

-14 AN814-8D 

-15 ΑΝ6290-8 

-16 187 -58757 

-17 AN960D516L 

-18 AN3165R 

-19 187-58711-3 
187-58711-5 

-20 AN4 -25A 

-21 AN960D416 

-22 4B21B4 -007 

-23 - 187 -58749 

-24 AN364 -428 

-25 187-58712-3 

-26 187 -58713 

-27 AN6227-14 

-28 187-58714 

-29 ΑΝΖΟΙΚΡΙΟΑ 

-30 187-58715 

-31 187-58718-1 
187-58718-2 
NAS497 

-32 1P7 

-33 BAR 

-34 NAS43DD10-12 

-35 ANAL -13A 

-36 AN364 -524 

-37 2W1-20-25-64 

-38 : AN365-428 

-39 AN960D4 16L 

-40 ANL74-11A 

-41 AN960DH 16L 

-42 AN364 -428 

-43 187-58719 

-44 1N7-9A 

-45 ANH -14A 

-46 187-58717-1 
187-58717-2 

-47 1P7 

-48 AN174-12A 

-49 MR4R 

-50 1N7-6A 

-51 187- 58720- 


VALVE ASSEMBLY, 


VALVE ASSEMBLY, 


SECURITY INFORMATION — RESTRICTED 
ΑΝ O1-60JKB-À 


WING (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


(see figure 47 for next assembly) 
Hydraulic aileron power control RH... 
(see figure 47 for next assembly) 


CAP, Hydraulic valve sleeve ο... retainer . . 
RING, Hydraulic spiral back-up (NA) . . . . . . , .'. 
PACKING,  "O" ring hydraulic . . $us) te ee ea ολλ) 
RING, Hydraulic spiral back-up (NA) . τν Ἐν 
PACKING, "O" ring hydraulic . . ` — 


SLEEVE ASSEMBLY, Hydraulic flight control valve 
(notched) (supersedes 165-587194-19 which may be 
interchangeably until stock is exhausted) 


SLEEVE, Hydraulic flight control valve 

SPOOL, Hydraulic flight control valve. . 

FILTER, AU Plight control valve ° (notenea) . 
PLUG, 


Hydraulic (NA). . . Wow el hee oes : 


BEARING. . . . . . "IE 
NUT, Hydraulic aileron power "control! vàlve. ect τᾷ 
LEVER ASSEMBLY, 


PACKING,  "O" ring hydraulic A 

PACKING, "O" ring hydraulic . . . . 

CAGE ASSEMBLY, Hydraulic aileron power "control valve. 
e BEARING OS ende o. de 923 E Ende μα SR ha 
BODT "aere c" 
PLUG 2 2 κο Acl s ΤῊ 
GASKET, Straight "thread tube "fitting "poss " v s 
BOLT, Hydraulic aileron flight control valve stop "m 
WASHER . Xe u S eres eee a BOE ος Ὁ ye a Pe 
NUT, 3 + < < να Z ac Rote FRI UA 
BODY, Hydraulic aileron power control valve LH. ww ox 
BODY, Hydraulic aileron power control valve RH. . E 
BOLT Fa uu ck ο αν δν κα, AIR We RC ώρα ER. PURI RC Ru z 
WASHER . . . . ox rug CE CLR ο KR Cu š 
BUSHING, Spacer (NA): S. s . 
LINK, Hydraulic aileron power control valve torque. š 
NUT. . x Se es ον ον 
SHAFT, “Hydraulic “plight Control aileron valve "2 
SEAL, Hydraulic aileron power control vey shaft- . . 
PACKING, "O" ring hydraulic . . . . Sos ρῶν “einen <8 
CAGE, Hydraulic aileron power control valve st eee ks 


Hydraulic aileron power control valve 
LEVER ASSEMBLY, Hydraulic aileron power control valve 
. FITTING, Lubricator "A inch drive flush type. . . 
. PLUG, Control stop (NA). i ene s ereer ee ee 


BEARING, (584). . .. . . + + . - Ge οἱ 
SPACER, Screw and bolt. . . e . . < w « 4 Q 4 w s 
BOUT a! ο ο ο ο ο S ὁ wA . "m 
NUT. . ο ο e οὶ do ο. YG ECT 
WASHER, Plain (NA). ο. . "m Pa ee 
NUT. . RE 0, SF M . . 4» V 
WASHER . . ο De, uan Sia rir ie . . . . 
BOLT... Ta os . oe . .. 
WASHER . . "POR SEES G04 2 Q ας ο 24 
NUT. "E . 

CLEVIS, Hydraulic a aileron power. control valve link. 
"NUT, Check (NA). Qo νο ος. E. LI cR. EL en at DE De OR 
BOLT "RI m . 


ο ο Σπ... 


wot o9 9 . 9 o? < 9 9 9 ο 5 9 s s ο ο ο 9 U. 9 ο 5 


LEVER ASSEMBLY, Hydraulic aileron control valve inboard 
LEVER ASSEMBLY, Hydraulic aileron control valve inboard 
. PLUG, Control stop (NA): Ἐν ee Ἔν Sg κος ; 
BOLT .. > ee eee $e x E ue yu ge τον) . 
ROD END (SHA) . κ.) db αν EDGE τας Q wis ala s τα) αν ος ¿$ š 
NUT, Check (NA) . z š z 


ADAPTER, Hydraulic aileron power "control valve “Link : 


Hydraulic aileron power control LH "ES 


`. ` 9 ὁ 5 95 ο ο 
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UNITS 
PER ASSY. 


. Ref 


. Ref 


. 
19:09 CO TO. FO 


°. 
HH 


οι. ο λος c M d 


4 ot ot > 9 ο. 


USEABLE ON 
CODE 


Group Assembly Parts List 
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Section ΙΙ _ ` SECURITY INFORMATION — RESTRICTED 
Group Assembly Parts List ` AN 01-60JKB-À 
WING (Cont) 


H-181-52-18 


FIGURE 49 - WING FOLD LOCK CONTROL INSTALLATION 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


9 19061-52051 CONTROL INSTALLATION, Wing fold lock . . . . . . + + TEQUE ον 

181-52052 . HANDLE ASSEMBLY, Wing fold lock control system complete . . . 1 
-1 181-52053 . . HANDLE ASSEMBLY, Wing fold lock control system . . . . . . 1 
-2 : 1B1987-016 . . . BUSHING; Press fit plain (NA) . . . . . UR elc Ri M πρ ds 
-3 181-520110 . . PLUNGER, Wing fold lock system handle .. . . . . v ος) ds 1 
4 181-520111 . . LEVER, Wing fold lock system handle release . . . . ... 1 
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SECURITY INFORMATION — RESTRICTED. Section 
AN 01~60JKB-4 ` Group Assembly Parts List 
WING (Cont) 


FIGURE & PART - UNITS USEABLE ON 
INDEX. NUMBER NUMBER 1 2 3 A4 5 é 7 NOMENCLATURE PER ASSY. CODE 
49-5 181-520114 . + BEARING ASSEMBLY, Vcn lock system handle , . . . . . . H 
-6 AN200K3L e . . BEARING... . esee xU del 20; les Cone ο.” 1 
-T 181-520116 . + HINGE, Wingfold lock- “system control handle pivot. ..... 1 
-8 175-52041 . + SPRING, Compression . . . . . . . + + s + “+ x RUE et uw us H 
-9 4B21MS5-017 . +. BUSHING, Spacer (NA). ¿ç v . .. eee a eee Q rcc. 1 
-10 AN253-1-0406 ο PENG? ο ee ο ae itt, ο SP c6 9E sh Q QUO d By TE J 2. Š 1 
-1r AN253 -4 -2843 s . PIN. wei ο we E SES ΤΉΝΕ goce ye, bem. poh id ns 1 
-12 AN364 -524 $e ο Ba ο”. s queque qe 1 
-13 AN392-11 š PIN. me^ ο Geek quo w. S ο W PU oerte S cen 3 ον Se ner € 1 
-14 AN960D516 . WASHER . . . 5 CN E - SE S U QC oe 1: 
-15 181-520113 E HANDLE ASSEMBLY, . Wing lock control switch actuating. Sei Lasers Sy ie 1 
4B1985-006 x BUSHING, Press fit νων (ΝΑ) ο ο 9 what ce A s 9 2 
-16 AN3-5A = BOLT: --...:. IU ον ο q da on ΡΜ... 2 
-17 4B2183-007 ` BUSHING, Spacer (ΝΑ) . . . . . . . Sale! is ο ο MEX- 
-18 ANO960D10L,. s WASHER. X.20x) ck ο ROO ϱ Ὁ. cde le ὦ ο οι ecu YC sw ο ο 10 
-19 AN365-1032 .« NUT ον ce a ee seh rao SPS I (NIU το”. SU ο ο ο . T 
-20 181-52055 ROD ASSEMBLY, Wing fold lock system handle . . . . . . . > 1 
j ATTACHING PARTS 
-21 AN3-7A - BOLT. . . Roc ONU VIO a ee Lit o Der Se $554 785546 festa: Q ` Š 5 1 
AN3-11A 5 BOLT g + S Sasu ος ο eee SW iiv oos ΣΤΉΝ γάρ M PES H 
. -22 AN960D10L v. WASHER. ¿vs 85 ε.α adi τς eG ox opos No Ue tu τε ο. RO E Y g ϱ 2 
-23 AN365-1032 v NUTS S 5 400609 0» cem. o 4. ος s a Www Www vau “O 
-—ó Eum omi . 
-24 AN316-5 ο NUTS e su uas! ο ο aa See ere OU VE το ws 1 
-25 REB3N2 « cen ROD ΕΝΟΣ (HAP): 2 2-2 Sl cantante ak a E ene a αἱ τος τας ος ος, κ 1 
-26 181-52075-5 . ARM, Wingfold lock releasing fuselage station 79 . . VOY Xe 1 
-27 AN4 -124A s BOLT. uA το ie si a e ος lel ae tal Wv a πο cee UU Ze: S ees ος yq νὸς 1 
-28 AN960D416L y WASHER 4.29 2e. 9 ie dom og 08^ ο SS C9 oye ὁ Ke weis eos! a 
-29 AN365-428 © . NUT... ο Q οσα ο Ἔτι ο EIUS w. EV δ, ae! veo tA IE το 5 
181-52073 . SECTOR ASSEMBLY, Wingfold lock release fus sta 79 cable. . . . .1 
-30 181-5207 + + SECTOR, Wingfold lock release fus sta 79 cable. Ente us τῳ 1 
181-52075-7 . . SHAFT ASSEMBLY, Wingfold lock release fus sta 79. . . . . . "1 
-31 181-52075-3 - + + SHAFT, Wingfold lock release fuselage station 79 . . . . 1 
-32 AN911-101 a ον, w BETTING: + + Ç S ὁ. Ὁ S 9 εἰ Eg E Ue oss TP Sot ο ος 1 
-33 AN210-2B . PULLEY. . . A Se 2 
-34 181-52064 . CABLE ASSEMBLY, "Wingfoid lock release fus sta 79 £o 110: a te 1. 
-35 181-52065 . CABLE ASSEMBLY, Wingfold lock engaging fus sta 79 to 115... 1 
-36 AN155-16S . BARREL. . . . ο πᾳ, ια deg ur. Uv ο Sey ο ο... 6 
-37 . 181-52069 . CABLE ASSEMBLY, Wingfold lock engagirig fuselage station. . . . 1 
; T9 to wing center section 
-38 181-52068 . CABLE ASSEMBLY, Wingfold lock release fuselage station . . .. 1 
: 110 to wing center section 
-39 181-520161 . CONNECTOR, Wingfold lock control system cable. . . . "c 2 
. -40 181-52072 . CABLE ASSEMBLY, Wingfold lock system wing center Section PEE 1 
to wing leading edge station 100 release 
-41 181-52071 . CABLE ASSEMBLY, Wingfold lock system wing center section to. . 1 
wing leading edge station 85 RH engaging 
-42 181-52070 . CABLE ASSEMBLY, Wingfold lock system wing center section... 1 
to wing leading edge station 85 LH engaging 
-43 181-52063 . CABLE ASSEMBLY, Wingfold lock sys wing center section release. 1 
-44 181-52062 . CABLE ASSEMBLY, Wingfold lock system wing center section. . 1 
: to wing leading edge 31-3/4 release 
-45 181-52061 - CABLE ASSEMBLY, Wingfold lóck sys LE sta 31-3/4 -100 release . 1 
-46 181-520153 . CABLE ASSEMBLY, Wingfold tock control sys wing LE sta 77-132 . 1 
-47 181-520154 I . CABLE ASSEMBLY, Wingfold lock control sys wing LE sta 86-132 . 1 
-48 AN3-22A s BOLT ο ο a) cal ay io ο ο ο ο cB de. S e. μυ. το 1 
-49 NAS43DD3 - 78 . SPACER, Screw and bolt .................... 1 
-50 NAS376-2 . PULLEY, Secondary control. . . . C . e . 4... 44 lee or Q 2 
-51 AN4 -11A ea BOLD a ο emg De ου ο” 1 
-52 ΑΝΙ--10Α 4 BOLT. 294 Ὁ base Sa. Ὁ a κα οὐ οὐ ον YL ο ος s 9. 13$ . 9 v. ο ο ο 3 
ΑΝΗ-ΤΑ BOLTS: μμ ie qa Q ast Su απ μα ο <“ ο x 1 
AN960D416 a: "WASHER a. ὧς, a.s u ο ος wa e's é T vus sQ 6 
-53 181-520121-1 . SECTOR, Wingfold lock control system outboard forward LH au ocu 
181-520121-2 . SECTOR, Wingfold lock control system outboard forward RH... 1 
-54 AN320-6 v^ NUT Q4) 6 wx a ta. klu See ο) Ὁ oe ta eaa απ ο. . H 
-55 AN960D616 s WASHER 4 ο moe e inm ote ie to m UU m le Ye Sd. cm ο Dens cee, Leni d) Cat 1 
-56 181-520118-1 - SUPPORT ASSEMBLY,  Wingfold lock system torque shaft fwd LH. . 1 
181-520118-2 . SUPPORT ASSEMBLY, Wingfold lock ΞΕ sorgue shaft fwd RH . . 1 
AN994 -101 « . FITTING. . . . . ο τοι; € Kei Vel. 28 .. 1 
LSS8 . . BEARING, Spherical | self aligning (HEC). 3 i ae 1 
-57 181 -520170-1 . GUARD ASSEMBLY, Wingfold lock control sys LE sta 132 cable LH. 1 
181-520170-2 - GUARD ASSEMBLY, Wingfold lock control sys LE sta 132 cable RH. 1 
-58 181-520107 . SHAFT ASSEMBLY, Wingfold lock system wing sta 131-5/8 torque . 1 
-59 181-520122-1 . SECTOR, Wingfold lock control system outboard aft LH . . . . . 1 
181-520122-2 . SECTOR, Wingfold:lock control system outboard aft RH . . . .. 1 
-60 AN960D10 s WASHEHS 4 oboe es αμ αὐ ο ο ote πα ο ο. 2 
-61 181-52067 . CABLE ASSEMBLY, Wingfold lock release inboard wing outboard. . 1 
-62 : 181-52066 . CABLE ASSEMBLY, Wingfold lock engaging inboard 1 wing outboard . 1 
-63 151-430049 . STUD, Control cable locking. . . . . . . . . Na volte Cep. US 2 
-64 NAS427K16 . PIN; “Pulley guard. ο Ç c ο ds le wees oS τς ae Sle £y ον cw uus. L 
-65 NAS427K15 . PIN, Pulley guard. . . . S A Σ B d. te dst cab ds 2 
-66 NAS427K19 . PIN, Pulley guard. . . . . Mors : ute erra κ i UE ui ο) 36 
-67 AN3-11A Si BOE -ut ο Bo eset ^g ette oe ug ὅν. eet eee ° ° s Φι s ° a . 1 
PIS DNA p deus. oes 7 aie eet es ES 2 


-68 AN3-7A 2. BOLT te LO o. 
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Group Assembly Parts List ` AN 01-60JKB-4 
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, B-181-54-51A 
FIGURE '50 - INBOARD AND CENTER WING ELECTRICAL EQUIPMENT . 
FIGURE & PART ` UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 ó 7 NOMENCLATURE PER ASSY. CODE 
50 INBOARD AND CENTER WING ELECTRICAL EQUIPMENT i 
181-54013-3 . ELECTRICAL EQUIPMENT INSTALLATION, Center wing . . . . . . + Ref 


(see figure 23 for next assembly) ; 


-1 TF51260 . . FILTER ASSY, Radio noise κ» with Thompson fuel pump) 2 
[ 22-2929 . . FILTER ASSY, Radio noise (PE)(use with Pesco fuel pump). . 2 
-2 2B1B6-2 A BUS BAR, Copper (NA) (use with Thompson filter assembly) . 2 
i -3 AN3177-1 κ ο. LIGHT ASSEMBLY : J '¿ 4 6 x o6 9 "να * ox a ο ο o ooo 
A 181-54013-5 . ELECTRICAL EQUIPMENT INSTALLATION, Wing inner leading edge . Ref 
i (see figure 16 for next assembly) 
l -4 SATH . . SWITCH ASSEMBLY, Toggle (MCS) (RH only). . . . . . . . . . 1 
-5 JX55F ` + . FILTER ASSEMBLY, Radio noise (SPR) (RH only) . . . . . . . ^ 1 - 
181-54013-1 . ELECTRICAL EQUIPMENT INSTALLATION, LH inboard wing . . . . . Ref . 
(see figure 15 for next assembly) 
181-51013-2 . ELECTRICAL EQUIPMENT INSTALLATION, RH inboard wing . . . . . Ref 
(see figure 15 for next assembly) . 
-6 901-480-35A . . CLAMP, Support (MAR)... . . . + + + + s š s + erro n 1 
-T 181-54142 . . TUBE, Electrical inboard wing flap station 6.0 to .... 1 
station 34.562 trailing edge τ 
-8 AN3436-2-12 . . TERMINAL BLOCK ASSEMBLY . . . . s . + + +s + + ὁ ee te n 2 
. AN3436-2-5 . . TERMINAL BLOCK ASSEMBLY (RH only).......+...2.e¢e. 1 
` AN341-6 S w μα ο ο ο ASAS nee οφ tee rede yqa aa ο et: E era Met ΒΗ 
AN936A6B so we “WASHER ο ορ ve a eee ene (al Sse se ee bio of Se Cer ang Je eee we ὃ 
AN961-6 r a WASHER. 43 vows os ar ie tas le al oa a Ie S L aT e Wa e W. aes GOH 
-9 397-12 . .. COVER, Electrical terminal block (Henry Eng τη — 2 
397-5 . . COVER, Electrical terminal block (Henry Eng Co.) (RH only) 1 
-10 AN3436-2-7 . TERMINAL BLOCK ASSEMBLY . . . . . él δα cec (re 9. ο ὄψι. Si W. SS e 1 i 
AN341-6 «ow MUR eee aoe 9 ὯΝ Oe ow se. < 4 x T ] 
AN936A6B x WASHER .. 4 4.0 4» ας 09 je * o9 Ay m etn GN AUN Huren οὔ, vas T 
AN961-6 a ἃν (WASHER: AU v OT Ὁ owe qve desi e ses s.d m e te “5 er races ce iine — ΧΙ 
-11 397-7 s COVER, Electrical terminal block (Henry Eng Co.) . . . . . 1 
-12 AN3436-2-1 . . TERMINAL BLOCK ASSEMBLY .......+ + + ee eee eee 1 
I AN341-6 suec NU Dos. ze d cbe dm Ue. alas ο a? Days CA! ses κοὐ ο ο A ο ο 1 
AN936A6B . . WASHER ὁ- τν ὃς ox oral τ” Gv (om ὥς ας She "e οι τὰς αν EL De να Q e i 
AN961-6 » «> WASHER ο, ρα 9 wo 9 o9 e 3 SY κ ha Q. UU WIE TRO ὁ’ -ᾱ 1 
-13 397-1 . . COVER, Electrical terminal block (Henry Eng Co.) . . . . . 1 
-14 31964-12 $ ACTUATOR ASSEMBLY,  Electro-mechanical linear (AIR) .... 1 
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WING (Cont) 


H-181-54-53 


FIGURE 51 - ELECTRIC WING OUTER PANEL LH AND RH EQUIPMENT INSTALLATION 


FIGURE & PART ; UNITS USEABLE ON 
INDEX NUMBER NUMBER Y 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
51 181-54015-1 EQUIPMENT INSTALLATION, Electric wing outer panel LH . . . . . . Ref 
(see figure 6 for next Angenpiyy 
181-54015-2 EQUIPMENT INSTALLATION, Electric wi outer panel RH. . . . . . Ref 
: (see figure 6 for next assembly) ` 
-1 AN3436-2-8 ` + TERMINAL BLOCK ASSEMBLY, Electrical v Ri πο ως. 1 
AN3436-2-3 . TERMINAL BLOCK ASSEMBLY, Electrical (RH only aoa Se oe 1 
-2 AN3434-1 . STRIP, Terminal block mounting nut insulating . . . . . . 2 
-3 AN341-6 ' v NUT: Say Ὁ. s. ο ο GT. ve με... QM MP ο ορ an es 8 
-4 .AN936A6B s WASHER 2 ¿ Q τω Se S= bel e Boda νι dey Cor τών iet e eeu Mer eds 8 
-5 AN961-6 . WASHER . . .. ... Vo rois edd. τὸν» 3 Tue ας K ας rn Sa Waw "EP LEE IL 8 
-6 AN5154R10 - CREW ο 4 044 2 Calle 579 ο xv EE OEC iv) LE cw. Bee, "ο 
-T ΑΝΟΘΟΡΗ1, WASHER 2 uw ο ος cae eh Sa wi eet ών Bele UE ater: Serial a 2 
-8 AN365-440 SOUNUT S oci es ean ο Be SP ays ο aia Sore: απο 2 
-9 295134-8A . GROMMET, Wire protecting split (MKL). . . . . - . . + + s + x 9 
-10 205134-8B . GROMMET, Wire protecting split (MKL). . . . s s . + + + s * x 3 
-11 295134-8C . GROMMET, Wire protecting split (MKL). . . . . . HE 1 
-12' A1267R24 . LIGHT ASSEMBLY, Red (GMC) TIH ONIY) Aia πμ αυ 1 
ATTACHING PARTS 
-13 AN5O7BART b CREW o 2 2 3600€ ο Ὁ ενος. οκ ο ο EE aie “er ceo ἃ 2 
-14 2W1B20-14-62 . WASHER, -Plain (NA). . . . . . . . . . AM MEANS: Y 
a --. 
A1267B24 . LIGHT ASSEMBLY, Green (GMC) (RH only) . .........:.. 1 
ATTACHING PARTS K - Y x 
AN507-4R7 s SCREW. 74 009.0 ὦ 3o 09 cR m a ο ας ο πο ο 2 
2W1B20-14-62 . WASHER, Plain (NA)... . . . . . . . . . siya Set τν ντο ον 1 
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ΑΝ 01-603KB-4 
WING (Cont) 


«σπα ο στ σε ασ στ ο κακο πα UU ICE! 


t 


FIGURE & 
INDEX NUMBER 


52 


|| -1 


-12 
-14 
-16 


MS21903D6 
'AN924-6D 
AN960D916 
MS21912D6 
181-58813-5 
181-58813-51 
181-58813-53 
181-58813-55 
181-58813-57 
181-58813-67 
181-58813-59 
181 -58813-61 
181-58813-3 
181-58813-63 
181-58416 
181-58121 
181-58139 


MS21902D6 
181-58523 


eras tai H-181-58-51A 
FIGURE 52 - WING CENTER SECTION HYDRAULIC EQUIPMENT INSTALLATION 
a ———————MÓMÀ— 
UNITS USEABLE ON 
1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
- HYDRAULIC EQUIPMENT INSTALLATION, Wing center section . . . . . Ref 
(see figure 23 for next assembly 
UNION . .. . 2 + +ç + ος... s is exo 
NUT . ...^..-. ae AS τᾷ Ae e s. ι- ος ἃ . . ος 6 
WASHER . . Ον xe Ss Ud . . aoi AE 6 
cc TEE Q6 Gn TR μον m ce ο ο ο ο ο ο αἳ al 8 
LINE ASSEMBLY, Hyd brake pressure from union at front spar 1 
to union at rear spar wing center section RH I 
. LINE ASSEMBLY, Hyd flight control return from bulkhead elbow 1 
at front spar to union at rear spar wing center sect. RH 
. LINE ASSEMBLY, Hyd flight control pressure from bulkhead elbow 1 
at front spar to union at rear spar wing center sect. RH 
. LINE ASSEMBLY, Hyd aux alighting gear up from bhd union at 1 
front spar to union at rear spar wing center section RB 
. LINE ASSEMBLY, Hyd aux alighting gear down from bhd union at 1 
front spar to tee at rear spar wing center section RH 
LINE ASSEMBLY, Hyd fairing door close from bulkhead union . . - 1 BA,C- 
at front spar to tee at rear spar 
. LINE ASSEMBLY, Hyd fairing door close from bulkhead union . 1 A, BB-BY 
at front spar to tee at rear spar 
. LINE ASSEMBLY, Hyd fairing door open from bulkhead union at 1 
front spar to tee at rear spar wing center sectlon LH 
. LINE ASSEMBLY, Hyd brake from union at front spar to union 1 
at rear spar wing center section LH 
. LINE ASSEMBLY, Hyd aux alighting gear up from union at rear . 1 
. spar to tee at rear spar wing center section LH 
. SUPPORT ASSEMBLY, Hydraulic wing center section . . . . + + ° 2 
. SUPPORT ASSEMBLY, Hydraulic wing center section . . . . + .- 3 
. SUPPORT ASSEMBLY, Hydraulic wing rear spar . . . + + + * * ° 1 
S UUNION - oc ccs, ο, sel kee el ay al Sr ὦ, αὶ s YU a Ue YW. we ence USU w S m E. es 3 
. SUPPORT ASSEMBLY, Hydraulic wing center section . . . . + + * 1 C- 
. SUPPORT ASSEMBLY, Hydraulic wing center section . . . . + + + 1 ς- 
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WING (Cont) 
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Group Assembly Parts List 


FIGURE 53 - LH AND RH WING TO FUSELAGE HYDRAULIC MATING INSTALLATION 


H-181-58-32A 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 ó 7 NOMENCLATURE PER ASSY. CODE 
53 161-58024-1 ` HYDRAULIC MATING INSTALLATION, Wing to fuselage LH . . . . . . . Ref 
181-58024-2 HYDRAULIC MATING INSTALLATION, Wing to fuselage RH . . . . . . . Ref 
-1 181-58821-3 - LINE ASSY, Alternate flight control aileron press from union. 1 
fus sta 215 buttock line 10 to union wing sta 128.75 LH 
181-58824-5 - LINE ASSY, Alternate flight control ail. press. from union. . 1 
fus sta 215 buttock line 10 to union wing sta 128.75 RH 
-2 181-58824-7 . LINE ASSY, Alternate flight control ail. return from union. 1 
wing sta 126.75 to union fus sta 215 buttock line 10 LH 
181-58824-9 . LINE ASSY, Alternate flight control ail. return from union. . 1 
. ` wing sta 126.75 to union fus sta 215 buttock line 10 RH 
-3 181-58824-11 LINE ASSY,  Alighting gear up from union fus sta 215 buttock . 1 
I line 10 to tee wing sta 107 LH 
181-58824 -13 . LINE ASSY; Alighting gear up from union fus sta 215 buttock . 1 
line 10 to tee wing sta 107 RH ; 
-4 181 -58824-19 + LINE ASSY, Alighting gear down from reducer union wing. . . . 1 
š E ; sta 107 to union at fus sta 215 buttock line 10 LH 
181-58824-21 . LINE ASSY, Alighting gear down from reducer union wing sta. . 1 
215 buttock line 10 RH 
-5 181-58824-35 . LINE ASSY, Wing spread from union at fus sta 126 to tee at. . 1 
front spar RH | d 
-6 181-58824 -37 . LINE ASSY, Wing fold from union at fus sta 126 to tee at. . 1 
front spar RH 2 
-7 181-58824-43 - LINE ASSY, Utility return tee at front spar to union at . . 1 
fuselage station 126 RH 
-8 181-58824 -45 . LINE ASSY, Brake pressure from union at fuselage sta 126. . 1 
to union at front spar LH m 
-9 181-58824-47 - LINE ASSY, Brake pressure from union at fuselage sta 126. . 1 
to union at front spar RH 
-10 181-58824-51 . LINE ASSY, Alighting gear up from union at sta 125.5 to... 1 
union at front spar RH 
-11 181 -58824--53 - LINE ASSY, Alighting gear down from union at fuselage... . H 
Sta 125.5 to union at front spar RH 
-12 181-58824 -55 - LINE ASSY, Fairing door open from union at fuselage sta 125.5 1 
: to union at front spar LH 
-13 181-58824-57 . LINE ASSY, Fairing door closed from union at fuselage . . . . 1 
sta 125.5 to union at front spar LH 
-14 GROMMET, Instrument lines support (ΝΑ)... . . . . , . . . . 1 
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45.063 
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ass "28 J 


H-181-68-54A 


FIGURE 54 - WING CENTER SECTION TO WING INBOARD PANEL HYDRAULIC MATING INSTALLATION 
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. ΑΝ 01-60JKB-4 


Group Assembly Parts List 
WING (Cont) 


FIGURE & PART 
NUMBER 


2 3 


4 5 6 


E . UNITS USEABLE ON 
7 NOMENCLATURE PER ASSY. CODE 


INDEX NUMBER 
5l 181-58018 HYDRAULIC MATING INSTALLATION, Wing center section to wing . . . Ref 


inboard panel (see figure 1 for next assembly) 


-1 181-58408 
-2 MS21905D6 
Ὢ 181258818_61 
181-58818-77 
-5 181-58818-29 
-6 181-58818-31 
τν 181 28808 
-9 181-58407 
^ 181288618-57 
181-58818-35 
I -12 181-58818-17 
181-58818-23 
181-58818-49 
181-58818-25 
-13 181-58818-55 
181-58818-33 
-14 MS21902D6 
ee 
181-58818-37 
-17 181-58818-67 
| . 181-58818-41 
-18 181-58818-65 
181-58818-39 
-19 181-58818-69 
-181-58818-45 
-20 181-58818-43 
-21 181-58348-1 
-22 — 181-98818-7 
181-58818-9 
-23 181-58818-19 
181-58818-53 
181-58818-21 
-24 181-58818-11 
181-58818-13 
-25 l 181-58818-15 
181-58818-17 
' -26 181-58818-51 
181-58818-3 
181-58818-59 
181-58818-5 
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BLOCK ASSEMBLY, Hydraulic front spar lines support RH. . . 1 

ΤΕΕ ο ο ο ο «Κι. Vel ο ο ο ο ay ο a S τῷ eevee age δι US 2 

TEE, ο ο ο aes SE Dy q. ο ο... 1 

TUBE ASSEMBLY, Return from union LH side front spar to tee . 1 BA,C- 
RH side center spar 

TUBE ASSEMBLY, Return from.union LH side front spar to tee . 1 A,BB-BY 

. RH side center spar 

TUBE ASSEMBLY, Wingfold from union LH side front spar to tee 1 
RH side center section 

TUBE ASSEMBLY, Wingspread from union LH side front spar to . 1 
tee RH side center section 

BLOCK ASSEMBLY, Hydraulic front spar line support . . "E 1 

SUPPORT ASSEMBLY, Hydraulic front spar lines LH . . . . . . 1 

SUPPORT ASSEMBLY, Hydraulic front spar line . . . . . ΠΝ 1 

SUPPORT ASSEMBLY, Hydraulic front spar lines LH . . . . . . . 1 

TUBE ASSEMBLY,  Aileron return from union leading edge sta 3! 1 BA,C- 
to elbow at leading edge sta 128-1/2 RH 

TUBE ASSEMBLY,  Aileron return from union LH side front spar . 1 A,BB-BY 
to bulkhead tee center spar 

TUBE ASSEMBLY, Brake pressure from union on rear spar buttock 1 ΑΡ- 
plane 29 to reducer in female tee wing section 87 LH 

TUBE ASSEMBLY, Brake pressure from union on rear spar buttock 1 AA-AC 
plane 29 to reducer in female tee wing section 87 LH 

TUBE ASSEMBLY, Brake pressure from union on rear spar buttock 1 AD- 
plane 29 to reducer in female tee wing section 87 RH 

TUBE ASSEMBLY, Brake pressure from union on rear spar buttock 1 AA-AC 
plane 29 to reducer in female tee wing section.87 RH 

TUBE ASSEMBLY,  Aileron pressure from union LH side front spar 1 BA,C- 
to bulkhead tee center spar š 

TUBE ASSEMBLY,  Aileron pressure from union LH side front spar 1 A,BB-BY 
to bulkhead tee center spar 

UNION  ¿ ¿ --—— TT: 

UNTON’, Sapon w s. m exciso ο τν ο ο Ὁ Met ee or acte et et, tes oe 2 

TUBE ASSEMBLY, Return from union at leading edge sta 36-15/16 1  BA,C- 
to tee at center spar 

TUBE ASSEMBLY, Return from union at leading edge sta 36-15/16 1 A,BB-BY 
to tee at center spar ‘ : 

TUBE ASSEMBLY, From union at leading edge station 34 RH to . 1 = BA,C- 
tee at center spar 

TUBE ASSEMBLY, From union at leading edge station 34 RH to . 1 A,BB-BY 

x tee at center spar 

TUBE ASSEMBLY, Wingspread from union at LE station 33-3/4 . . 1 BA,C- 
RH to tee at center spar 

TUBE ASSEMBLY, Wingspread from union at LE station 33-3/4 . . 1 A,BB-BY 

. RH to tee at center spar 1 

TUBE ASSEMBLY,  Aileron pressure from union at leading edge . 1 BA,C- 
station 40-7/8 RH to bulkhead tee on center spar 

TUBE ASSEMBLY, Aileron pressure from union at leading edge . A,BB-BY 
‘station 40-7/8 RH to bulkhead tee on center spar 

TUBE ASSEMBLY,  Aileron return from union at LE sta 43-3/16 . 


TUBE 
TUBE 
TUBE 
TUBE 


RH to bulkhead tee at center spar 
SUPPORT ASSEMBLY, Hydraulic front spar line block LH .... 
SUPPORT ASSEMBLY, Hydraulic front spar line block RH .... 


ASSEMBLY, 


34-7/8 to elbow leading edge station 128-1/2 LH 


ASSEMBLY, 


34-7/8 to elbow leading edge station 128-1/2 RH 


ASSEMBLY, 
elbow at 
ASSEMBLY, 
elbow at 
ASSEMBLY, 
elbow at 
ASSEMBLY, 
to elbow 
ASSEMBLY, 
to elbow 
ASSEMBLY, 
to elbow 
ASSEMBLY, 
to elbow 
ASSEMBLY, 
to elbow 
ASSEMBLY, 
to elbow 
ASSEMBLY, 
to elbow 
ASSEMBLY, 
to elbow 


Wingspread from union at leading edge station 
Wingspread from union at leading edge station 


Return from union at LE station 32-7/16 to . . 
LE station 130-9/16 LH 

Return from union at LE station 32-7/16 to . . 
LE station 130-9/16 RH . 

Return from union at LE station 32-7/16 to . . 
LE station 130-9/16 RH 

Aileron pressure from union at LE sta. 37-5/16 
at LE station 131-13/16 LH , 

Aileron pressure from union at LE, sta 37-5/16 
at LE station 131-13/16 RH 

Aileron return from union at LE sta 37-5/16 . 
at LE station 129-11/16 LH 

Aileron return from union at LE sta 37-5/16 . 
at LE station 129-11/16 RH 

Wingfold from union at LH station 33-11/16 . . 
at LE station 128-1/2 LH ; 

Wingfold from union at LH station 33-11/16 . . 
at LE station 128-1/2 LH 

Wingfold from union at LE station 33-11/16 . . 
at LE station 128-1/2 RH 

Wingfold from union at LE station 33-11/16 . 
at LE station 128-1/2 RH 


=. e e HB HH P |! HB LB oH P H HOO "η 
> 
4 
` ᾱ 
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FIGURE 55 - LH AND RH WING INBOARD PANEL HYDRAULIC EQUIPMENT INSTALLATION 
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AN 01-60JKB-4 


WING (Cont) 


Section 11 _ 


Group Assembly Parts List 


UNITS USEABLE ON 


FIGURE & PART B } 
INDEX NUMBER NUMBER 1 2 3 á 5 6 7 NOMENCLATURE PER ASSY. CODE 
55 18i-580134-1 HYDRAULIC EQUIPMENT INSTALLATION, Wing inboard panel LH. . . . . Ref 
see figure 57 for additional breakdown) 
; see figure 15 for next assembly) 
181-58014-2 HYDRAULIC EQUIPMENT INSTALLATION, Wing inboard panel RH. ^ Ref 
see figure 57 for additional breakdown) 
see figure 15 for next assembly) 
-1 MS21908D6 3. MTB OW ci er cee κα a καὶ ο o to erasa Mon Siem sects. ὧν, de ο $4 4 
AN924-6D wv NUTT ae $ SZT I9 χα. Κο. ἂν ime SE A INO W PERS i es 4 
-2 MS21908D4 aw ABLBOW 6. wv elm e ϱ uo wQ te ος SU Ὁ US ee Su ᾱ- Φα ο ο 1 
AN9Q24-4D ν NUTS W ws. is s πο ο ο ο ο ο Yes St DIST SRI De 1 
181-58670-1 . HYDRAULIC EQUIPMENT ASSY, Valve wingfold manual control LH. . 1 
181-58670-2 . HYDRAULIC EQUIPMENT ASSY, Valve wingfold manual control RH. . 1 
-3 10-1086 . . VALVE, Control (Proof Industries Corp). . . . . + αἱ θεος 1 
-4 MS21908D6 š EIBOW asis a e tier iv e ve ο ο Ge Sa ο.” dS Ὁ 1 
-5 AN6289-6 ə KUT y w ua mee VEU No al kU CECI ο ο E. δ, Ὁ "m 1 
-6 5R15-6 RING, Split back-up (NA) MU ο aM ie ονννννἫἲ 
-7 AN6290-6 GASKET. . ...... is iain ey eu ο a ο y Fe sa αλ 2 
-8 MS21902D6 UNION . . . ο arr d SA uW £ 
-9 NAS221-12 SCREW, Brazier head Phillips recess vau "Vw 12 E δία; το ain ca 2 
-10 AN960D10L WASHER . . . . « . . «s. « " "EET ane 4 
-11. AN960D10 Uf in ARE D"——————ELe MOS "E^ 3 
-12 AN365-1032 NUT. .. iw ο uer Mat co Ber eee ay ete SY S ο ης ces ies, E 5 
181-58272 ROD ASSEMBLY, | Hydraulic wingfold manual control valve .' a 1 
` wing station 137.5 to wing s station did 25 
-13 AN486-4 CLEVIS. . + . ὁ « 4. . we οι κὶ ον ο. 1 
-14 AN316-4 NUT. ... f Boe, a Sat eeu 2 
-15 181-58272-3 ROD, Hydraulic wingfold "manual control valve . d. desee, 1 
wing station 137.5 to wing station 15: ος 
-16 F34-14 ROD END (HEC) ορ Me che Sie ο S ; 1 
-17 /'AN50O9-10R17 SCREM. i. u$. “ὁ $e we 2 
181-58274-5 IDLER ASSEMBLY, Hydraulic wingfold “manual control valve : 1 
wing station 145.25 
-18 181-58274 -3 š IDLER, Hydraulic wingfold manual control valve’... 1 
wing station 145.25 
-19 AN207DP3 d BEARING . . . . ο Ule. ᾱ S ο ο 1 
-20 . NAS221-19 . SCREW, Brazier head Phillips recess ys £ ο wh tg 1 
-21 181-58270 . BRACKET, Hydraulic wingfold manual control valve idler. . . . 1 
-22 F34-14 2c. GOD END, (HEC) ο (eu ae) ο Se et δ) Sa he wen 2 
,-23 AN316-4 «ow -NUT ars, oe ook P φι. φον 2 
-24 181 -58273-3 . . ROD, Hydraulic wingfold `manual control valve wing; eC uio š 1 
station 145.95 to wing station 151.25 
-25 181-58271 BRACKET, Hyd wingfold.manual control valve wing sta 151-25. . 


-26 MS28741-4-7 
-27 AN894D6-4 
-28 MS21902D6 
AN6290-6 . 
-29 MS21905D6: 
-30 MS28741-4-11 
-31 AN894D6 -4 
-32 MS21902D6 


AN6290-6 
-33 MS21907D4 
AN924 -4D 
-34 MS21909D6 
AN924 -6D 
181-58654 
-35 26500 
-36 ER815-4D 
AN6290-4 
-37 ER816-6D 
AN6290-6 


-38 181-58632-1 
181 -58632-2 


-39 181-58685-1 
181-58685-2 
-40 MS21909D6 
-41 AN6289-6 
-42 5R15-6 
-43 AN6290-6 
-44 1v4 -5-30 
-45 181-586101 
-46 MS21902D6 
-47 AN6290-6 
-48 AN938D6 
-49 1V4-10-30 
-50 MS21903D6 
-51 26725-6 
-52 AN924 -6D 
-53 MS21903-6 
AN924-6 
AN960D916 
-54 MS21916-6-4 
-55 AN6290-4 


r ὁ + + 9 ο 


HOSE ASSEMBLY. . . . . . + + 
BUSHING. . . . 
UNION. . . . . 


* * * * s * tg] * n9 


Lr 9 8 * o so s n . 


GASKET . . . 

TEE. ; . 
HOSE ASSEMBLY, 
BUSHING. . . . 
UNION. ..... 
GASKET . . . 
ELBOW. . . . 


. . . 
. eos oe 

. . . ` é.. e où . 
. - * * + s.e o . 
. 


. 
* = e eta o o ù o o o os s o o 


* * om + ο 9 9 ο 9 


NUT. . . . 
TEE.:. το, πε 
NUT. "n 
HYDRAULIC EQUIPMENT ASSEMBLY, Valve 

VALVE ΠΠ A TEE 


` * * s + og, * t! + 5 n9 


. Bee e s e n n 


ingfold sequence 


GASKET. . . 
HYDRAULIC EQUIPMENT ASSEMBLY, Cylinder "wingfold lock. η 
operating LH (see figure 59 for detail breakdown) 
HYDRAULIC EQUIPMENT ASSEMBLY, Cylinder wingfold lock. . 
operating RH (see figure 59 for detail breakdown) 


HYDRAULIC EQUIPMENT ASSEMBLY, Valve wingspread restricto 
HYDRAULIC EQUIPMENT ASSEMBLY, Valve wingspread restricto 
Lo UTER 4L € Ρο ο € 88 ar a € 97-4. κοάξ ο. 
+ NUT 4. « + + + s s ὁ s ο ο s 5 hmm nn . vx 
RING, Split back-up (Na) `, PE ; 


. GASKET. . . . s x 
. VALVE, Hydraulic one-way restrictor ` (NA) 
HYDRAULIC EQUIPMENT ASSEMBLY, Valve wingfold restrictor 
"EEUMO MEE 
s GASKET: s 4069 es i m wie E. o9 ο um ου 
"EE JOINT" 

. VALVE, Hydraulic one-way restrictor (NA) 
s "UNION ope" on coe vs Get ee em ο ο ο 

. VALVE (HYRM) ος "g, 


ee . . 


. 
` + t + 9 + 9 5 5 


. ο . 
. . ο . 
nm . 


nr 
r 


` ` t 9 t] + ° n 


* + + o9 s ο 5 5 
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Group Assembly Parts List AN 01-60JKB-4 
WING (Cont) 


FIGURE & “PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2. 3 4 5 6 7 NOMENCLATURE - PER ASSY. CODE 


AN926-4D a. TEB vere κ wie S μμ 5 š M 
-57 5R15-4 . RING, Split back-up (NA) . . . . + + + + + + 
-58 AN6289-4 x NUT Big een eh cos Ue Ψ š D Ç 


NUT... 2 $ Scans s qp S 
WASHER. . . . . + «. 
UNION . . x . . . . 
UNION . . . . . . 
HOSE ASSEMBLY . . 
HOSE ASSEMBLY A 
HYDRAULIC EQUIPMENT ASSEMBLY, Cylinder main alighting gear . 
operating LH (see figure 56 for detail breakdown) 
181-58628-2 . HYDRAULIC EQUIPMENT ASSEMBLY, Cylinder main alighting gear . 
i operating RH (see figure 56 for detail preakdown) 


-73 .AN924 -4D 

-74 AN960D716 

-75 AN832-4D 

-76 MS21902D4 

-77 MS28741-4-10 
^ -78 MS28741-4-13 

-T9 181-58628-1 


ec ο «ο t9 n 


oe om ο ο 
`+ * 4 9 ο 9 n9 


. . . 


-59 MS21903D4 ^ UNION..... 3 E : 
-60 1V7-26-30 VALVE ASSEMBLY, “Hydraulic two-way restrictor (NA). $ ow wie 
NA (see AN 03-30CX-4 for breakdown) 

` -61 MS21902D4 . UNION ο ign fe Ἔνια Gg ck, ο ο ο Yu po ο ee fo op, Be 
-62 AN927 -4D 2. OBEBOW c9 ὃς ο “ol coh, ee Dee cep a Der QS Qa NO Sa eee SU a ee a ος 
-63 AN924 -4D . NT....... ο e ces Be cue ο ep tents, 1094 dep) 12 Mer “wy bac (a Ce 
-64 'AN960D716 s WASHER μα US woher Bogs le kw ο ο Oe: ee write ma š 
-65 AN832-4D . UNION. . . . . . e ce a te ge V Im que. eon E E: š 
-66 MS21916-6-4 U vv REDUCER® i ier + τς ας as e a Seren eg we GS ον os ES : 
-67 AN6290-4 . GASKET. . « . . . . ὃς. ts, CT ον κο) is sae Mas m s š 
-68 AN926-!D y UPEES.- χν., δημ annexe Cep Der ta col μα 2 te ç 
-69 5R15-4 É RING, Split back-up (NA) . . ss « + + + + < nde: δει ὃν 
-70 AN6289-4 why NUT: eo ieee sala oe. τρ e Ώο κω, ADHERE UE SD Yw ὁ s 
-71 MS21903D4 . . UNION . . . «ον Da uus ts vicies Ce le TU NO a ws ates? se 
-72 AN927 -4D ELBOW... . Ην ies ae) ας š oe 


. °. q 9 » 9 o 
. 
III 
e 9 9 9 0 9 . 9$ t| 9 c] 9 ο i£; 


FB RPP PPP RPP RPP BE PUPP EPR PRP RRR 


-80 AN924 -4D . ANUT I. a aod. E ον ο ο (eire $ m ο E ooo a Ob 
-81 AN832-4D . UNION...... ο Wl OR Eo e -ᾱ es 3 ασ ὦ. Ee OM cd 
-82 AN6290-4 . GASKET. oo uic. Je ο ο ο ο ποτα Tae AS, pat ie du ie ἕω) ο ο) d. 3. 
-83 AN939-4D . ELBOW. Vw wee. Lye ο ο SS 8; D BINS SEE a es fur we ates τ 
-84 MS21902D4 . UNION. — psc a) Me. ter PEDES 
-85 MS21901D4 SSADAPTER-. Z” κεν eae ue ah Siete: ο etel Te ee ο ο ο ο CIRC ὃ veo ος 
AN924 -4D s ΝΟΣ; ο ο ο a ο Sa, e "ga wa et a ο- ο Ga a ο E ali pa ανω. «0 
AN960D716 PES dE SR ο ο an ek αι ο ο ο ο ο ο ο EM. 
-86 MS21916D6-4 e- REDUCER areca a a 5 Άγιο ο Ὁ ee ee Ὁ Say Od 
-87 AN6290-6 st GASKETS S Z e Ὃν Ην ο SO E a aaa ats Gay nas naa A a ο πας 
° . -88 AN938-6D 5 TEB L 920.5 ove ο αν eim κ E πε σι AN T w, ο ὃ. δ» - 
-89 MS21903D6 « UNION an ο ο rae ee ee φον ο ὦ δ Bi a S a: IS ice a ἠδ. b 
-90 AN924 -6D . NUT. . . eas LE ο (OL. ο We ο SS ο ο Ss ο. 
-91 AN814-6D . PLUG AND BLEEDER. . ο s or tS, Me ο qt si ο we ee ee VL d 
-92 3H3-4-12 . HOSE ASSEMBLY, Plastic covered [55 28711 PEE [1 ο ἀρεῖ». ορ LUE 
-93 3H3-4-14 . HOSE ASSEMBLY, Plastic covered (MS28741-4-14 NA) ο woo 
-94 MS28741-4 -23 . HOSE ASSEMBLY . ....-+ +- + s s ὁ ο ο Ro ος αν See a oa δω va ae ee Ak 
-95 MS21902D6 . UNION... oe bia 7 aa Ua EU W Q 93 IAM e 
-96 R184 . SWIVEL ASSEMBLY, - Hydraulic (cxn) . . . ... 4 
-97 181-58631-1 . HYDRAULIC EQUIPMENT ASSEMBLY, Cylinder win, σγοιὰ operating LH. . 1 
I (see figure 62 for detail breakdown 
181-58631-2 . HYDRAULIC EQUIPMENT ASSEMBLY, Cylinder wingfold operating RH. 2 


(see figure 62 for detail breakdown) 


aa — 
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FIGURE & PART 
INDEX NUMBER NUMBER 
56 181-58628-1 
181-58628-2 
-1 AN815-4D 
-2 AN6290-4 


-3 181-58028-1 
-4 181-58065-3 
-5 181-58105 
-6 181-58104 


-7 ANQ14-2D 
-8 181 -58061 -3 
-9 2W12-23 


-10 5R16-23 


-11 AN6227 -23 
-12 181-58102 
-13 181-58101 
-14 AN6290-2 
-15 5R14-15 


-16 AN6230-15 
-17 181-58103 
-18 181-58062 
-19 5R16-37 


-20  AN6227-37 `: 
-21 181-58060-5 


181-58060-6 


-22 181-58060-3 
181-58060-4 

-23 HSBG16SA 

-2h AN944 -201 


SECURITY INFORMATION — RESTRICTED Section ΙΙ. 
AN 01-60JKB-4 . Group Assembly Parts List 


zo : ; 
WING (Cont) 
2 (3 I 


1 


2 3 4 5 6 7 NOMENCLATURE 


HYDRAULIC EQUIPMENT ASSEMBLY, Cylinder main alighting gear . . 


operating LH (see figure 55 for next assembly) 


HYDRAULIC EQUIPMENT ASSEMBLY, Cylinder main alighting géar . 


operating RH (see figure 55 for next assembly) 
UNION. 4e ο de Xl ο ᾱ ᾱ Uk κα κ κ UE CO € me Re ras Se 
GASKET s Woo do VUE HEU Ko X CR anu au P -ᾱ CK. Rm γα ee LR 
CYLINDER ASSEMBLY, Hydraulic main alighting gear operating. 


. ROD END, Hydraulic main alighting.gear operating cylinder. 
. NUT, Hydraulic main alighting gear operating rod end lock. 


LOCK WASHER, Hydraulic main alighting gear operating . . 
cylinder rod end MMC: 

. PLUG AND BLEEDER. . . « « 4. 4 4. ane w wle ο on on t (Q 

. END, Hydraulic main alighting gear operating cylinder. 

. WASHER, Felt (ΝΑ). . . < v 2 6 se eee eee ο onn 

. RING, Sprial back-up (supersedes 5R12'and AN6246 for . 
future procurement) 

ç RACKING ον co as e an edir le. sense τῳ Le! ει e. i ke) eq serie te 

. PLATE, Hyd main alighting gear operating cyl orifice . . 

. RETAINER, Hyd main alighting gear operating cyl orifice. 


GASKET. . . . 


ee oe 


N RING, Spiral back-up (supersedes 181-58450 and AN6244 for. 


future procurement ) 
a “GASKET. a ; 4 ecs ὁ ο ὁ ὁ ὁ 3 ο ο ee ὁ 
. NUT, Hydraulic main alighting gear operating cylinder. . 
. PISTON ASSEMBLY, Hyd main alighting gear operating cyl. 
. RING, Spiral back-up (supersedes 5R12 and AN6246 for . . 
future procurement) 
a -PACKING . . . + +< +s +< e uq ° Š < e e <q s 0 9 + s + 9 ος 
. HEAD ASSEMBLY, Hydraulic main alighting gear operating . 
I cylinder LH 
. HEAD ASSEMBLY, Hydraulic main alighting gear operating . 
cylinder RH 
HEAD, Hydraulic main alighting gear cylinder LH . 
HEAD, Hydraulic main alighting gear cylinder RH . 


ee t n 


H-181-58-25A 


FIGURE 56 - LH AND RH CYLINDER MAIN ALIGHTING GEAR OPERATING HYDRAULIC EQUIPMENT ASSEMBLY 


Ref 


a 
oO 
H 


He ΝΛΑΟ Ferree Nere BENE DD 


Ε.Ε μα H 


UNITS USEABLE ON 


PER ASSY. CODE 
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Group Assembly Parts List . -© AN 01-60JKB-h 
WING (Cont) 
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1 2 4 3 5 6 7 
H-181-58-38A 
FIGURE 57 - WING INBOARD PANEL HYDRAULIC EQUIPMENT INSTALLATION 
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SECURITY INFORMATION — RESTRICTED 


ΑΝ 01-60JKB-4 


Section. II 


Group Assembly Parts List 


WING (Cont) 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER | NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
57 181-58014-1 HYDRAULIC EQUIPMENT INSTALLATION, Wing inboard panel . . Ref 
: see figure 55 for additional breakdown) 
see figure 15 for next assembly) 
181-58014-2 HYDRAULIC EQUIPMENT INSTALLATION, Wing inboard panel. Š Ref 
š eS figure 55 for additional breakdown) : 
see figure 15 for next assembly) i 
-1 181-58844 -9 LINE ASSEMBLY, Hydraulic wingfold lock tee wing sta 146-1/2 1 
to union in lock-pin cylinder wing sta 147-1/2 LH 
181-58844-11 . LINE ASSEMBLY, Hydraulic wingfold lock tee wing sta 146-1/2 1 
to union in lock-pin cylinder wing sta 147-1/2 RH I 
-2 181-58844-13 LINE ASSEMBLY, Hydraulic wingfold unlock bulkhead tee wing. . 
š sta 146 to elbow in lock-pin cylinder wing sta 147-1/2 LH 
181-58844 -15 + LINE ASSEMBLY, Hydraulic wingfold unlock bulkhead tee wing. . 1 
sta 146 to elbow in lock-pin cylinder wing sta 147-1/2 RH 
-3 181-58844-17 . LINE ASSEMBLY, Hydraulic wingfold lock sequence valve. . . . . 1 
' cylinder port wing sta 148 to tee wing sta 146-1/2 LH 
181-58844-19 LINE ASSEMBLY, Hydraulic wingfold lock sequence valve... 1 
cylinder port wing sta 148 to tee wing sta 146-1/2 RH 
-4 181-58813-69 . LINE ASSEMBLY, Hydraulic return from sequence valve union . 1 
° wing sta 146-1/2 to 45° bulkhead elbow 145-1/4 LH 
181-58813-71 LINE ASSEMBLY, Hydraulic return from sequence valve union . 1 
wing sta 146-1/2 to 45° bulkhead elbow 145-1/4 RH 
-5 181-58844 -29 . LINE ASSEMBLY, Hydraulic wingfold lock bulkhead tee in rib. 1 
wing sta 145-1/4 to sequence valve press port LH 
181-58844-7 LINE ASSEMBLY, Hydraulic wingfold lock bulkhead tee in rib. 1 
wing sta 145-1/4 to sequence valve press port RH 
-6 18121-58844 -21 . LINE ASSEMBLY, Hydraulic wingfold unlock bulkhead tee wing. . 1 
| sta 146 to elbow in lock-pin cylinder wing sta 147-1/2 LH δ 
181-58844-23 . LINE ASSEMBLY, Hydraulic wingfold unlock bhd tee wing sta . . 1 
146 to elbow in lock-pin cylinder wing sta 147-1/2 RH 
-7 181-58844 -25 . LINE ASSEMBLY, Hydraulic wingfold lock tee wing sta 146-1/2 . 1 
to union in lock-pin cylinder wing sta 147-1/2 LH 
181-58844-27 LINE ASSEMBLY, Hydraulic wingfold lock tee wing sta 146-1/2 1 
. to union in lock-pin cylinder wing sta 147-1/2 RH 
-8 181-58838-93 . LINE ASSEMBLY, Wingspread from tee valve to elbow wing. . . . 1 
I station 146.25 LH I 
181-58838-95 . LINE ASSEMBLY, Wingspread from tee valve to elbow wing. ` . . 1 
station 146.25 RH, 
-9 181-58844-43 + LINE ASSEMBLY, Wingfold from union in priority valve to... 1 
connection in hose wing station 137 LH 
181-58844-45 . LINE ASSEMBLY, Wingfold from union in priority valve to... 1 
connection in hose wing station 137 RH 
-10 181-58838-85 - LINE ASSEMBLY, Wingspread from tee restrictor to elbow. . . . 1 
valve wing station 137 LH 
181-58838-87 . LINE ASSEMBLY, Wingspread from tee restrictor to elbow. . . . 1 
n valve wing station 137 RH 
-11 181-58844-38 . LINE ASSEMBLY, Wingfold unlock from tee wing station 139. . . 1 
to tee in rib wing station 145 LH 
181-58844-41 LINE ASSEMBLY, Wingfold unlock from tee wing station 139. . iu 
to tee in rib wing station 145 RH 
-12 181-58815-51 . LINE ASSEMBLY, Wingspread from ünion in restrictor wing . . 1 
3 Station 127 to tee manual control valve LH : É 
181-58815-53 . LINE ASSEMBLY, Wingspread from union in restrictor wing... 1 
i το station 127 to tee manual control valve RH 
-13 181-58838-81 LINE ASSEMBLY, Wingspread from elbow front spar to tee. . 1 
: restrictor wing station 127 LH 
181-58838-83 LINE ASSEMBLY, Wingspread from elbow front spar to tee. ... 1 
š restrictor wing station 127 RH Á 
-14 181 -58838-77 LINE ASSEMBLY, Wingfold from elbow in front spar to tee in... l 
restrictor wing station 127 LH 
181-58838-79 + LINE ASSEMBLY, Wingfold from elbow in front spar to tee in. . 1 
restrictor wing station 127 RH 
-15 181-58813-73 + LINE ASSEMBLY, Hydraulic return from 45° bulkhead elbow wing. 1 
station 145 to bulkhead. elbow in front spar wing 
station -129-1/2 LH 
~16 181-58815-55 . ‘LINE ASSEMBLY, Wingspread from union wing sta 127 to tee in. 1 
restrictor wing station 136 LH 
181-58815-57 . LINE ASSEMBLY, Wingspread from union wing station 127 to. . . 1 
tee in restrictor wing station 136 RH 
-17 181-58844-31 . LINE ASSEMBLY, Wingfold from union wing station 129 to. . . . 1 
bulkhead union wing station 131 LH 
181-58844 -33 . LINE ASSEMBLY, Wingfold from union wing station 129 to. . . . 1 
bulkhead union wing station 131 RH 
-18 181-58814-35 . LINE ASSEMBLY, Alternate aileron press. from bulkhead union . 1 
ὦ wing station 129 to swivel in rib wing station 195 LH 
181-58844-37 + LINE ASSEMBLY, Alternate aileron press. from bulkhead union . 1 
wing station 129 to swivel in rib wing station 195 RH 
-19 181-58814-23 - "LINE ASSEMBLY, Hydraulic normal aileron return from 90? elbow 1 
in front spar wing station 128-3/4 to swivel in rib 
wing station 145-1/4 LH 
181-58814-25 . LINE ASSEMBLY, Hydraulic normal aileron return from 90° elbow 1 
in front spar wing station 128-3/4 to swivel in rib 
, wing station 145-1/4 RH 
-20 181-58814-19 + LINE ASSEMBLY, Hydraulic normal aileron press. from 90° elbow 1 
; in front spar wing station 130-384 to swivel in rib 
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WING (Cont) 


κ... ee ee a = = BRI EPIRI 
FIGURE & PART UNITS USEABLE ON 
NUMBER 1 2 3 4 5 6 7 ,NOMENCLATURE PER ASSY. CODE 


. elbow in front spar to swivel in rib wing station 


. ! . 145-1/4 LH 
-21 181-58813-35 . LINE ASSEMBLY, Hydraulic main alighting gear uplock from. . « 1 
I elbow in tee wing station 108 to bulkhead union in : 
support wing station 91 LH 


181-58813-37 . LINE ASSEMBLY, Hydraulic main alighting gear uplock from. . . 1 
elbow in tee wing station 108 to bulkhead union in 
support wing station 91 RH ¿ 
-22 181-58813-31 . LINE ASSEMBLY, Hydraulic main alighting gear down lock from . 1 BA,C- 
tee in support wing station 115 to bulkhead union in 
I support wing station 91 LH I Š ; nl 
181-58813-65 . LINE ASSEMBLY, Hydraulic main alighting gear down lock from . 1 
tee in support wing station 115 to bulkhead union in 
support wing station 91 RH 
181-58813-33 . LINE ASSEMBLY, Hydraulic main alighting gear down lock from . 1 
tee in support wing station 115 to bulkhead union in 
support wing station 91 RH 


-23 181-58814-11 , - LINE ASSEMBLY, Hydraulic brake pressure from drain to... . 1 A,BB-BY 
flexhose on oleo LH 
181-58814-13 . LINE ASSEMBLY, Hydraulic brake pressure from drain to... . 1 
F flexhose on oleo RH 
-24 181-58815-59 ο LINE ASSEMBLY, Wingfold from wing station 127 to elbow in . . 1 
restrictor wing station 140 LH 
181-58815-61 : . LINE.ASSEMBLY, Wingfold from wing station 127 to elbow in.. 1 


restrictor wing station 140 RH 


——— — ———————— SS ee 
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WING (Cont) 


Section 11 . 


H-181-58.2T 


FIGURE 58 - WING OUTBOARD PANEL TO WING INBOARD PANEL LH AND RH HYDRAULIC MATING INSTALLATION 


Group Assembly Parts List 


FIGURE & PART WE UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 é 7 NOMENCLATURE d :  PERASSY. , CODE 
5 - 161-58017-1 HYDRAULIC MATING INSTALLATION, Wing outboard panel to wing . . . Ref 
i inboard panel LH (see figure for next assembly 
181-58017-2 HYDRAULIC MATING INSTALLATION, Wing outboard panel to wing . . . Ref 
inboard panel RH (see figure 4 for next assembly) 
-1 181-58815-3 - LINE ASSEMBLY, Normal flight control aileron pressure wing 1 
Sta 151,25 to MS21902D6 sta 174.75 LH 
181-58815-4 + LINE ASSEMBLY, Normal flight control aileron pressure wing 1 
. Sta 151.25 to MS21902D6 sta 174.75 RH 
-2 181-58815-5 + LINE ASSEMBLY, Normal flight control aileron return wing 1 
sta 151.25 to MS21902D6 sta 175.6 LH 
181-58815-6 + LINE ASSEMBLY, Normal flight control aileron return wing . 1 
sta 151.25 to MS21902D6 sta 175.6 RH 
-3 181-58815-15 + LINE ASSEMBLY, Alternate flight control aileron return wing . 1 
Sta 151.25 to sta 209 LH 
181-58815-16 . LINE ASSEMBLY, Alternate flight control aileron return wing . 1 
: Sta 151.25 to sta 209 RH 
-4 181-58815-17 + LINE ASSEMBLY, Alternate flight control aileron pressure P 1 
wing sta 151.25 to sta 211.5 LH 
181-58815-18 . LINE ASSEMBLY, Alternate flight control aileron pressure se å 
wing sta 151.25 to sta 211.5 RH 
-5 MS21902D6 . UNION, Flareless tube... ,. .. ......... lc... 4 
-6 AN320-14 ah NUT ο να ὃς DR M, ΣΡ FEE 1 S 
-7 AN960D1416L oi WASHER ¿ ο ντ Sey eens) "Ele Bs Teme en ce w ay Yed et W "IR Sw 1 
-8 NAS464-14-27 . BOLT, Shear close tolerance ..... š Be 1 — aw? | 
-9 AN365-1032 ο ο ο ο ο ο ο CE en Ss S a UR Saa e yrs ᾿ “Ὁ 
-10 AN960D10 . WASHER . ¿ « U « « ... 2... š e -ᾱ ὅτι αι ος Jes aera) “ὦ 1 
-11 AN520-10R16 a CREW S> Um ο ο τν WZ ας ο) ὅς, ee ee ee a Neu 1 
-12 AN365-428 ο oe ee BY eer dT sk ο. ο ο σεν le, ete aaron «Ὁ 
-13 AN960D416 P- WASHER ¿ç ας a a ae ves Wel cho wae idi oe ον ο πο ya ο... 8 
-14 ANQ60D416L 4 WASHER ο Roe. cup eee eel wn q Za ie ve $. τος ον ES 8 
-15 AN520C416R10 2CSOCHEW fo. So s mg as Qh tee eee ek Oe le Q Kal S οταν, τε τς 8 
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` WING (Cont) 


H-181-58-26A 


FIGURE 59 - LH AND RH CYLINDER WINGFOLD LOCK OPERATING HYDRAULIC EQUIPMENT ASSEMBLY 


-18 AN6227-20 . PACKING . . ο PEN bot! 

-19 2W12-20 WASHER, Felt (NA) (AN6G2326 -3-3/l may be substituted) . 
CYLINDER END, Hydraulic wingfold lock operating. . . . 
PIN, Hydraulic wingfold lock operating cylinder lock LH. 

(together with 181-58158 ται 181-58096-1 


-20 181- 58093- -3 f 
-21 181-58097-1 & 
AN365-524 and 2WlAL-20-27-6Àh for future procurement) 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 .7 NOMENCLATURE PER ASSY. CODE 
59 181-58632-1 HYDRAULIC EQUIPMENT ASSEMBLY, Cylinder wingfold lock operating . Ref 
LH (see figure 55 for next assembly) 
,181-58632-2 HYDRAULIC EQUIPMENT ASSEMBLY, Cylinder wingfold lock operating . Ref 
RH (see figure 55 for next assembly) 
| -1 | MS21908D6 s ELBOWS: Μακ ege cod S q Ὁ w UR eoe I dL E NIU φις. ο 1 
-2 AN6289-6 a ONUS te ar ο era LU Ἐν rn δν te aha oe oo o o 1 
l -3 5R15-6 ` , RING, Split back-up (NA). . . . PO ο 
-4 AN6290-6 οὐ GASKET o haa oak ος αμ ο ο μον ο. 
-5 ANB814-6D . PLUG AND BLEEDER 4 W^ om sm c ο ὁ "n . ο ο « . 1 
-6 MS21902D6 . UNION. . . . eee . κ s ss 1 
-7 181-58032-1 ` CYLINDER ASSEMBLY, Hydraulic wingfold lock operating LH . . . 1 
181-58032-2 . CYLINDER ASSEMBLY, Hydraulic wingfold lock operating RH... 1 
-8 AN814-3D + ox PLUG AND BLEEDER. νο € Wi ow ο wee εκ dX. o ew 1 
-9 AN6290-3 wx. COBSKEETW. qox α- aes Qe. wu. αρ har -ᾱ Z L elle ra am ER a ZQ OE Cay UR 1 
i -10 181-58092-3 . . HEAD, Hydraulic wingfold lock operating cylinder . . . . . 1 
-11 181-58095 . . NUT, Hydraulic wingfold lock operating cylinder lock... 1 
|| -12 5R14-5 : ‘RING, Spiral back-up (ΝΑ)... . 2... eee ee ee s. 2 
E -13 AN6230-5 e GASKET. ο κ aru ος Bi pe [9 T ο ο -ᾱ “γιο. (τῳ τὰ 1 
8 -14 5R16-28 : RING, Spiral back-up (ΝΑ)... ............... 2 
-15 AN6227-28 . PACKING . . ὃς (a d Š ` 
-16 181-58094 . "E. 1 
g -17 ' 5R16-20 š RING, Spiral paek up (NA). ανν ta. gen, SE 
E 1 
. 9 1 
ee 1 
« 1 


- PISTON ASSEMBLY, Hydraulic wingfold lock ὁ operating cyl 


181-58097-2 . . PIN, Hydraulic wingfold lock operating cylinder lock RH. .. 1 
(together with 181-58158 “el tor Pa 181-58096 -2 
AN365-524 and 2WlAL- πα 6} for future procurement) 


-22 5R16-9 - . . RING, Spiral back-up (NA). S uq ie ume ο. 
-23 AN622' -9 * . PACKING. . . 2 
-24 181-58158 . . NUT, Hydraulic wingfold lock operating cylinder lock. pin z 1 
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FIGURE 60 - DELETED 
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WING (Cont) 


3 


Š το . 
Š l 
E e 
nl 
H-181-58-31 : 


FIGURE 61 - WING OUTER PANEL LH AND RH HYDRAULIC EQUIPMENT INSTALLATION ` 
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AN 01-60JKB-4 


WING (Cont) 


Section 
Group Assembly Parts List 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
1 61 181-58015-i HYDRAULIC EQUIPMENT INSTALLATION, Wing outer panel LH . . . . . . Ref 

(see figure for next assembly 
181-58015-2 HYDRAULIC EQUIPMENT INSTALLATION, Wing outer panel RH . . . . . . Ref 
í (see figure 6 for next assembly) 
-1 181-58626-1 . HYDRAULIC EQUIPMENT ASSEMBLY, Valve outboard wing normal . . . 1 
aileron control relief LH 
181-58626-2 . HYDRAULIC EQUIPMENT ASSEMBLY, Valve outboard wing normal . . . 1 
aileron control relief RH 
ATTACHING PARTS 
-2 AN3-12A nr το ull ο Q S u E S pag a ee. . 8 
-3 AN960D10L s, WASHER: Soeren es ies) ie be, ο ο ου”. 
---Ἐ..-.. ` 
-4 MS21909D6 . . TEE, Bulkhead and universal flareless tube. . . . . . . 1 
-5 AN6290D6 . . GASKET, Straight thread tube fitting boss . . . . . . . . . 5 
-6 AN6291D6 . . RING, Hydraulic fitting gasket back-up. . . . . . ον 8 
-τ AN6289D6 . . NUT, Flared tube universal fitting. ......... "s 2 
-B MS21902D6 - . UNION, Flareless tube... $4 “Elsa: qe; fe 1 
-9 AN6280-6 - . VALVE, 3000 psi hydraulic check-internal' ports. MNA š 1 
-10 MS21911D6 . + TEE, Flareless tube internal thread on run. . ECCE REA E 1 
-11 AN6279-6CD š VALVE, Hydraulic pressure relief-two port ος cata oce NE 1 
-12 . 181-58641-1 | HYDRAULIC EQUIPMENT ASSEMBLY, Valve outboard wing alternate. . 1 
. aileron control relief LH 
181-58641-2 . HYDRAULIC EQUIPMENT ASSEMBLY, Valve outboard wing alternate. 1 
aileron control relief RH 
ATTACHING PARTS 
-13 AN520C10R36 x SCREW a. .. εκ εν ο μ.μ OC ROCA A ADU. RU C + 3 
-14 AN960D10L x^ WASHER, p ο XU SS HOE ROM κοκ KE ο -(βρλ 5 3 
—Ó TEAN x 
-15 MS21912D6 . . TEE, Flareless tube with bulkhead on run. . . oe ΡΝ 2 
-16 AN6289-6 . . NUT, Flared tube universal fitting. . . . . « 2 E . 2 
-17 AN6291-6 . . RING, Hydraulic fitting gasket back-up. . PES its 2 
-18 AN6290-6 . . GASKET, Straight thread tube fitting boss . . . . . . . . 2 
-19 AN6279-6CD 3 VALVE, Hydraulic pressure relief- two port. . . ER πτΏ «αὶ 
-20 ` 181-58815-7 a LINE ASSEMBLY, Hyd wing outbd panel room flight control ail. . ᾿ 
pressure wing Sta 174.75 to check valve sta 183 LH 
.181-58815-8 . LINE ASSEMBLY, Hyd wing outbd panei normal flight control; oe uh 
ail. pressure wing sta 174.75 to check valve sta 183 RH 
-21 181-58815-9 . LINE ASSEMBLY, Hydraulic wing outboard panel normal flight. . 1 
i 2 control aileron return wing sta 175.60 to relief 
valve sta 185.50 LH 
181-58815-10 . LINE ASSEMBLY, Hydraulic wing outboard panel normal flight . . 1 
control aileron return wing sta 175.60 to relief 
valve sta 184.50 RH 
-22 181-58815-11 . LINE ASSEMBLY, Hyd wing outbd panel normal flight control. . . 1 
. ail. pressure wing sta 183.00 to MS21901D6 sta 197 LH 
181-58815-12 .' LINE ASSEMBLY, Hyd wing outbd panel normal flight control. . . 1 
ail. pressure wing sta 183.00 to MS21901D6 sta 197 RH 
-23 181-58815-13 . LINE ASSEMBLY, Hyd wing outbd panel normal flight control. . 1 
ail. return wing sta 184.50 to MS21901D6 sta 197.00 LH I 
181-58815-14 . LINE ASSEMBLY, Hyd wing outbd panel normal flight control. . . 1 
841. pressure wing sta 184.50 to MS21901D6 sta 197.00 RH 
-24 181-58815-19 LINE ASSEMBLY, Hyd wing outbd panel alternate flight control . 1 
ail. pressure wing sta 209.00 to check valve sta 235 LH 
181-58815-20 LINE ASSEMBLY, Hyd wing outbd panel alternate flight control . 1 
ail. pressure wing sta 209.00 to check valve sta 235 RH 
-25 181-58815-21 . LINE ASSEMBLY, Hyd wing outbd panel alternate flight control. 1 
: ail. return wing sta 211.50 to MS21902D6 sta 240.50 LH 
181-58815-22 LINE ASSEMBLY, Hyd wing outbd panel alternate flight control . 1 
841. return wing sta 211.50 to MS21902D6 sta 210.50 RH 
-26 181-58815-23 LINE ASSEMBLY,’ Hydraulic wing outboard panel alternate flight. 1 
control aileron pressure check valve sta 238.50 to 
relief valve sta 249.00 LH 
181-58815-24 LINE ASSEMBLY, Hydraulic wing outboard panel alternate flight. 1 
control aileron pressure check valve sta 238.50 to 
- relief valve sta 249.00 RH 
, -27 181-58815-25 . LINE ASSEMBLY, Hydraulic wing outboard panel alternate flight. 1 
control aileron return MS21902D6 sta 240.50 to relief 
valve sta 247.00 LH 
181-58815-26 . LINE ASSEMBLY, Hyd wing outbd panel alternate flight control. 1 
` ail. return MS21902D6 sta 240.50 to relief sta 247.00 RH 
-28 181 -58815-27 . LINE ASSEMBLY, Hydraulic wing outboard panel alternate flight. 1 
control aileron pressure wing sta 212.00 to relief 
valve station 249.00 LH 
181-58815-28 LINE ASSEMBLY, Hydraulic wing outboard panel alternate flight. 1 
control aileron pressure wing station 242.00 to relief 
valve station 249.00 RH 
-29 181-58815-29 LINE ASSEMBLY, Hydraulic wing outboard panel alternate flight. 1 
control aileron return wing sta 242.00 to relief 
x valve station 247.00 LH - 
181-58815-30 . LINE ASSEMBLY, Hydraulic wing outboard panel alternate flight. 1 ` 
control aileron return wing station 242.00 to relief 
valve station 247.00 RH 
-30 MS21902D6 UNION, Flareless tube. . . "m 3 
-31 AN6280-6 . CHECK VALVE, 3000 psi hydraulic” check internal ports PLE NEN 1 
-32 AN6290-6 . GASKET, Straight thread tube fitting boss. ες hc ο 
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WING (Cont) 


FIGURE 62 - LH AND RH CULINDER WINGFOLD OPERATING HYDRAULIC EQUIPMENT ASSEMBLY 


PART 
NUMBER 


181-58631-1 
181-58631-2 


AN6290-6 
5R15-6 
AN6289-6 
MS21908D6 
181-58814-3 
181-58814-5 
MS21902D6 
AN837-4D 
AN6289-4 
5R15-4 


- AN6290-4 


181-58031-1 
181-58031-2 
181-58084-5 
181-58084-6 
HSBG14SA 
1N6-56 
AN6244-15 
AN6230-15 
181-58090 
5R12-36 


AN6227 -36 
181-58086 
181-58085-3 
5R12-22 


AN6227 -22 
2W12~22 
2WlALPTT-53-40 
AN3261A12 
TRÀ-22D 
NAS50-168 
2W15-15 
1N7-15A 
181-58089-5 
HSBG14SA 
AN814-4D 
AN6290-4 


1 2 3 4 5 ó 7 NOMENCLATURE 


HYDRAULIC EQUIPMENT ASSEMBLY, Cylinder wingfold operating LH . 


(see figure 55 for next assembly 


HYDRAULIC.EQUIPMENT ASSEMBLY, Cylinder wingfold operating RH . 


(see figure 55 for next assembly) 


. GASKET . 5; ee ee ee 
RING, Split back-up ` (NA) SD fee Sob Car San 
NUT. τό ο Yor eve Cel Ἄς S n6) ναῷ, ez SA WS ue 
ELBOW. . . . R; ντος ἐῷ, δν ν Se, ae 


LINE ASSEMBLY, Hydraulic wing inboard LH. 
LINE ASSEMBLY, Hydraulic wing inboard RH. 


. 
`. ` < t ο ο n ο 


. 
* . ο ο ο 


g UNION; ο; 215 e ος tee i er ἃ m . Φ s 
g ELBBOW.. 4.504€ 4 $ 2. ee Qs. Q ο SPS νην . .. 
I-A" E ᾧ 
. RING, Split ῬΗΤῊ (NA). . . . 4 x ME RS 
. GASKET... * . . oe 
. CYLINDER ASSEMBLY, “Hydraulic wingfold operating LH. d fa? së 
. CYLINDER ASSEMBLY, Hydraulic wingfold operating RH. . . . . 
. + HEAD ASSEMBLY, Hydraulic wingfold operating cylinder LH. 
- . HEAD ASSEMBLY, Hydraulic wingfold operating cylinder RH. 
- + . BEARING (HLF). PAX P ELLA cal τν ο... 
. . NUT, Cylinder lock (NA). 2:09 S σος ος aw be tse 201, cas age δη 
. 0€ RING. x ee Gaede, 7*9 de Le σος a ος bs. «--. 
. . GASKET. . . . " ote! eaten fe 
. . BARREL, Hydraulic '"wingfold operating. cylinder. "P 
- + RING, Spiral back-up (NA) (supersedes AN6246-36 for. . ^ 


future procurement) 
GASKET.. è * Wow x x 


future procurement) 

GASKET»: . 2 22 2 99 09 o is 
WASHER, Felt (NA). rats 
WASHER, Plain (NA) . Sante 
SCRAPER, Rod. hydraulic piston. 
RETAINER, Wiper ring (NA). . . 
RING, Internal κόρες FECE. 
WASHER, Lock (NA). ih are 
NUT, Check (NA). f z 
ROD END ASSEMBLY, "Hydraulic win 
. BEARING (HIP) . . . . . « « 
PLUG AND BLEEDER. . . . . . .. 
GASKET 2-016909. Ke men 


ix o9 s οὖν ovis 


fold 


e * +° $9 + ο s 9 s 9 5$ ο 
ee 


9 9 t! 2 9| s s 9 +ç | ο » 


PISTON ASSEMBLY, Hydraulic wingfold operating cylinder 
CYLINDER END, Hydraulic wingfold operating . Š 
RING, Spiral back-up (NA) (supersedes AN6246 -22 for. . 


3 
Σο. ο (Ñ. + sç ο e + + 5 


es. ΩΩ» + s | ο n 
"4 

eot a pe s + 9! * + n 
= 

eot + vt + + 9 5 5 
Q 


PER ASSY. 
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EMPENNAGE 


FIGURE 63 - COMPLETE ELEVATOR ASSEMBLY 


. Section ΙΙ. 
Group Assembly Parts List 


H-181-22-1 


FIGURE & 


INDEX NUMBER 


63 


-1 
-2 
-3 
-4 


PART 
NUMBER 

187-22001 
187-22303 
AN509-10R13 
AN509-10R12 
187-22415 
AN509-10R14 
AN509-10R13 
187 -22416 
AN509-10R19 
AN509-10R18 
187-22417 
187-22401-5 
187-522288 
AN365-524 
AN960D516 
AN175-20A 
187-22409 
NAS50-125 
AN206SP5 
4B1985-024 
187 -22302 
187 -22408 
4B19S87-008 
4B2085-008 
187 -22410 
AN365-428 
ANQ60D416 
AN175-15A 
187-2211 
4B19S85-020 
4B19S4-008 


ELEVATOR ASSEMBLY, 


2 3 4 5 é 7 NOMENCLATURE 


Complete (see figure 67 for 
TRAILING EDGE ASSEMBLY, Elevator honeycomb 
SCREW.: ns 2 QT det tere 1 to! o ο 
SCREW. ο ο RES OT yi te 
WEIGHT ASSEMBLY, Elevator inboard . . 
SCREW. . «à ae we 796.9 mo ᾱ ο 
SCREW .. VN ο πο ο Ws 
WEIGHT ASSEMBLY, Elevator center . 
SCREW  . 4 κ € cw» Ve o9 κα mc dm OT ν 
SCREW . 

WEIGHT ASSEMBLY 
TUBE ASSEMBLY, 


"Elevator outboard .. 
Elevator torque, . . 


. BUSHING, Élevator control horn . . 

NUT. ο ὃν e w a m vm 7 ὃς Re Dg Ν Oe OK 
WASHER . . . + < + < s < < «4 sa 

BOLT . ... -— e 

LINK ASSEMBLY, Elevator station 37.50 

. RING, Internal retainer ..... . ο 
^ BEARING CIT . 

. BUSHING, Press fit plain (NA). . 


BEAM ASSEMBLY, Elevator front . . > 
FITTING ASSEMBLY, Elevator station 
. . BUSHING, Press fit plain (NA) 
$3 BUSHING, Press fit flanged (NA) 
. FITTING, Elevator station 75.00 hinge x 
NUT 424914 ο 4 ο cm ο ο απο ο. rq 
WASHER. . ο 2 09$ 9 2409 ὦ ο ve ο, e 
BOLT . . .. S. su uv. M da Oe ο ο m. Dat Su Kad 
LINK ASSEMBLY; Elevator station 75.00 hinge 
BUSHING, Press fit plain us Wa λος pide er UE 
BUSHING, Press fit plain 7 
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UNITS USEABLE ON 
. PER ASSY. CODE 

next assembly)... Ref 
"D " 1 
huc οὔ; ἃ; ἂν δὲ νι 62D 
S Ὁ. ο ας 
a ο Pl W ow E H 1 
iate ru. ds 7 . 8 
ERO ο ο - 7 
"acc ko. 1 
y ps 5 s 3 
Prud qui 2 . 1 
κ), Ge οι -- e 1 
- ας Torte ὃν 1 
. oves ο ee 2 
serus vel ο 1 
"ECT es 1 
cs P" 1 
. . * 9 Ye ο 1 
. os v.e 1 
ον ας ο Aa wg ο 1 
. οἱ “e vts 2 
a. soe, cw 1 

T. -500 hinge CERO E H 
. » ὑφ» δι en Td. ἴα w 1 
act ντα L ως BON «Ὁ a 1 
a. ¿wy w . s 1 
EE οφ . Gave 1 
s 5.5 Gus "E 2 
DES » 1 
5 ο), όν Ki οᾱ b 1 
r 2 a ae 1 
A : 2 
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"i 


FIGURE 61 - COMPLETE EMPENNAGE INSTALLATION 


H-181-20-1A 
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EMPENNAGE (Cont) 


Section .1Ι _ 
Group Assembly Parts List 


SIGNE E PART : UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
64 ' 181-20001 EMPENNAGE INSTALLATION, Complete ....... . + , s k k . o o Ref 
-1 157-24001-101 - RUDDER ASSEMBLY, Complete . . . 9 ow lxx Ru A UE | w 1 
(see figure 65 for detail breakdown) 
ATTACHING PARTS 
AN24-26 BOLD. ç qe το op ο ο sob Ru wm p oe das Ὁ ο. ὦ 1 
AN960D416 . WASHER . . . . ὃν. -ἳ cky soa, "E $ š tw Sate ers δ) wx 4 
AN320-4 e NUT ο αι πο. ex ο σος ο ο ορ. 2 
AN24 -34 ο κ ο a toe Eo ad Soe ae ix t leo Esa Cri oue cas α 
AN960DH 16L i, WASHER s v.c Ὁ 34x ue dem ceu m e e yea ο μα 
—— οσο 
-2 187-522281 . LINK ASSEMBLY, Elevator control upper . . . . . τάν, νους 1 
-3 187-522282 . . BARREL, Elevator control, upper link. Gg es ο, Oe οι Ὁ 1 
-4 187 -522283-3 + + EYEBOLT ASSEMBLY, Elevator control upper link. EE 1 
` -5 ^ 187-522283-5 . .  EYEBOLT ASSEMBLY, Elevator control upper link. . . . . . . 1 
HSBG4S gee as BEARING. (HEC) s: ο eo -ᾱ- ἃ wv hee SA See SI w τα Q. nel 1 
-6 624 AGSLH . + NUT E: κώπης "e sad τα’ SED SR veh, El SE φ RISUS GR E IY “els Ὅν amie: eee ei 1 
-7 624AG5 . Ντ DUR) . ο a fae Sey woo ee ee We are Ae dme ὧν I ας ὁ 1 
-8 AN174 -14 oh SOUT S rare atti, Se ο ο ο dar ο ο te wer ο a ate (3: 
-9 AN174-11 s BOLT 2 Y e Gr doe os ox < "ETE iw 1 
-10 AN960DÀ 16 . WASHER . . . . . . . +... Are Ἕν Bet e Maie Aes Sr Sos Ç “< 1 
-11 ΑΝΟΘΟΡΗ 161, =. WASHER: ο oh vela τα ο Aon ὃς απο Οσα. 4 
-12 AN310-4 . NUT. . s rit en ets vd. πο 2 
-13 187-21403 . BOLT, Horizontal stabilizer to fuselage attaching, . ie D Ἡ 1 
-14 . 187-2140 BUSHING, Horizontal stabilizer rotation point LH. . .. E^ 1 
187 -ο1406 BUSHING, Horizontal stabilizer rotation point RH. . . . o's 1 
-15 187-21405 NUT, Horizontal stabilizer rotation point . . . . 5 $ 1 
-16 187 -21409-1 RETAINER, Horizontal stabilizer to. fuselage attaching bolt LH 1 
187-21409-2 RETAINER, Horizontal stabilizer to ΤΕΝ attaching bolt ΠΗ 1 
-17 AN363-524 . NUT. QU. ο ΟΕ ἐφ Say E, ww νο Sy wis Ghee Ye pad co tel δ 1 
-18 ` AN960D516 WASHER RCM" ΕΠΗ 1 
-19 187-23358 SUPPORT ASSEMBLY, Vertical | stabilizer aft beam to fuselage. : 1 
support 
-20 187-23359-1 . BRACKET ASSEMBLY, Vertical stabilizer aft beam to fuselage 1: 
support ? 
-21 187-23359-2 . . BRACKET ASSEMBLY, Vertical stabilizer aft beam . . . . . ο 1 
to fuselage support 
-22 187 -23404-3 + . FITTING, Vertical stabilizer aft beam to fuselage [προσ] 1 
-23 187-23405-1 - + FITTING, Vertical stabilizer aft beam to fuselage (lower). 1 
-24 AN23 -23 D tee BOLT: ον αρ al l9. tet VU araa ο E E are ar (o> ue E. w Da 6 
-25 AN960D10 g Se WASHER. ¿ v.e ecko Fe QS Ww Sa ca οἱ ὦ S. 2 ooa σι ος Le 
-26 AN320-3 κ, a NUD ως Su en ers wu. Ὁ 
-27 -187 -23405-2 ο ως Vertical stabilizer beam to fuselage support. edi 1 
lower 
-28 187 -23406 š TUBE, Vertical stabilizer aft beam to fuselage support . . 1 
-29 AN176-21A š BOLT ο E ο ο Ae, , ο ë τὰ Ww αι 9 QU ee ο ο 1 
-30 AN960D616L . WASHER... «. ` s e ο ο P ἠά' Νά. πα gan felt ο. aire 1 
-31 81452 -064 . NUT, Barrel (EN). doe a5 ντος ον αν ο ο απ απο 1 
-32 AN175-12A s BOLT i0. 4 46 ο ο S lw ener Oh eres A 2 
-33 AN960D516L s WASHER 4 ο ο ο ie leo ο. Seer ο eov Ra er ien S. ey ay LE 2 
-34 AN960D516 « WASHER . . . . « . ο + Wc. bs. νο WU v) ον, τος W ο μι ος kenn ie 2 
-35 AN365-524 . NUT. . . . ο £ “a x19 9 bau, οφ. “όν ὕψι. χά, 3 2 
-36 NAS152-40 . BOLT, Internal wrenching. steel EX» 16-55 e Gen te aem ᾳ 2 
-37 NAS143-12C - WASHER, Countersunk... . . + e + + +s < +< s + we s onn 2 
-38 81452-126 . NUT, Barrel (EN). ELA E νον νην 2 
-39 157-24514 . ROD ASSEMBLY, Rudder trim tab actuating ο 476. ey aae «ρα 1 
1R8P8-524 . . ROD END, Threaded (NA) . . « « . . , , + + + s s k s e ον 1 
RE345 . . ROD END, (FAF).. .. .... et tig: Leh p 
-40 AN316-5 4 NUT. . S. Ὅς ο ods tel rS >. . ww. ο E wU ο 1 
5 -41 AN173-14A . BOLT DE MELLE a P SOP E ME $c. WU ο wu deo CS Soy 16; τὰ 1 
-42 AN960D10 POMESHEN κ. πριν νο DECRE: 
-43 AN365-1032 eCINUT. 2 ο. ος . . . . Ax Ὁ ο 1 
-44 181-23001 . STABILIZER ASSEMBLY, “vertical complete. Ὁ 162 ee "er. ο. 1 A-B 
. superseded by -101 for future procurement) ` 
see figure 66 for detail breakdown). 
181-23001-101 . STABILIZER ASSEMBLY, Vertical complete. . . . . OE E -.οφ 1: C- 
supersedes 181-23001 for future procurement) 
tee figure 66 for detail breakdown) 
-45 187-21001 . SURFACE ASSEMBLY, Empennage horizontal complete . . . . . . . 1 
(see figure 67 for detail breakdowm) 
-46 181-25001 . FILLET INSTALLATION, Empennage. . . BA tene γῶν cu San h tus Κῷ 1 
(see figure 70 for detail breakdown) ` 
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FIGURE 65 - COMPLETE RUDDER ASSEMBLY 
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Section 
Group Assembly Parts List 


HOUSE Y. PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 ó 7 NOMENCLATURE PER ASSY. CODE 

65. 157-24001-101 RUDDER ASSEMBLY, Complete (see figure 64 for next assembly) . . . Ref 
-l1 157-24311 . TIP ASSEMBLY, Rudder... ο De Vie ο ο 1 
-2 165-24111 . WASHER, Rudder tip attaching rivets "dàmpled. lie WO. ces ver CULO. UN T 
-3 157-23411 LINK ASSEMBLY, Vertical stabilizer upper hinge ........ 1 
AN200KS4 z Ge BEARING. A ovv ILES τος uQ as όν fer SP Cara SOA aa νὰ ae? Dieser τά ος FUIS 1 
-4 AN24-1 Si = BOLT oes ο ove eodem ar RE! De Mes sor S ο, cce CO κά wes el άν. EE 1 
-5 AN960DÀ 16 v WASHER. 30€ hel Ὅτῳ, ᾱ ᾱ. c9. Gee e D ο) e “Ὁ — τ. PP NE £ 
-6 AN320-4 "νι... Be, ο UR T Le deu ee ea Od 
6043-4 -5-6 . BOND JUMPER (Juniper and Norris Co.) . . pn v σος ve; iul Q 2 
-7 157-24440 . WEIGHT ASSEMBLY, Rudder balance upper. . ο νύν 1 
-θ AN509-10-12 . SCREW... . ἐν E w es 8 
-9 157-23412 . LINK ASSEMBLY, Vertical stabilizer intermediate “hinge. £ ος es 1 
AN206085 ο. e i BEARING 4223 34.4444. (loe tan GW ας We! et” 39: j Q $n 59. M. JW 1 
-10 AN25-25 ex SBOUT Z: £ ue? Me" Koy a ο ο ο ee She Aa WAYKA. AS te ο “ey E value 1 
-11 AN960D516 e^ WASHER. ge fev fas 1 Oo ες” Ὁ ᾱ OU IA Ge 5 * οφ we ο” 1 
-12 AN320-5 . NUT.. E ο ο. ος MENDES: 
-13 157-24450 š WEIGHT ASSEMBLY, Rudder balance lower. . 5 ο τῶν ος ay Pen. η 1 
-14 157-24501-51 . TAB ASSEMBLY, Rudder trim. ..... š Wis. mu Er e Ii. 1 

-15 157-24410 . PIN, Rudder trim tab hinge . . . . . š š WC ibe Tae Ye AE U eS k . 
-16 165-24504 . HORN ASSEMBLY, Rudder trim tab... w » ei Ae Bar πρ. Ὃν εν. ος 1 
4B1953-010 Ὁ BUSHING, Press fit plain (ΝΑ) . . . eo τῷ Yag E a et Jo 2 
-17 NAS221-22 . SCREW, Brazier head. . . a CES ish ο ech N 1 
-18 NAS221-20 . SCREW, Brazier head (magnetic inspected) - E πο 1 
-19 AN365-1032 s UNUT K Soe Mea te Ss τ τω ο SI Ie NRI ue le Qv ete ος eus Mei ος Ted e 2 
-20 ANg60D10 . WASHER. . . Wwe. xps se) Gol te ο ο Ue Ἕν let ah Cet et δις Si ave ὁ 2 
165-24525 . BOND JUMPER, Rudder trim tab . . . . . Su tu Rt ἰῷ PA ss 2 
-21 AN515-8R8 . SCREW . . . ο a MEE PERIERE Le 4 
-22 157-24002-101 . FRAME ASSEMBLY, Rudder ucl Ὁ οι “Suter Fem ee Ὁ οἱ, ο), w οι. A Gee. Me? Te ese 1 
-23 157 -24302 . . BEAM, Rudder rear... š+ Z oe Seri š ο ο. 1 
-24 157-244002 -51 . . TUBE ASSEMBLY, Rudder torque. a CN TUE. ο ar se 1 
-25 157-24407 PEN COLLAR, Rudder torque tube station 19: -7/16 attaching . . 1 
-26 157-24405-3 - + + TUBE, Rudder torque. . . REM 1 
-27 1157-24406 . + . COLLAR, Rudder torque tube station 13. 320° attaching. ies 1 
-28 1157-24404 -3 E --ᾱ FITTING, Rudder torque tube end. . . a tere TET 1 
-29 157-24445-51 . . FITTING, Rudder lower balance "regia attaching. CT 1 
4B19M-S5-006 . . . BUSHING, Press fit plain (NA). ο ον ο 2 
-30 157-24435-51 . . FITTING, Rudder upper balance weight attaching. δν Cerca Fiet s 1 
4B19M-S4-007 . . . BUSHING, Press fit plain (NA). Ro iow. e ο ο cd. ο lel Dey Vd 2 

δ 
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FIGURE 66 - COMPLETE VERTICAL STABILIZER ASSEMBLY 
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AN 01-603KB-4 Group Assembly Parts List 
EMPENNAGE (Cont) I | 


FIGURE & PART " UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
161-23001 STABILIZER ASSEMBLY, Vertical complete (superseded by. . . . . . Ref A-B 
181-23001-101 for future procurement) 
(see figure 64 for next assembly) 
181-23001-101 STABILIZER ASSEMBLY, Vertical complete (supersedes 181-23001 . . Ref σ- 
for future procurement)(see figure 64 for next assembly) 
-1 181-23002 . STABILIZER ASSEMBLY, Vertical . . . < < . . . «© «© «ο» ὁ ο» s 1 A-B 
181-23002-101 . STABILIZER ASSEMBLY, Vertical... ees Hees SE. l C- 
-2 181-23401-5 . . FITTING, Vertical stabilizer main. beam to fuselage attaching 1 A-B 
181-23101-101 . . FITTING, Vertical stabilizer main beam to fuselage attaching 1 C- 
4B19MS12-026 . . . BUSHING, Press fit plain (NA)......... ; Ç 2 
-3 181-23403-1 . . CAP STRIP, Vertical stabilizer main beam LH. ...... 1 A-B 
181-23403-101 ` . . CAP STRIP, Vertical stabilizer main beam LH. ...... 1 ς- 
-4 181-23403-2 . . CAP STRIP, Vertical stabilizer main beam RH. ....... 1 A-B 
y 181-23403-102 . . CAP STRIP, Vertical stabilizer main beam RH. . . NC 1 C- 
-5 157-23410-11 . . FITTING, Vertical stabilizer upper hinge . . . . . . + + ο 1 
-6 ` 157-23426 , . TEE, Vertical stabilizer station 74-3/4 tip attaching. . 1 
. 181-2304 ; . . RIB ASSEMBLY, Vertical stabilizer station 43.100 aft 1 
-7 157 -23408 . . . FITTING, Vertical stabilizer intermediate hinge . . . . 1 
-8 187-23400 . . FITTING ASSEMBLY, Vertical stabilizer rear beam to station 1 
i 7.312 rudder hinge attaching 
-9 1165-23485 . . . BUSHING, Vertical stabilizer station 7.312 rudder . . 2 
: : hinge attaching 
-10 4B19-54-11 . . . BUSHING, Press fit plain on ENSE gy ο ο ος 2 
-11 4B19-56-13 ; . . BUSHING, Press fit plain (NA)... 1 
181-52471 . . BRACKET ASSEMBLY, Rudder control cable vertical. stabilizer 1 A-B 
I lower pulley 
-12 NAS377-3 . + . PULLEY, Flight control. . 1 A-B 
181-52470 . . BRACKET ASSEMBLY, Rudder control cable vertical. stabilizer 1 A-B 
upper pulley 
-13 . AN210-3B Lou ae PULLEY z 2 C Lob mE DUE AT Ses PIE veers eee, ` CIP Red 
165-52488 . . BRACKET ASSEMBLY, Rudder control fuselage station 378-13/32 1  C- 
pulley RH : 
NAS377-3 f . + . PULLEY, Flight control. . . š 1 ς- 
165-23110 . . INTERCOSTAL ASSEMBLY, Vertical stabilizer station '25-1/h η 1 
to staion 31-3/4 aft 
-14 165-23411 . . . BRACKET, Vertical stabilizer station 28-1/2 rudder tab . 1 
actuator mounting 
ATTACHING PARTS ` ñ ` 
-15 AN3-4A - ew) BOLT ee αι ed LAO lo ee a ee ES ὁ RS 1€ ν 4 
waw ον 
-16 181-71123 ` . RADIO EQUIPMENT INSTALLATION, Vertical stabilizer . . . . . . Ref 
: (see figure 240 for detail breakdown) « 
-1 187-23311 . TIP ASSEMBLY, Vertical stabilizer radio antenna... d. ie. Xs 1 
-l 187-23076 . DOOR ASSEMBLY, Vertical stabilizer antenna cable access PEDEM" i : 
ATTACHING PARIS 
AN509-70R10 . CREW. eos ος m de a UR o p de es RD δν ar Q su uve s a ee α6 
f... m * 
9C1-1-5 . . CHAIN, Bead (NA). ο e de ο ο ο μμ ae ND. Cit l1: 
-19 A31-1-1. ` ACTUATOR, Linear (HPL) . . . . I iio iilii. 1 - 
-20 AN4-10A s BOLT e i ᾱ- $9 ow --- Ue [e m 3 e Cao c es :. ο ο 1 h 
-21 AN960D416 v. WASHENH ον 4$ $ ue. € el] s eue c^ IRI mona . "EE 2 
-22 AN365-428 . NUT. Cru ο es, i eo ee ο ὁ; I CRI 8r. Sa ο ο piel mar fee req 1 
-23 187-23315 . DOOR ASSEMBLY, Vertical stabilizer station 25.250 to. . . . . 1 : 
Station 31.750 access 
9C1-1-5 . ¿ o CHAIN, ‘Bead (NA) . x 4 ç ο ».«  ------- -ᾱ om moin 1 2 
ATTACHING PARTS E . 
-24 AN509-10R9 "Nu. oo Exc... 
-25 165-524230 . . GUIDE ASSEMBLY, Rudder trim tab actuator (supersedes . . . 1 
165-23112 for future procurement) : 
-26 AN3-5A s- BOLT 4 4456 -ᾱ- μμ ο. ο 4 ο. s , m, tas Δ; a ¿e> “sl e . s? de τὰ 4 
-27 AN960D10 e WASHER y a $ 4 οφ. a -ᾱ- rim ης, ἃ ος E ee Sos ` . 9 4 
-28 REB3N2 . ROD END, Hexagon RH female thread (FAR) . . . . . + + + + + + 1 
-29 AN23-17 om BOLT ὦ zU ter ὃς Σω! ο Aa DE Sm ek er en e: οἱ 87 ᾱ- τν cet τῷ, Fo, ab Z ee Qe 1. 
-30 AN960D10 e WASHER . . ο 4 ὁ «« «. « ὁ ο ο os ο ο 4 9 9 Ὁ Ὁ ο 4 » 4 ο ο ὁ 1 
-31 AN320-3 on UMEN ac 1 
-32 187-24413 . HORN ASSEMBLY, Rudder torque tube . . . ο ΤΟ”... ales 
-33 187 -24413-3 . . HORN, „Rudder torque tube ...... IE I IEEE 1 
-34 AN200KS4 2scca HEARING 2-56 9 09 OW Ua. le, Se ee e ° ἃ a ο Ὁ ὁ e 9 ο 1 
-35 AN206DSP6 . . BEARING... ` . o . eto d Ñ. S 7$. “6 1 
-36 - 187-24425 . . BOLT, Rudder Stop adjusting (magn netic inspected DEO NEUES 2 
-37 AN960D516L é -> WASHER. a + ὦ + < š Ὁ ὦ ei a ὁ ὦ s G qe, Δ. 4 -ᾱ- ^ 4 J n 2 
-38 AN316-5 . lp PP" --"-———cq iE 
-39 187-24424 2 PLATE, Rudder thrust hinge bearing retainer . . . . . . . . , 2 
-Ào AN176-23A i) μμ sn cut AD d tat Rt jte ο m Gi eet Sp ele aoi b 
Al AN960D616 . WASHER... I D «Pte “w dene Ces “s e ie cg 1 
-42 81452-064 . NUT, Barrel (EN). . . DEUS ον ο. 1 
-43` 181 -23428 . DOOR ASSEMBLY, Vertical stabilizer RH access. . . . . . . . . 1 
ATTACHING PARTS 
AN509-10R11 VO OSOREW. iV ioe ο Ὃν ad Ru qu ovo vela. X ο ο ο οσο. 


Revised 15 September 1953 RESTRICTED . 131 


Section i1 _ SECURITY INFORMATION — RESTRICTED 
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EMPENNAGE (Cont). 


ROTATED 90° 


H-181-21-14 


FIGURE 67.- COMPLETE EMPENNAGE HORIZONTAL SURFACE ASSEMBLY 
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Section 11 _ 
Group Assembly Parts List 


SECURITY INFORMATION — RESTRICTED 
AN 01-60JKB-4 


EMPENNAGE (Cont) 


FIGURE & PART . UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
67 187-21001 SURFACE ASSEMBLY,  Empennage horizontal complete. . . . . . . . . Ref 
(see figure 64 for next assembly) 
-1 187-21002 . STABILIZER ASSEMBLY, Horizontal (superseded by 187-31002-51 . 2 A-B 
for future procurement - OK to use on ships noted) 
(see figure 69 for detail breakdown) 
187-21002-51 . STABILIZER ASSEMBLY, Horizontal (supersedes 187-21001 for . . 2 ς- 
future procurement) (see fig. 69 for detail breakdown) 
-2 187-22001 . ELEVATOR ASSEMBLY, Complete .. $ WU 44 3 Y . 2 
: (see figure 63 for detail breakdown) ` 
ATTACHING PARTS 
AN175-15A v BODD i s. Q ο ove πο MR. τῳ ve KE. EL oW πο we. οφ 2 
AN175-16A . BOLT. ο πο.” " s š aie, ος 2 
AN175-22A S- «BODE 55 227.24 e S εν. erbe ρα ak ade: te αν ο ο diner SOT No vei See Uie 2 
AN960D516 WASHER 2 πο ο ο : NS . 10 
AN365-524 NUT. bine. goede tcp me ο E oS F we. nost w 1b 
MEE σα 
-3 187-21402-5 . FITTING ASSEMBLY, Horizontal stabilizer center section. . . . 1 
; (see figure 68 for detail breakdown) . 
-4 187-21412 . BOLT, Horizontal stabilizer to center section attachment. . . 4 
-5 187-21420 . WASHER, Horizontal stabilizer center section upper outboard . 4 
-6 187-21417 - WASHER, Horizontal stabilizer center section lower outboard . 4 
-7 AN363 -918 w μπας ο ο ας Ὁ Te! ο Ses πα Ὅ ο S o ολα x 4 
-8 AN6 -60 a BOLE ο ας ο KU wi arna Se 91 S ο 1d ο ο ο. . 42 
-9 AN960D616 WASHER. Ὁ τῷ τω SC sU q ace τι we YR Ls S RI Me Tut a ὦ T MS e 4 
-10 AN363 -624 NUT. . . . LANE sr M Αα ο emi Neun uw. IB 
-11 4B21MS6-513 . BUSHING, Press fit plain (NA) —D "cS 2 
-12 187-522275-5 . HORN ASSEMBLY, Elevator control . . . . . . . , + + < + eee 2 
187-522288 z BUSHING, Elevator control horn . . . . . . , , , , ¿x $ 2 
-13 .170-21435 | . SCREW, Elevator control adjustment. ...... wo WU. a uQ 2 
-14 AN320-4 &* TE os. a Ue Sigs rae ELE ΙΡ LUC WC Te St “se τν 3 PS: ον ας. Ἔ 2 
-15 AN320-5 * NUS GG ie dte. IE IN . ΤΝ V TO E 2 
-16 AN175-31 v. BOUT ο as RR ie Re mari t ο πα d. δολ 10, ke ον ig 2 
-17 AN960D516 . WASHER . . . ο ὁ . ο we EA πη ON OCCORRE EE" 4 
-18 AN310-5 sc z NDD, cud Grow ras Ark T ο ο ο VR ο" 2 
-19 187-522287-9 . BUSHING, Elevator control. linkage E s ο ODE Y Ig 2 
-20 187-522280-5 . BELLCRANK ASSEMBLY, Elevator control upper. ο ο. 1 
: 4B19M-S4-006 R BUSHING, Press fit plain (wat. Ww a PRA Er E MC OR 1 
4B19M-S8-107 . + BUSHING, Press fit plain (NA ών OR iore ORC E el Ὁ 1 
-21 187-522287-7 . BUSHING, Elevator control linkage PE BSD W ἘΝ ers, 1 
-22 187-522279 . LINK ASSEMBLY, Elevator control. intermediate. i wag paz ο 1 i 
4B19M-S7-010 . . BUSHING, Press fit plain (NA)... . $e. τρ. τῷ μὲ Gee SO Ge ον 2 
-23 187-522278-5 . BELLCRANK ASSEMBLY, Elevator control lower. FR HEEL 1 
4B19M-S8-008 . . BUSHING, Press fit plain a 2.4» 24, fale s vest we tu Ce 
oe 4B19M-S4-006 . . BUSHING, Press fit plain (NA). . ............. 6 
-24 187 -522287-7 . BUSHING, Elevator control linkage . . .. . . , . , + , +0848 1 
-25 187-522277 . LINK ASSEMBLY, Elevator control lower . . . . . . . , . + . . 2 
HSBG4S . + BEARING (HLF). a . τς Mt al” «fav ah ed 2 
-26 187-522284 . CLEVIS, Elevator control lower link attaching νην, 2 
-27 187-522276-5 . ARM ASSEMBLY, Elevator control LH . . . . ss + + + + + + + x 1 
-28 187-522276-6 . ARM ASSEMBLY, Elevator control RH. a "M nw ο od Ee e i -ᾱ 1 
NAS50-68 - . RING, Internal retainer. . . . . . . . + + + + k ç + x è 1 
HSBG4S . BEARING (HLF). «bow ο Ὁ te Peay ear ee ee 1 
4B19M-S8-107 : BUSHING, Press fit plain (N). ........2.2.2222 1 
187-522286 š BUSHING, Elevator control arm. . . . . . . ο. DS 1 
-29 AN175-21 z BOLT S x34 des S. e ο ye! . erar Fax T è 2 
-30 AN174-11 . BOLT... Vs, ay uw. δα” UW . ο ο > ο ac SU w ο a> He 4 
-31 AN175-25 . BOLT. ο ο οκ Se. LOU. 1 9 A GTP H 
32 AN4-13A + BOLT 2 Lx 06x 42cm. eo «ο . 4. 6. ess as ο.” 1 
-33 AN960D! 16 . WASHER . Dare ejus . š . ο e ew ces e £ i T YF, 
-34 ΑΝΟΘ6ΟΡΗ161, ar WASHER iow Gi 9e Ins e Ν . 4 y C CE 3 
-35 AN960D516 a UWASHER 2-35 We. ed ὦ, «Ὁ. . š . Sa: Νες αρ... 8 
-36 AN310-5 . NUT. CN ES " . R "TII 3 
-37 AN310-4 . NUT. ei Nes ces I$ Par be AES m « ο . 5 νη δι ο te 4 
-38 AN363 -428 eT NUT He 1 εν eld νε se cate αλ BP reu e pt ο ο n; Ms 2 
-39 2W1-20-26-63 . - WASHER, Plain (NA). iuh ο «αὶ ob αμ sari ο μα» 2. 
-40 AN363 -524 » NUT. E š ὅπ ἐφ, aa N aa S, Dar E. 18S IU O W N τῷ * . 2 
-41 187 -522287-5 i BUSHING, Elevator control linkage . . . . . . . X uw qd H 


————————————M——————— Áo EEEE$ 


Revised 15 September 1953 


RESTRICTED . 133 


SECURITY INFORMATION — RESTRICTED 
AN 01-60JKB-4 
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Group Assembly Parts List 


EMPENNAGE (Cont) 


' H-181-21-2A 


FIGURE 68 - HORIZONTAL STABILIZER CENTER SECTION FITTING ASSEMBLY 


i MN MEEEMNENNENENEMEM M Lt e 


Feu κ PART UNITS USEABLE ON 
INDEX NUMBER NUMBER t 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
i 68 187-21402-5 FITTING ASSEMBLY, Horizontal stabilizer center section... . . Ref 
(see figure 67 for next assembly) 
-1 ANHHTA 6 ABOUT Pc ὁ, ο ls) ο ᾱ. ο ο 2 
-2 AN960DÀ 16L . WASHER... . š οκ... 
-3 187-58787 . GUIDE, Hydraulic stabilizer flight control cylinder . NA ¿ 1 
-à 187-21419 . LOCK, Horizontal stabilizer to actuating cyl attaching bolt . 1 
-5 187 -21418-19 . BUSHING, Horizontal stabilizer. . . . , + + +s + + s + + ee 4 
-6 187-21418-11 . BUSHING, Horizontal stabilizer. ... ... 2 wet csi es Voss s ME 
-T 187-21418-13 . BUSHING, Horizontal stabilizer. . . « . + + + + +s seose 6 
-8 187-21418-9 . BUSHING, Horizontal stabilizer. . . « , + + + + + + + + + + « 4 
-9 187-21418-7 ` BUSHING, Horizontal stabilizer. . . . . e es o . , e .... 8 
-10. 187-21418-5 . BUSHING, Horizontal stabilizer. . . . . + + + + + + + + eee 2 
-11 HSBG14SA . BEARING (HLF)... Wy cist ως 3 32 τς, τῷ VES suze S Imp we OO 
-12 187-21416 . BUSHING, Horizontal stabilizer bea: aring retaining. ...... 2 
-13 ' 187-21418-17 . BUSHING, Horizontal stabilizer. . LEE Lear age day abe lex ven ον αι δι τῷ 4 
'-14 AN200KS8 . BEARING. ¿ . - - +s < < so'o o do idu quu s τών LQ. ew W we] EVI ον US 2 
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ΑΝ 01-60JKB-4 


EMPENNAGE (Cont) 


Section... t1 


H-181-21-3 


FIGURE 69 - HORIZONTAL STABILIZER ASSEMBLY 


Group Assembly Parts List 


πουμε PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE i PER ASSY. CODE 
69 187-21002 STABILIZER ASSEMBLY, Horizontal (superseded by 187 -21002-51 for. Ref A-B 
future procurement - OK to use on ships noted) 
Í (see figure 67 for next assembly) ΄ : 
187-21002-51 STABILIZER ASSEMBLY, Horizontal (supersedes 187-21002 for. . . . Ref ς- 
future procurement) (see figure 67 for next assembly) 
-1 187-21130 + SEAL ASSEMBLY, Horizontal stabilizer inboard canted rib 5 Se 1 
ATTACHING PARTS 

-2 AN365-1032 . NUT. Cae ee a Ya Te cr Ce E E . r E ewe E EE 9 

-3 ΑΝΟΘΟΡΙΟ - e WASHER . . .. . .. ... ο”. v. ow LP GNE ECCE 9 

-4 AN960D10L ν.μ: 09. 74 vom ον ee Vo qs κ, - Le "e 9 o4 ὁ ον 9 

-5 AN3-11A . BOLT S. avrog. ai tus aet Su ο” dwnu o» Ws o» e e e ο ο ο "I . 9 

a --- 

-6 187-21401-3 - CAP, Horizontal stabilizer aft beam LH. . . . . . ome Aar aon te: ὃ 1 
187-21401-4 CAP, Horizontal stabilizer aft beam RH. . . . . . . é ibm ar S τῷ 1 AH- 
187-21418-3 . BUSHING, Horizontal stabilizer . . . . . . . . . . PEE 2 AA-AG 

-T 187-21418-3 "n BUSHING, Horizontal stabilizer . . . . . d tenes eMe a. dire 2 
187-21411-5 . RIB ASSEMBLY, Horizontal stabilizer inboard... . . . . . . . 1 A-B 
187-21411-51 + RIB ASSEMBLY, Horizontal stabilizer inboard . . | . ο ue cd 1 c- 
187-21418-15 * . BUSHING, Horizontal stabilizer . . . ο μα us ree d T το 1 AA-AG 

-8 187-21418-15 e + BUSHING, Horizontal stabilizer iB Fete ye S ML 7 WII va sa: “το 1 AH- 

-9 AN365-1032 . . WM A "Ac LL A 

-10 AN960D10L s WASHER 6 1 J a ὃν do ww ue vs e Jy NU Ὁ ο Wo cet ar οἳ a a? mex c b 

-11 AN960D10 o WASHER 202 1 2 0:0 21 0.50.08 o. o v s ° = ° w a + e s s + ν ο é 20 
187-21037 . RIB ASSEMBLY, Horizontal stabilizer station 37.404 hinge. . . 1 A-B 
187-21037-51 . RIB ASSEMBLY, Horizontal stabilizer station 37.404 hinge. . . 1 c- 

-12 187-21408 + . FITTING ASSEMBLY, Horizontal stabilizer station 37.50 hinge 1 

-13 AN3-6A κι δε, δὲ BOLT iv ay S Nal Q ολο duae τς ὁ ὁ Tel ὁ 19. e^ Ve a WU S 8 

-14 1B1985-015 a BUSHING, Press fit plain A ο ο αἱ Gee ee Swen p e 0 

-15 481985-008 * + . BUSHING, ‘Press fit plain (ΝΑ). . . . "XN ο ES 2 

: 187-21075 . RIB ASSEMBLY, Horizontal stabilizer station 15.945, `, S re. Q: 1  A-B 
187-21075-51 . RIB ASSEMBLY, Horizontal stabilizer station 74.945. ᾿ ES 1 c- 

-16 187-21410 - >» FITTING ASSEMBLY, Horizontal stabilizer station 75.00 hinge 1 

-17 AN173-6 €. w ^£ BOLT o ¿ š Z ae) $158 hee bo Q y ὦ wo es ium Q. le 4 

-18 1B1985-008 + + + BUSHING, Press fit plain (NA). M τα a e τιν ο 2 
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s 4 | i H-181-25-1 


FIGURE 70 - EMPENNAGE FILLET INSTALLATION 
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NUMBER 
181-25001 
181-25005 
187-25019 


SP1561-1032-12 


AN3-4A 
AN960D10L 
187-25013-1 
187-25013-2 
187-25003-1 
187-25003-2 
187-25015-3 
187-25015-4 


SP1561-1032-8 


ΑΝΟΘΟΡΙΟ  . 
AN365-1032 
AN3-5A 
187-25002-51 
187-25002-52 
187-25015-51 
187-25015-52 


SP1561-1032-8 


187-25012-1 
187-25012-2 
187-25017 
187-25001 -1. 
187 -25004-2 
187-25004-23 
187-25004-24 
187 -25004-25 
187-25004-26 
187-25004-15 
187 -25004-16 
901-3-7 
AN509-10R8 
187-25006-1 
187-25006-2 


187-25015-7 l 


187-25015-8 


SECURITY INFORMATION — RESTRICTED 
; ΑΝ 01-60JKB-4 : 


Empennage (see fig. 61 for nex 
Elevator and rudder cone . . . , 
Empennage fillet aft-canted . . . 
Flat head (SH) . . . . . . . . . . 


FILLET INSTALLATION, 
FAIRING ASSEMBLY, 
. FRAME ASSEMBLY, 
SCREW ASSEMBLY, 


PANEL, Horizontal stabilizer rotation fitting acces 
Horizontal stabilizer rotation fitting access v ὦ 
Fuselage to horizontal stab stub aft LH. 
Fuselage to horizontal stab stub aft RH 
Empennage fillet access door attaching LH. 
Empennage fillet access door attaching RH. 
Flat head (SH). ........, 


FAIRING ASSEMBLY, 
FAIRING ASSEMBLY, 


SCREW ASSEMBLY, 


PANEL ASSEMBLY, "Horizontal 
PANEL ASSEMBLY, 


Horizontal 
Empennage fillet 
Empennage fillet 

Flat head (SH). . . . ue 
Vertical stabilizer side forward 
Vertical stabilizer side forward 
Vertical stabilizer leadin 


SCREW ASSEMBLY, 
FAIRING ASSEMBLY, 
FAIRING ASSEMBLY, 
FILLET ASSEMBLY, 
DOOR ASSEMBLY, 
DOOR ASSEMBLY, 


FAIRING ASSEMBLY, Vertical 
FAIRING ASSEMBLY, 
Empennage fillet 
Empennage fillet 


EMPENNAGE (Cont) 


FIGURE & PART UNITS USEABLE ON 


PER ASSY. CODE 


NOMENCLATURE 


er 


Stabilizer stub forward L 
stabilizer stub forward RH. 


access door attaching . . 
access door attaching . . 


door assembly ... . . . 
door assembly . . . . 


eot 5 0 t ο» 5 5 “Q . ο 


stabilizer side aft RH. 
access door attaching LH 


stabilizer side aft LH. | 
access door attaching RH. 


t assembly) 


8 


LH. 
RH. 
g edge to 
Empennage fillets LH. . . . . . . .. 
Empennage fillets RH. . . . . . . . . 
Empennage fillets door assembly top LH. . 
Empennage fillets door assembly top RH , . 
Empennage fillets door assembly low LH. . 
Empennage fillets door assembly low RH . . 
Empennage fillets Ç 
Empennage fillets 
Safety (NA). . . 
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FUSELAGE 


FIGURE 71 - COMPLETE FUSELAGE ASSEMBLY 


Px 


FIGURE & PART 


INDEX NUMBER NUMBER 
T1 181-31001 


181-31001-51 

181-31001-101 
-1 181-315114 
-2 181-31602 

181-31602-101 
-3 181-31601 


181-31601-51 
181-31601-101 


138 


1 2 3 4 5 6 7 NOMENCLATURE 
FUSELAGE ASSEMBLY, Complete . . . ...-..- 
FUSELAGE ASSEMBLY, Complete . « . . sse 


FUSELAGE ASSEMBLY, Complete . 


PLUG ASSEMBLY, Fuselage station 236.25 upper longeron ; 


forward barrel nut 


FUSELAGE ASSEMBLY, Station 236-1/4 to station 410 aft . 

(see figure 96 for detail breakdown) 
FUSELAGE ASSEMBLY, Station 236-1/h to station 410 aft . 

(see figure 96 for detail breakdown) 
FUSELAGE ASSEMBLY, Fwd section sta O to sta 236-1/4 complete 
FUSELAGE ASSEMBLY, Fwd section sta 0 to sta 236-1/4 complete 
FUSELAGE ASSEMBLY, Fwd section sta 0 to sta 236-1/4 complete 


RESTRICTED 


UNITS USEABLE ON 
PER ASSY. CODE 


ο). αι UW ος n Ref AA-AK 
. Ref AL-B 
. Ref ς- 
1 Α-Β 
1 C- 
1 AA-AK 
1 AL-B 
1 ς- 
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FIGURE & PART 5 UNITS 


INDEX NUMBER NUMBER 
71 181-31101 
181-31101-51 
181-31101-101 
“4. 181-73505 
181-31148 
-5 181-56805 
.-6 181-56806 
181-56808 
-7 AN3-26A 
-8 AN3-20A 
. -9 AN960D10L 
-10 AN365-1032 
-11 181-69003 
-12 181-53440 
-13 181-53426 
-14 181-53428 
-15 AN509-10R14 
-16 AN509-10R15 
A 181-31004 
-18 181-31005-1 
181-31005-2 
L 
-19 181-31164-5 
4B19B6-022 
-20 181-31165 
181-31140 
-21 181-31122-5 
-22 181-31122-3 
-23 140-31049-3 
-24 140-31030-3 
-25 AN393-9 
-26 AN393-11 
-27 ΑΝΟΘΟΡΙΟΙ, 
181-56746 
- -28 NAS376-2 
-29 181-52409-1 
181-52409-2 
-30 4B20B12 -006 
-31 4B191312-006 
-32 . 4B19B10-006 
4B20B10-006 
-33 181-52424-1 
181-52424.2 
RL28SB8 
RD?06SH65L 
-34 AN4 -6A 
-35 AN960D16L 
-36 AN365-428 
181-31801 


181-31801-51 
181-31851 
181-31896 
181-34001 
181-43001 
181-48031 
181-51031 
. 181-52031 
181-53304 
181-56801 
181-58019 
181-71131 
181-73301 
181-7031 


Revised 15 September 1953 


e c 9 we ο ὁ ο 


SECURITY INFORMATION — RESTRICTED 
AN O1-60JKB-À 


FUSELAGE (Cont) 


2 3 4 5 6 7 NOMENCLATURE 


. FRAME ASSEMBLY., 
complete (see figure 72 for detail breakdown) 

FRAME ASSEMBLY, Fuselage station 0 to station 235-1/4 
complete (see figure 72 for detail breakdown) 

. , FRAME ASSEMBLY, Fuselage station O to station 235-1/4 
complete (see figure 72 for detail breakdown) 

PLATE ASSEMBLY, Pilots front armor . . woe usr ο «δν Maes 

BRACKET ASSEMBLY, Fuselage nose cover support RH . . . 


BLOCK, Barrier guard upper bearing ,....... 
i BLOCK ASSEMBLY, Barrier guard lower bearing . 
BEARING, Barrier guard block shoulder . , whore 
τ..." 40 4s ιν, νυν ES 
v € BOLT ο (04 xg. ὃς αι e (erg ux digo G ὃς gs τὸ. ὦ 
tow WASHER: uon αν ο ο ο... 
κ ote oe ο ο ris αλ... she qs 
SUPPORT, MK 11 Mod 1 sight head . p 


NOZZLE ASSEMBLY, 
INSERT, Heat and vent system windshield anti-1ce . . . 
INSERT, Heat and vent system windshield anti-ice L 
SCREW co) tom ο ο "mp olco time th ak a S a ge RUD a κ 
SCREW < Q ν < 69 vov . 
DOOR ASSEMBLY, Fuselage 
? (see figure 94 for 
DOOR ASSEMBLY, Fuselage 
(see figure 93 for 
- DOOR ASSEMBLY, Fuselage 
(see figure 93 for 
FITTING ASSEMBLY, 


ee 9 t 9 n n ο 


nose upper access , . . 
detail breakdown) 

nose lower side LH . . . . . . 
detail breakdown) 

nose lower side RH . . . . . , 
detail breakdown) 


BUSHING, Press fit plain (NA) . . P ETE Ρ 
BRACKET ASSEMBLY, Fuselage station 53 lower door ` 
. BUSHING, Fuselage nose lower door station EX Rcge 
. CABLE ASSEMBLY, Fuselage lower access door support . . 
. CABLE ASSEMBLY, Fuselage lower access door support . . 
. SPRING, Ammunition access door cable ΝΙΛ 
. HOOK, Ammunition access door cable spring . .. ... 
Μο X Ὁ ο ο ο κ Neha ee νο α ah OL Wieso ᾧ 
s= ἘΝ ο ο om aay toy erage ἀπ μοι ay de " 
.. WASHER .. : ` . 


BRACKET ASSEMBLY,  Arresting gear control system fuselag 
, Station 51-7/16 pulley 
+. PULLEY, Secondary control . . . . . . .' (iC fe ee 
. SUPPORT ASSEMBLY, Pilots brake pedal adjustment torque 
tube and bellcrank LH I 
. SUPPORT ASSEMBLY, Pilots brake pedal adjustment torque 
tube and bellcrank RH 


+ + BUSHING, Press fit flanged (NA) . . DE 
+ + BUSHING, Press fit plain d "o vs ce š 
BUSHING, Press fit plain (NA) . . , ar er es ul 
+ + BUSHING, Press fit flanged (NA) . . . . . . . . . . 
STOP, Pilots brake pedal LH . . .. κ . . . 
STOP, Pilots brake pedal RH . "m . . . . 
RING (ROSN) . . . . . . ... m ο” 
INSERT (ROSN).. š ο. , n i 
BOLT ^2 b du ei gu qr anni eMe ce ok bete wah wisis 
WASHER. “se icf eee. a) Ad a IUE e cd š Ἐν cfe 
NUT eu. ο ο ο μα Con ideni aV hes 
. MECHANISM INSTALLATION, Cockpit canopy enclosure . . , 


(see figure 102 for detail breakdown) 
MECHANISM INSTALLATION, Cockpit canopy enclosure . , . 
(see figure 102 for detail breakdown) 
WINDSHIELD INSTALLATION, Cockpit enclosure . . . . . , 
(see figure 101 for detail breakdown) 
WIPER INSTALLATION, Cockpit enclosure windshield ο 
(see figure 99 for detail breakdown) 
ALIGHTING GEAR INSTALLATION, Auxillary... 
(see figure 255 for detail breakdown) 3 
ENGINE CONTROLS INSTALLATION . ag Oe E ος 
(see figure 279 for detail breakdown) 
FUEL SYSTEM EQUIPMENT INSTALLATION, Forward fuselage . 
complete (see figure 110 for detail breakdown 
INSTRUMENT SYSTEM EQUIPMENT INSTALLATION, 
(see figure 122 for detail breakdown ) 
-SURFACE CONTROL INSTALLATION, Forward fuselage .... 
(see figure 131 for detail breakdown) 
HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION ,. 
| antl-ice defrost (see fig. 
. BARRIER GUARD INSTALLATION . . . W τρ. ὡς ey τῷ ο ὦ T 
(see figure 268 for detail breakdown) 
HYDRAULIC MATING INSTALLATION, Fuselage station 53 . . 
(see figure 176 for detail breakdown) : 
- RADIO EQUIPMENT INSTALLATION, Fuselage station O to . 
station 236 (see fig. 235 for detail breakdown) 
OXYGEN SYSTEM EQUIPMENT INSTALLATION, Complete . 


Windshield 


(see figure 23! for detail breakdown 
RADAR EQUIPMENT INSTALLATION, 


RESTRICTED l 


Fuselage station O to . 


Fuselage station 27.25 lower door latch 


9 
e 


. 


150 for detail breakdown) 


Section. 11 


Fuselage station O to station 235-1/À . . 


Heat and vent system windshield anti ice 


Group Assembiy Parts List 


USEABLE ON 

PER ASSY. CODE 

l1  AA-AK 

1 AL-B 

1 0- 

1 

1 

1 

1 

1 

8 

1 

6 

3 

1 

1 

1 

1 

4 

2 

1 

1 


9. >= * * 9 9 s s s + ο 


Forward fuselage 
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Section ΙΙ. SECURITY INFORMATION — RESTRICTED 
Group Assembly Parts List AN 01-60JKB-h 


FUSELAGE (Cont) 


H-181-31-3A 


FIGURE 72 - FUSELAGE STATION O TO STATION 236-1/4 FRAME ASSEMBLY 


110 RESTRICTED Revised 15 September 1953 


` SECURITY INFORMATION — RESTRICTED 


ΑΝ 01-60JKB-4 
FUSELAGE (Cont) 


Section ΙΙ . 
Group Assembly Parts List 


FIGURE & PART UNITS ^ USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 ό 7 NOMENCLATURE d PER ASSY. CODE 
72 Š 181-31101 FRAME ASSEMBLY, Fuselage station O to station 236-1/h. . . . . Ref AA-AK 


181-31101-51 
181-31101-101 
181-31603 
181-31603-101 


-ᾱ 181-31604 
181-31604-40 
181-31604-50 

+3 181-31605 

` 181-31605-51 
181-31605-101 

-4 181-34572-5 
4B20-56-007 
181-73501 

-5 181-73503 

-6 181-73502 

-7 181-53094-1 

-8 181-53094-2 

-9 181-53259 

-10 181-31349 

-11 181-318115-19 

-12 AN815-4D 

-13 AN822-4D 
181-33787 

-14 NAS376-2 

I 181-56745 

-15 AN210-1B 
181-33769 

-16 AN210-2B 
181-33786 

-17 AN219-2 
181-53292 

-18 181-53132 

-19 4B18-6-64 

-20 181-53128 

-21 181-53129 

-22 - 181-53127 

-23 79-028-125-0750 

-24 79-028-125-0500 

-25 1811-53292 -27 

-26 AN23-10A 

-eT AN364-1032 

-28 AN960D10 K 

: 181-58020 
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(see figure 71 for next assembly) 
FRAME ASSEMBLY, Fuselage station 0 to station 236-1/4. 
(see figure 71 for next assembly) 
FRAME ASSEMBLY, Fuselage station O to station 236-1/4. 
(see figure 71 for next assembly) 
. FUSELAGE ASSEMBLY, Station O to station 53 
(see figure 73 for detail breakdown) 
FUSELAGE ASSEMBLY, Station O to station 53 
(see figure 73 for detail breakdown) 
FUSELAGE ASSEMBLY, Station 53 to station 131 complete 
(see figure 75 for detail breakdown) 
FUSELAGE ASSEMBLY, Station 53 to station 131 complete 
(see figure 75 for detail breakdown) 
. FUSELAGE ASSEMBLY, Station 53 to station 131 complete 
(see figure 75 for detail breakdown) 


complete 


complete 


AL-B 
σ- 
A-B 


σ- 


AA-AK 


AL-B 
C- 


. FUSELAGE ASSEMBLY, Station 131 
(see figure 87 for detail 

FUSELAGE ASSEMBLY, Station 131 

: (see figure 87 for detail 
. FUSELAGE ASSEMBLY, Station 131 
(see figure 87 for detail 


to station 236-1/2 complete. . 1 AA-AK 
breakdown) 

to station 236-1/2 complete. . 1 
breakdown) 

to station 236-1/2 complete. 
breakdown) 


AL-B 
σ- 


SUPPORT ASSEMBLY, Auxiliary alighting gear wheel door 
. BUSHING, Press fit flanged (NA). . . . . . . . 
PLATE INSTALLATION, Pilots rear armor . . . . . . 

. "ARMOR PLATE, Pilots lower rear . . . . . . . . . . 
ARMOR PLATE, Pilots upper reap . . . . . . . . 
RAIL, Pilots ejection seat guide LH. . 
RAIL, Pilots ejection seat guide RH. . 

- HANDLE ASSEMBLY, 

SPACER, Fuselage canted station 115 seat rail lower . 

.LINE ASSEMBLY, 
"UNION. 40$ ο 5 ο eB W m x war le ow oV oS e Y ut ig 
ELBOW; I ος; τα, hon ο e arce Te us Go ces gr yu 
BRACKET ASSEMBLY,  Alighting gear emergency 
fuselage station 50 pulley 
+ + PULLEY, Secondary. . . . . . 
- BRACKET ASSEMBLY, Arresting gear 
station 49-9/16 pulley 
ey Sor απο 602 wok ow Eee NE wg ey ee ne 8 2 
. BRACKET ASSEMBLY, Alighting gear emergency release 
fuselage station 128-1/2 pulley 
PULLEY. . . 


ee ee 


release 


. . . 


- BRACKET ASSEMBLY, Alighting gear emergency release system 


fuselage station 51-5/8 pulley 
s PULLEY o- $74 2» ο ο ο m Q 'ννννἮνννν 
SHAFT ASSEMBLY, Canopy initiator firing switch. 
+ SHAFT, Canopy initiator firing . . . . . .. 
. BUSHING, Shoulder (NA)... 
. BELLCRANK ASSEMBLY, 
- BELLCRANK ASSEMBLY, . 
. CAM, Canopy initiator firing . . . . . . . . 
. , ROLLPIN [5 ΕΙ ΙΝ νε 
. ROLLPIN EN EE 
. ARM, Shelf assembly canopy initiator firing switch 
s BOBTS We uw! νων ο Ην 
CES DU MD" Ic c 
. WASHER. . . . . . . . . ο» 
- HYDRAULIC MATING INSTALLATION, 
156 RH side (see figure 192 for detail breakdown) 


Canopy initiator firing 


9. 0 9 9 c] 9 ο 9$ 9 ὁ ο ο 


RESTRICTED 


Canopy initiator firing outboar 


cylinder 


d 


Pilots ejection seat catapult release 


. 


Cockpit enclosure canopy emergency system. 


system 


control system fuselage. 


system 


Fuselage station 131 to sta. 


9 5 es 


= 
M 


= 
oO 
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SECURITY INFORMATION — RESTRICTED. 
AN 01-60JKB-! 


Section ΙΙ. 
Group Assembly Parts List 


FUSELAGE (Cont) 


: H-181-31-8^ 


PIGURE 73 - STATION O TO STATION 53 COMPLETE FUSELAGE ASSEMBLY 
RESTRICTED Revised 15 September 1953 
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FIGURE & PART : ———s A< ————.——. .— ——— MM 


INDEX NUMBER 


NUMBER 2 3 4 5 6 7 NOMENCLATURE CODE 
181-31603 FUSELAGE ASSEMBLY, Station O to station 53 complete . . . . . . Ref 


-10 
-11 
-12 


-14 
-15 
-16 


181-31603-101 


181-31112 
181-31112-101 
181-31114 
181-31114-101 
181-31113 
181-31113-101 
181-74113 
181-31114-3 
181-31114-7 
181-31114-11 
181-31114-9 
AN509-8R10 
AN960D8 

ΑΝ365 -832 
8C3-1-05 
AN509-10R7 
AN509-10R7 
AN509-10R10 
AN509-10R11 


SECURITY INFORMATION — RESTRICTED 
AN 01-60JKB-4 


FUSELAGE (Cont) 


(see figure 72 for next assembly 


FUSELAGE ASSEMBLY, Station 0 to station 53 complete ..... 


(see figure 72 for next assembly) 
FUSELAGE ASSEMBLY, Fuselage station O to station O γον bre τ 
FUSELAGE ASSEMBLY, Fuselage station O to station D 3o μμ 


. FAIRING ASSEMBLY, Fuselage sta O to sta 15 nose complete 
. FAIRING ASSEMBLY, Fuselage sta O to sta 15 nose complete 


Section. 11 _ 
Group Assembly Parts List 


PER ASSY. 


UNITS 


. Ref 


- + FAIRING ASSEMBLY, Fuselage station 0 to station 15 nose 


+  RADOME ASSEMBLY, AN/APG30 radar antenna . . . , , 
DOOR ASSEMBLY, Fuselage sta O to sta 15 nose fairing 


: - GLASS, Fuselage sta O to sta 15 nose fairing door 


ο SCREW ¿+ ο a BLS aces cx UV μ Πρ μα. 
s< ΕΣ PMASHBR: CI aei Eoi 4 εί ο oos ORUM ος 
s κ NUD 209 V ο mien). Rm dm ey Me. ρος 
+ + COVER, Bolt access (NA) . . . .. . .. μυ 
oe Se SCREW uv τὰς δι ο δν ve TEE Ve e lw ag he ο) 
SCREW MN PIC MN 
ΑΟ iuh MEY ehe sto se haw νυν νιν, 
SCREW . .. ET s s dvi 


+ FAIRING ASSEMBLY, Fuselage station 0 to station 15 nose 


DOOR, Fuselage station O to station 15 nose fairing. 
. GASKET, Fuselage sta O to sta 15 nose fairing door 


` * * * s * + + + 


e a e @ e 9 o ο 5; 


LH 


. 


. 
. 
. 
. 
. 
. 
` 


181-31115 . DUCT ASSEMBLY, Fuselage sta 15 to sta 53 upper half * 
181-31115-101: . DUCT ASSEMBLY, Fuselage sta 15 to sta 53 upper half « 
181-31116 -. DUCT ASSEMBLY, Fuselage sta 15 to sta 53 lower half š 
181-31116-101 - DUCT ASSEMBLY, Fuselage sta 15 to sta 53 lower half . a 
181-31151 ^ BEAM ASSEMBLY, Fuselage sta 15 to sta 53 LH wheel well. 
. ! (see figure 74 for detail breakdown) 
181 -31152 BEAM ASSEMBLY, Fuselage sta 15 to sta 53 RH wheel well 

š (see figure 74 for detail breakdown) 
181-31123 + + WEB ASSEMBLY, Fuselage lower longeron to duct left Se s 
181-31124 - . WEB ASSEMBLY, Fuselage lower longeron to duct right .. 
181-31120-3 + + + FITTING, Fuselage sta 53 lower longeron forward LH . 
181-31120-4 * + + FITTING, Fuselage sta 53 lower longeron forward RH , 
181-31009-1 - + + DOOR ASSEMBLY, Fuselage forward gun snubber access LH 
181-31009-2 + + . DOOR ASSEMBLY, Fuselage forward gun snubber access RH 
9C1-2-7 + + e . CHAIN, Safety (NA $258 19. lec ο ο) φ) ῳ.. Re wl cd. se 
181-31009 -7 + + + . GASKET, Fuselage forward gun snubber access door , 
NAS221-10 “ss . SCREW, Brazier head Phillips recess . . . . . . . .. 
AN960D10 lues DeL WASHER: E. οι σι a ce Sg oad e RO RO ies e μα ο”... A 
181 -31123-17 + + + SEAL, Fuselage lower longeron to duct web left .., 
181-31124-17 + + . SEAL, Fuselage lower longeron to duct web right... 
181-31117-1 - `.  LONGERON ASSEMBLY, Fuselage sta 15 to sta 53 upper LH . 
181-31117-2 + + LONGERON ASSEMBLY, Fuselage sta 15 to sta 53 upper RH 
181-31119-5 - + FITTING ASSEMBLY; Fuselage sta 53 upper longeron fwd 
181-31119-6 + + FITTING ASSEMBLY, Fuselage sta 53 upper longeron fwd RH 
181-31139 + + . BUSHING, Fuselage upper longeron sta 53 fwd fitting. 
181-31131 . FRAME ASSEMBLY, Fuselage sta 27.250 lower LH... , ues 
181-31132 . FRAME ASSEMBLY, Fuselage sta 27.250 lower RH . . . . . . 
181-31131-5 + + + SEAL, Fuselage sta 27.25 lower frame IH . . . . . . 
181-31132-5 + + > SEAL, Fuselage sta 27.25 lower frame RH ce SS od. ir tg 
181-31194 - + INTERCOSTAL ASSEMBLY, Fus sta 33.312 to sta 42.188 lower 
4B20M-S14-010 e» "s BUSHING, Press fit flanged (NA) . .... Gan een 
181-53552-1 + . HINGE, Heat and vent system upper bkt gun purge door LH 
181-53552-2 + + HINGE, Heat and vent system upper bkt gun purge door RH 
181-53557-1 - . HINGE, Heat and vent system lower bkt gun purge door LH 
181 -53557 -2 - + HINGE, Heat and vent system lower bkt gun purge door RH 
181-53561-1 + + SEAL, Heat and vent system gun bay air purge door aft LH 
181-53561-2 * + SEAL, Heat and vent system gun bay air purge door aft RH 
181-53563-1 - + SEAL, Heat and vent system gun bay air purge door fwd LH 
181-53563-2 . SEAL, Heat and vent system gun bay air purge door fwd RH 
181-31006 . DOOR ASSEMBLY, Fus sta 20.3 aux nose gear trun pin access 
9C1-2-3 - . CHAIN, Safety (NA)... . . . . e lr. 
16023 £g (CAMPS (MAR) e a lom 5 ge cw ce dv ον ὃν S e. «6η he er y. ᾧ 

ATTACHING PARTS 
AN3-HA fe, μα co ο ο tak Be eee KL ut PME web SoG . 
AN960D10 a. “WASHER Du eX at oi gal eu rasta de vef Jae ue νίαν ME 
AN365 -1032 m [UN DL" ᾽ν νυν, όν ue ç 

Sa aa as Ë. 

181-51111 INSTRUMENT EQUIPMENT INSTALLATION, Fuselage sta 33 to sta 53. 


181-53307-1 & -2 
181-54111 
181 -58005 , 


181-58016 
181-71111 
181-74111 


(see figure 125 for detail breakdown 


HEAT & VENT SYSTEM EQUIPMENT INSTALLATION, Gun bay purge air. 


door LH & RH (see figure 149 for detail breakdown 


ELECTRICAL EQUIPMENT INSTALLATION, defer sta O to sta 53 


(see figure 155 for detail. breakdown 
HYDRAULIC EQUIPMENT INSTALLATION, Fuselage station O to. . 
Station 53 forward access compartment RH and LH 
(see figure 213 for detail breakdown) 
HYDRAULIC EQUIPMENT INSTALLATION, Auxiliary alighting gear 
sta O to sta 53 (see fig. 212 for detail breakdown) 
RADIO EQUIPMENT INSTALLATION, Fuselage sta O to sta 53 
(see figure 235 for detail breakdown) 
RADAR EQUIPMENT INSTALLATION, Fuselage sta O to sta 53 
(see figure 243 for detail breakdown) 


. =. pg 
PREP HE RPWNNE HB ΟΟΟΟΟΟΠ! π! PP = 


For PP NPP RPE PRE EE PEE PPP πον p 


Ref 
Ref 
Ref 
Ref 


Ref 
Ref 
Ref 
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Section. II SECURITY INFORMATION — RESTRICTED 


Group Assembly Parts List AN 01-60JKB-4 


FUSELAGE (Cont) 
uu TTS a 


—— 


ἵνα 


B μα. 


81-51 -20Α 


8 21 P 9 f 


"2 
FIGURE 7! - FUSELAGE STATION 15 TO STATION 53 LH AND RH WHEEL WELL BEAM ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 ó 7 NOMENCLATURE PER ASSY. CODE x 
T 181-31151 . BEAM ASSEMBLY, Fuselage station 15-53 LH wheel well. . . . . . . Ref 
(see figure 73 for next assembly) 
181-31152 BEAM ASSEMBLY, Fuselage station 15-53 RH wheel well. . . + + + ° Ref 


(see figure 73 for next assembly) 


-ι 181-34121-5 . FITTING ASSEMBLY, Auxiliary gear LH trunnion. . e. s e « . 1 
181-34122-5 . FITTING ASSEMBLY, Auxiliary gear RH trunnion. . . . + + e. 1 
-2 181-34121-3 . . PITTING, Auxiliary gear LH trunnion. . . . . + + * * * * * 1 
181-34122-3 ` . FITTING, Auxiliary gear RH trunnion. . . e e + + + ee » 1 
-3 181-34131-5 . FITTING ASSY, Aux alighting gear drag brace trunnion left . . 1 
181-34132-5 . FITTING ASSY, Aux alighting gear drag brace trunnion right. . 1 
-4 181-34131-3 . . FITTING, Aux alighting gear drag brace trunnion left... 1 
181-34132-3 | . FITTING, Aux alighting gear drab brace trunnion right. 2 1 

-5 120-3314 ` i BEARING ASSEMBLY, Main LG side brace outbd pivot LH... . 1 A 
142-33139 . . BEARING ASSEMBLY, Main LG side brace lower RH. . ` EC 1 
-6 181-34123 "| RETAINER, Auxiliary gear LH trunnion bearing . . . . . + * 1 
1811-34124 > . RETAINER, Auxiliary gear RH trunnion bearing . ο d yd 1 
-7 AN509-10R10 2. . SCREW. . . 4 + e + + + s + 4 s -- ος h 
-8 AN960D10 . ^. WASHER. . « « 4 + +s s > s © + om t t t! t s ° | ° ° ° "ROTE h 
-9 AN365-1032 . » NT. νην. a a NE, Ce SE RE a UR OR 4 
| -10 ` 181-31106 ` FITTING, Fuselage station 53 wheel well lower RH. . . . . + >` 1 
-11 181-34533 ` BRACKET ASSEMBLY, Aux alighting gear emer release support . . 1 
-12 181 -34536 š . . BUSHING, Aux alighting gear emer release support bracket . 1 
-13 NASH28K3-10 . . BOLT, Adjust crowned hex head. ge Ss kal te, fe RL wy ue ο 
-14 AN315-3 . κ ἘΠ. < < + s κας κ. “a ο C Ἡ a ο ee cd ος °. 4 
-15 AN3-7A . BOLT . . < < + < ο. © © © ο oe Set visuris ον ιο Ὁ 2 
-16 AN3-6A . BOLT. Eo» eo Q ο €. 19D 09.6 U l e ος WO ὃς ος Ve limo [i δη esc δι soos le 1 
-17 AN960D10L . WASHER... . e J ee ee om om o] G< omo] or om mon m t] n t t! t1] n8 6 
-18 AN365-1032 s; NUT. 4 4 - +< «4.1 o o * wo. 4 -ᾱ-- ο, Be ah tel “wees fates gon 6. eal ᾱ 3 
-19 AN4-10A . BOLT . . . 2o s e e eo mom om m m9 mm fmc sU e R a tnt 6 
-20 AN4-11A μι”. Rho 99 m et 9h ΘΝ mot nn 6 
-21 ANQ60D416 Z WASHER . . . 4 ee ee ee ee omm 9 o SU S: o] n f t n tt ng ng. 24 
-22 AN365-428 "νυν, ο ο ο νᾶ, e ο 12 
-23 AN5-13A . BOLT. PMCID E I E A E EE 1 
-24 AN5-11A . BOLE à o 1049 ee Ὁ X Go de doge Ce cw SET e Us n 1 
-25 AN960D516 . WASHER? . : 4 s e 2e el ο e m ih mom mom e Tm uns a a m e 4 
-26 AN365-524 . NUT. . - e o quo OX οκ αἱ ανα N κ δν κ Sum δν o da κ 2 
181-56798 ` BRACKET ASSY, Arresting gear control sys fus sta 46 pulley. . 1 
-27 AN210-2B »i . + PULLEY. T use u Ge ve Cue ο Bic ien ο ο ο ο... 2 
-28 ANA? -6 ^ BOLT. . . .. « «4 s e 5ο ο La t tm t! ng ος dm vum e IS cet nes is 1 
-29 AN960D10L ` WASHER . . » e + + + + + + * m fm * ° tÀ c ° ete Sener, facets a 
-30 ANO60D10 . WASHER... - + = + + © * © * t * ng l W “Ὃ m ΦΥ uu Seige «δὲ ZW 1 
AN365-1032 a NUT... « ο ee ο ee ee NE " SERERE" 5 1 


ο. RESTRICTED Revised 15 September 1953 


SECURITY INFORMATION = RESTRICTED . Section. rr — 


-6 -4 i 
ΠΗΡΕ Group Assembly Parts List 
FUSELAGE (Cont) 


FIGURE & PART . UNITS USEABLE ON 
INDEX NUMBER NUMBER 1:2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
T5 181-31604 FUSELAGE ASSEMBLY, Station 53 to station 131 complete. . . . . . Ref AA-AK 
(see figure 72 for next assembly) * 
181-31604-40 FUSELAGE ASSEMBLY, Station 53 to station 131 complete. . . . . . Ref AL-B 
(see figure 72 for next assembly) 
181-31604-50 FUSELAGE ASSEMBLY, Station 53 to station 131 complete. . . Ref 
i (see figure 72 for next assembly) 
-1 181-31039 . DOOR ASSEMBLY, Fuselage sta 116.125 to sta 125.5 inverter . . 1 
-2 H5000-064 -142 . . LATCH ASSEMBLY, Torsion spring type [ΜΕ WU ee ie asap sas n 
7-3 H5000-064-125 . . LATCH ASSEMBLY, Torsion spring type (HWL). -- 9 - 2 
~4 98265020.160 κ, ο. STUD 4 (UC) em Me Pel as ο S ah xe, tino ux μα ed crie i sore 6 
99836 is atis PIN QUO) Aa ο re up eR Sale). tah Can νη adh NC ο 6 
-5 181-54607 . SUPPORT ASSEMBLY, Fuselage sta 116-1/8 to 125-1/2 inverter. 1 
ATTACHING PARTS Š 
-6 NAS221-9 . SCREW, Brazier head Phillips recess . . . . . . . . + . 3 
-T AN960D10 . so WASHER αμ... ος ο ee Su WV ROUX IE ο oU a Gn CETUR 3 
πω M assi 
-8 181-54607-11 . . HINGE, Fuselage sta 116-1/8 to 125-1/2 inverter support. . 1 
-9. 181-54607-13 '. . HINGE, Fuselage sta 116-1/8 to 125- 1⁄2 inverter support, ; 1 
-10 AN253-4-700 e cen BIN ew š «cw ἄν, Q QW ὦ W^ Seo Le e 1 
-11 70-0101 - . LATCH ASSEMBLY; Quick change (MAPN). PO qo ος 1 
181-31211 . FUSELAGE ASSEMBLY,, Station 53 to station 131. vhs ew XE Z€ 1 AA-AK 
181-31211-40 . FUSELAGE ASSEMBLY, Station 53 to station 131. s. f Q kay £s 1 τ 
181-31211-50 . FUSELAGE ASSEMBLY, Station 53 to station 131. is ake tet ue ose -ᾱ 1 
-12 181-48074 . . DOOR ASSEMBLY, Pressure fuel filler. . ον αμ“ 1 
-13 H5000-064 -064 . . . LATCH ASSEMBLY, Torsion spring type (HWL) . . . . . .. 2 
-14 181-48075 . . . HINGE ASSEMBLY, Pressure fuel filler door . . . . . H 
181-48075-3 + + . + HINGE, Pressure fuel filler door... m Ç 1 
181-18075-5 - +< . . HINGE, Pressure fuel filler door . . . . . ots P 1 
š 181-18075-7 - + . . PIN, Pressure fuel filler door hinge . . . . . . " 1 
-15 181-31045 - . DOOR Της Fuselage sta 124 control access LH. . . š 1 
-16 ΑΝΗ- ΤΑ e . BOLT.... inis ο ism ο ene eee? o RII ος Cw) wats T 
-17 ANH -5A z; ° i BOLT 35 cob Ave ος om, Wo 8, φις ᾱ ὧν ¿Q τς aE e escort in was 13 
-18 AN960D416 i 4. SWASHER αν v Mete v cul e. te νο Aen Vi οὖ; πὸ AL oe ο ο. 
-19 AN365-428 ` v9. ο μι nas: cate τα ρα os š 2 
-20 181-31044-1 . . STEP, Fuselage station 85 pilots entrance LH . . ade, % 1 
181-31044-2 . . STEP, Fuselage station 85 pilote entrance RH. . ς΄ x š 1 
-21 181-312133 . + SPRING, Tension. . . . " ΝΥ a howd š s 2 
-22 ANH -6A ο BOLT. eh se a ο ο ας P s di are ce: ος 5 4 
-23 AN960D416 s Ne -WASHERS 03 oy edo a φον ο ο ο lw TETUR ες, “ο (ο CR ese Z ç 4 
-24 4B21S4-010 - + SPACER, Bushing (NA) V. νὰ fad “eee st Ἔα ° ο. 4 
-25 AN960D616 . WASHER. "ra " " PEE . 4 
-26 181-31034 . . DOOR, Fuselage sta 62. 625 to 71.75 airstream direction ERA 1 
detector 
j AN509-10R10 "NND uuo cT E 
-27 181-31043 . . DOOR, Fuselage station 53 to 62.625 air bottle access. .. 1 i 
AN509-10R10 as te. ΟΠΕ, ai ο. ὦ. οἱ δον ο ο ο sC Vere) Se eee τα, se ZK τῷ ob Me, 9 
-28 181-31042-1 - . DOOR ASSEMBLY, Fuselage gun blast tube access LH. . . . . 1 l 
181-31042-2 . . DOOR ASSEMBLY, Fuselage gun blast tube access RH..... 1 
-29 181-312125-1 Hai HINGE, Fuselage gun blast tube door LH. . . . , . . + . - 1 
181-312125-2 " . . HINGE, Fuselage gun blast tube door RH... Star νο 1 
-30 H5000-094 -072 E LATCH ASSEMBLY, Torsion spring type (Run). eue red at fe 2 
-31 AN393-75 το» de ορ Επ eel we eee αλα "NOE EE" — 4 
-32 AN960D10 . . WASHER. . . . ore "τῷ, "εν Ye: 4 
-33 181-31070 . . SPRING, Fuselage gun blast tube door hola open QC a Ὁ . -2 
-34 181-31040-1 - + DOOR, Fuselage station 53 to 71.75 brake cylinder access » 1 
181-31040-2 - . DOOR, Fuselage station 23 to 71.75 brake cylinder access . 1 
AN509-10R10. . ο» SCREW . . . . ο . 108 
-35 181-31048 - . DOOR ASSEMBLY, Fuselage station 53 £o 71.75 gun charger RH 1 
-36 AN931-3-12 0 Se -ᾱ- GROMMET: τι SOA se) Da E kp a ας qm a «16 
AN509-10R7 . . SCREW... et ga Ist ο node oP) Orch Ὃν fe ets Su eo on Ἡ 
-37 181-31069 - . DOOR ASSEMBLY, Fuselage station 62.625 to 71.750 gun . . . 1 
charger access RH 
-38 181-312203-1 - + + HINGE, Fuselage station 62.625 to 71.750 access door RH 1 
-39 181-312203-2 . . < HINGE, Fuselage station 62.625 to 71.750 access door RH 1 
-40 H5000- -064-.125 . . . LATCH.ASSEMBLY, Torsion spring type (HWL) . x 2 
E 181-31211-81 - + PIN, Fuselage assembly station 53 to station 131 access. . 1 
door hinge : 
-42 181-312201-1 . + HINGE, Fuselage station 71.750 gun charger access door RH. 1 
-43 181-312201-2 © . HINGE, Fuselage station 71.750 gun charger access door RH. 1 
-44 181-31036 . . DOOR ASSEMBLY, Fuselage 5ta 71.75 to 81.296 case and link. 1 
I RH 
-45 181-31036-13 . . . HINGE, Fuselage station 71.75 to.81.296 case and link. 2 
door RH 
AN253 -4-767 o νοῶν, ος T qe Wee Ee ο ο ο D: 
-46 H5000-.064-.115 £ . . LATCH ASSEMBLY, Torsion Spring type uy wiles S od ην. 3 
-47 H5000-.064-.096 - + . LATCH ASSEMBLY, Torsion spring type (HWL) . . . s 1 
-48 181-31061-1 - . DOOR ASSEMBLY, Fuselage station 116.125 to 125.5 link; EP 1 
181-31061-2 - . DOOR ASSEMBLY, Fuselage station 116.125 to 125.5 link. ; 1 
-49 181-31061-13 - . . HINGE, Fuselage station 116.125 to 125.5 link door. . . 2 
AN253-4-769 a 3-64 VPINICOS cae " ie 2.45 m ae € s rg 1 
-50 H5000~064-125 | | . LATCH ASSEMBLY, Torsion spring type pr). e: E 
-51 H5000-064 -115 - + . LATCH ASSEMBLY, Torsion spring type (HWL) . < - 3 
-52 181-31035 - . DOOR ASSEMBLY, Fuselage sta 71.75 to 81.296 case and link. 1 
LH 
-53 181-31035-15 . . .. HINGE, Fuselage sta 71.75 to 81.296 case and link door. 2 
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FIGURE 75 - STATION 53 TO STATION 131 COMPLETE FUSELAGE ASSEMBLY 
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SECURITY INFORMATION = RESTRICTED Section 1 _ 


š ; AN 01-60JKB-h Group Assembly Parts List 


FUSELAGE (Cont) 


FIGURE & PART UNITS USEABLE ON 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE ` PER ASSY. CODE 
75 AN253 -4-763 σα a PIA Ru COCOA UE Re tape πο usss Sad 
-54 H5000-064 -096 ZOI i LATCH ASSEMBLY, Torsion spring type Her "E 1 
-55 H5000-064 -115 . . . LATCH ASSEMBLY, Torsion spring type (HWL E "E 3 
-56 181-31046 . . -DOOR ASSEMBLY, Fuselage station 124 control access RH. 1 
AN4-5A 2 tery DOLD etn gs Wu. τω verc tow ο ee ON OE eats ere oy Wek eR diris 15 
AN960D!16 s c WASHER oe as Av o. ο ο ο. πο 16 
AN365-428 e w- NUT 2 2 5 £ «ccm tw e TU ISP IM DE αμ.” i 
-57 181-31030-1 - . DOOR ASSEMBLY, Fuselage sta 90.5 to 116.125 ammunition bay 1 
LH (see figure 77 for detail breakdown) : 
181-31030-2 . . DOOR ASSEMBLY, Fuselage sta 90.5 to 116.125 ammunition bay H 
RH (see figure 77 for detall breakdown) 
140-31029-11 » . SPRING ASSEMBLY, Ammunition access door cable. . 4 
-58 140-31049-3 - . . SPRING, Ammunition access door cable. ..... 1 
r -59 140-31030-3. - + . HOOK; Ammunition access door cable Spring”: m ὃς ἂν 1 
-60 140-31050 ... . HOOK, Ammunition access door cable. ... $ ou 1 
` -61 ' 14846-54071 . . FITTING ASSEMBLY, Battery vent fuselage P 1 
-62 2J1 .. . JACK: ASSEMBLY, Fuel nozzle grounding (va). PES 1 
172-31855 . . PLUG ASSEMBLY,  Fuselage sta 78-5/8 cockpit drain outlet. k 2 
-63 172-31855-3 . . . FITTING, Fuselage sta x in -5/8 cockpit drain outlet plug. 1 
-64 -  AN932C3 wu Me uo PLUG vc 4e 94s ME ANO se δες 1 
-65 AN816-6D s e NIPPLE: ια. oue D ος ο ο Y vest 2 
-66 A6912-832-1 . . SPEED NUT, Patch assembly (TIN). μιας ES. 1 
-67 181-31211-73 . . SEAL, Fuselage ΠΩΣ sta 53 to sta 131. ο "πι 1 
-68 901-2-4 š . . CHAIN, . Safety (NA)... e "ar tre 2 x. TES I 
-69 175-48007 . .s FITTING ASSEMBLY, Fuel pump "seal nacelle dràin RA sae ἐς ed 1 
-70 181-31327-1 . . SHROUD ASSEMBLY, Fuselage station 127 aft gun bay LH... 1 
181-31327-2 . . SHROUD ASSEMBLY, Fuselage station 127 aft gun bay RH z au Yw. 1 
181-31212 s . . FRAME ASSEMBLY, Fuselage station 53.0 to 131.0 . . . . + . 1 AA-AK 
: i (see figure 78 for detail breakdown) 
181-31212-40 . . FRAME ASSEMBLY, Fuselage station 53.0 to 131.0...... 1 AL- B 
° (see figure 78 for detail breakdown) 
181-31212-50 . . FRAME ASSEMBLY, Fuselage station 53.0 to 131.0 . . . . . . 1 
(see figure 78 for detail breakdown) 
-71 181-312205 . SHROUD ASSEMBLY, Fuselage sta 81.296 to 127 waterline 1.70 LH 1 
+ 181-312206 . SHROUD ASSEMBLY, Fuselage sta 81. 296 to 127 waterline 1.70 RH 1 
98292-2-160 $i. ΡΕ he μμ ο ο ας 
99836 .'. PIN (UC). $. d 6 
-72 . 181-31025-1 . DOOR ASSEMBLY, `Fuselage sta n. τὸ to "sta 127. o gun "bay LH WC sd 1 
: (see figure 76 for detail breakdown) 
JA 181-31025-2 . DOOR ASSEMBLY, Fuselage sta 71.75 to sta 127.0 gun bay RH ev 1 
; i (see figure 76 for detail breakdown) 
181-51211 . INSTRUMENT EQUIPMENT INSTALLATION, - Fuselage sta 53 to sta . . Ref 
125.5 (sée figure 125 for detail breakdown) ë 
181-53302 . HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION, Cockpit air. . . Ref 
: (see figure 151 for detail breakdown) ; 
\ 181-54211 .. ELECTRICAL EQUIPMENT INSTALLATION, Fuselage sta 53 to sta . . Ref 
131 LH (see figure 156 for detail breakdown) 
181-54212 . ELECTRICAL EQUIPMENT INSTALLATION, Fuselage sta 53 to sta . . Ref 
131 RH (see figures 161 and 162 for detail breakdown) 
181-58006 . HYDRAULIC EQUIPMENT INSTALLATION, Fuselage station 53 to. . . Ref 
sta 131 (see figures 192 and 195 for detail breakdown) 
181-61004 . LINER INSTALLATION, Ammunition case and link compartment. . . Ref 
fuselage station 62.625 canted station 90.5 ` 
(see figure 228 for detail breakdown) 
181 -61005 . LINER INSTALLATION, Ammunition case compartment fuselage. . . Ref 
: sta 99-1/8 to sta 106-7/8 
í (see figure 229 for detail breakdown) . 
181-71211 . RADIO EQUIPMENT INSTALLATION, Fuselage station 53 to. . . . . Ref 
s ‘ station 131 (see figure 238 for detail breakdown) : 
181-74211 . RADIO EQUIPMENT INSTALLATION, Fuselage station 53 to. . . . . Ref 
station 131 (see figure 243 for detail breakdown) . 
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FIGURE 76 - FUSELAGE STATION 71.75 TO STATION 127.0 GUN BAY LH AND RH DÓOR ASSEMBLY 
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FIGURE & 
INDEX NUMBER 


76 


-11 
-12 


-14 
-15 
-16 
-17 
-18 
-19 
20 
-21 
-22 
-23 
-el 
-25 
-26 
-27 
-28 
-29 
-30 
-31 
-32 


-33 
-34 


-35 
-36 
-37 
-38 
-39 
-40 


PART 
NUMBER 


181-31025-1 


181-31025-2 


181-31026 
181-31026-3 
181-31022 
AN393-33 
AN960D10L 
181-31031 
4B21S3-120 
NAS43C5-14 
AN3-20A 
AN960D10L 
181-31028-9 
181-31028-3 
AN316-4R 
AN486 -4 | 
AN393-13 
AN960D10L 


` 181-31029 


NAS43C3 -20 
AN393-57 
181-31021 
181-31027 
181-312171 


.181-31032 


AN509-10-13 
140-31026 
151-31703 
NAS43C4-88 
'NAS43DD6 -16 
AN4 -17A 
AN960D416 
AN365 -428 
AN392-13 
ΑΝΟΘΟΡ6 
KM680 
181-31025-49 
181-31025-50 
181-31025-51 
181-31025-52 
181-31025-53 
181-31025-54 
185-31056 
AN253 -2-1450 
9C1-2-2-1/2 
AN507-6R7 
AN365-632 
ΑΝΟΘΟΡ6 


.. SPACER, Screw and bolt | | | 


SECURITY INFORMATION — RESTRICTED Section. ΙΙ. 
AN9A OTIBE Group Assembly Parts List 
FUSELAGE (Cont) . 


] : UNITS USEABLE ON 
1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


DOOR ASSEMBLY, Fuselage station 71.75 to 127.0 gun bay LH... . Ref 
(see figure 75 for next assembly) 

DOOR ASSEMBLY, Fuselage station 71.75 to 127.0 gun bay RH... . Ref 
(see figure 75 for next assembly) 

HANDLE ASSEMBLY,  Fuselage gun bay door latch . 

. HANDLE, Fuselage gun bay door latch... 

. BUSHING, Fuselage nose door ;....... 

ο -ᾱ ο ο tee Se Ee we. ὁ Q . 

.. WASHER ... « «4 V ον 2 Q 4 809 0 S 

IDLER ASSEMBLY,  Puselage gun bay door latch. 

SPACER, Bushing (ΝΑ) . . . . . . . 

SPACER, Screw and bolt . . . . . . 

BOLT. 6 € wow w P Sek 

WASHER $$ (eio vim Q ιο W ο eae 

LINK ASSEMBLY, Fuselage gun bay door latch . 

- ROD, Fuselage gun bay door latch link. 

. CLEVIS . . . . 

PIN US. oW. s 

© WASHER. . ¿ + < < x . NS s 

. CATCH, Fuselage gun bay door latch 

. SPACER, Screw and bolt . . . . . . 

ο PING. $656 (9 3) RC SU NUR pce. š 

. SPRING, Tension. . « . . . . + s . . . ο ae E 

. PIN, Fuselage gun bay door latch (magnetic inspected). 


+ * * * o9 n n 


5. 9 $9 9 $ 9 9 3$ 9 .'.» ο ο 9 


` 
. 
E 


TO ΟΝ fO (I2 COLO UO ONUO QU TO IO Hw 


+ 0 * © © c]; ο ο 
. . 


m 


` * ° 9 s o 9 s 0 s ο 9 ç ο ° c3 f 
. 


` * * 0 ° s 9 s c5] 9 e o s +€ + 9 ο ο 5 


a 9. 09 ο 0 me ϱ 4 9 0 ο ὁ 0ο ο ο 9 € ὁ 4 w ο ο 


. ` 09 9 9 + ο ο > 


. GUIDE ASSEMBLY, Fuselage gun bay door latch pin. . . 

. PLATE, Fuselage gun bay door latch striker. . . . . 
SCREW . . . « . . «ο š 
HANDLE, Cockpit access . . . . 
SPRING, Cockpit access handle. 
SPACER, Screw and bolt . . . 


. oe 8 © © 9 n. ὁ | ο ο . . 


eI g = => OUUUJCL) OA ONU 


BOLT. . 


WASHER. 


PIN. . š. 


NUT... 
WASHER. . 


... 
oe ee 
` * 0 ot n n 


e 9. o 9 ο 


. FASTENER (CLC) z 
. DOOR, Gum purge LH > 
. DOOR, Gun purge RH. . 
. HINGE, Gun purge door LH . 
. HINGE, Gun purge door RH. 
. ° 


. . 
. . 
. . 
. . 
. . 
. 


. 
. 
. 
. 
. 


HINGE, Gun purge door LH 
HINGE, Gun purge door RH 
SPRING, Gun bay purging doo 
PTN: λε S ο fe eie - 
CHAIN, Safety (NA)... 
SCREW ος 52 ο) xc au ιο. oy Melee 


r 


° 


DE. 
:. 9 e 9 o9 0 ὁ 9 ὁ ὁ 9 * ὁ ο Je n n 


° 9. 9 o e o o 0 o ὁ ο ο ο ο 


` 

. 
. 
. 
. 
. 
. 
. 
. 
. 
. 
. 


$9 9 o9 c 9 o. 9 9 ο 9 . o? ο ο $9 * υ ο 
` * 9 * 9 0 9 0 9 + 0 9 à +ç o ὁ o 0 ο 


. > * Hr 9 0 9 e s 0 ὁ 0 * +ç ο ο ο 
ο... w ο e ὁ à» ο * ο ο a * 9 ο ο 


a ΝΟΕ 5.» 4269 αὶ 4 
. WASHER. . . . . . . 


$9 9 9 9 c9? à 09 c3 9 9 9 ὁ 9 9 0 ο ο ὁ ^» ο ο 9 ο 
` 


νιν  -ἳ 

aoe ο ee we, E See ae OE DE a 

ΕΝ, I ie Fes 
" 

ΝΟ IO TO IO IO J-IO IO [Ὸ ΠΟ IO ΠΟ = = ij 0 


° o 9 e 9 o ot e s ο e e ο e o ο 
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H-181-31-15A 


FIGURE 77 - FUSELAGE STATION 90.5 TO STATION 116.125 LH AND RH AMMUNITION BAY DOOR ASSEMBLY 
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FIGURE & PART 
INDEX NUMBER NUMBER 
TT 181-31030-1 
181-31030-2 
-1 181-31030-43 
181-31030-44 
-2 181-31030-45 
181-31030-46 
-3 AN253 -4 -2444 
-4 181 -312179-1 
181-312179-2 
-5 181-312180 
-6 * AN509-10R14 
-7 AN3-13A 
-8 ΑΝΟΘΟΡΙΟΙ, 
-9 AN960D10 
-10 AN365-1032 
-11 181-31020 
181 -31028-11 
181 -31028-13 
-12 181-31028-5 
-13 181-31028-7 
-14 AN486 -4 
-15 AN316-4R 
-16 AN393-13 
-17 ΑΝΟΘΟΡΙΟΙ, 
-18 181-31017-1 
181-31017-2 
-19 181-31022 
-20 AN393-33 
AN960D10L 
-21 181-31018 
-22 181-31029 
-23 AN3 -25A 
-24 1821 -53-200 
-25 NASh3C5-28 
-26 NAS43C3-31 
-27 NAS43C3-55 
-28 ΑΝΟΘΟΡΙΟ 
-29 AN365-1032 
-30 181-31021 
-31 181-312174-1 
181-312174-2 
-32 AN509-10R10 ` 
-33 181-312175-7 
181-312175-9 
-34 AN393-9 
-35 AN960D10L 
-36 181-31030-53 
181-31030-5h 
-3T NAS221-10 
-38 NAS221-9 
-39 AN960D10L 
-40 181 -312214-1 
181 -312214-2 
-41 AN520C10R11 
-42 2WlAL12-12-61 


SECURITY INFORMATION = RESTRICTED 
AN O1-60JKB-h 


FUSELAGE (Cont) 


1 2 3 4 5 6 7 NOMENCLATURE 


DOOR ASSEMBLY,  Fuselage station 90.5 to station 116.125. 

ammunition bay LH (see figure 75 for next assembly) 

DOOR ASSEMBLY, Fuselage station 90.5 to station 116.125. 

ammunition bay RH (see figure 75 for next assembly) 

. HINGE, 
bay door LH 

Fuselage station 90.5 to 
bay door RH 

Fuselage station 90.5 to 
bay door LH 


. HINGE, 
HINGE, 


HINGE, 
bay door RH . 

x PINS ΑΙ xo oe uw. ὃν XV we ee S 

. GUIDE, Fuselage ammunition door 

. GUIDE, Fuselage ammunition door 

Fuse lage ammunition door 


latch pin forward LH. 
latch pin forward RH. 
latch pin aft . . . . 


. GUIDE, 
. SCREW. . 
. BOLT... 
. WASHER . 
. WASHER . 
. NT... uM E 

. PLUNGER, Fuselage nose lower door locking . UN. decre aie 

. LINK ASSEMBLY, Fuselage gun bay door latch forward. 
. LINK ASSEMBLY, Fuselage gun bay door'latch aft. . . . 

LINK, Fuselage gun bay door latch forward. . . . 

. LINK, Fuselage gun pr d door latch aft. . . . . 
icUCLEVIS. Ὁ 4 ον» 
Ὁ. -ᾱ NUT. Vv oos z 
= “PIN. $3 τα. ἃ 
n WASHER e Lu. ἐς 
. HANDLE ASSEMBLY, 
HANDLE ASSEMBLY, 


. . . 
ΠΩ >= > e e * 9 + 5$ ο . 


“Fuselage n nose Jowt door latch w 
Fuselage nose lower door latch . 


WASHER . . . . . . +. + < 
NUT. . . ` 33 πι Seis 
SPRING, 


se ο «ο 


. . m 


. BUSHING, Fusetage nose lower door latch. . . M 
w PINGS Y se, z το a wol Senate ο ah eee a ek ve ee. ee? Calig 
. WASHER. . . ολο an ο ο ο μμ. od 
BELLCRANK ASSEMBLY, Fuselage nose lower door latch. . 
CATCH, Fuselage gun bay door latch. . . . . . . . š 
BOLT... ος 3 04 2:49 £9 9 ὁ $5 ὁ we e αρ iye περίοδον τὲ 
BUSHING; Spacer (NA) "E" ως esti spem ai 
SPACER, Screw and bolt. . . . PEE: — ᾱ ος 
SPACER, Screw and bolt. . . . Φος S As led i he -ὁ 
SPACER, Screw and bolt. . . . πας » ei τ 


Tension x ox . 
HOOK, Fuselage ammunition door support cable forward. 
HOOK, Fuselage ammunition door support cable aft. . 
SCREW s v ¿+ % me e Ue E ᾱ 

CABLE ASSEMBLY, 


CABLE ASSEMBLY, Fuselage ammunition door support aft. 


$9 9 9 9 9 9 c9 9 9 9 0 c9 9 ο ὁ W 3$ 9 ὁ ο » 9$ 9 ο ο 


* < > 9 + * ο n 


Fuselage ammunition door support forward. 


$9 9 +> * s + s 9 + + ο α 


Fuselage station 90.5 to station 116. 125 ammunition. 
station 116.125 ammunition. 
station 116.125 ammunition. 


Fuselage station 90.5 to station 116.125 ammunition. 


` 9 t + ο t n 


Section. 11i . 


` * * > 9 ο 


Re 
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UNITS 
PER ASSY. 


f 


Group Assembly Parts List 


USEABLE ON 
CODE 
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PINZ e τος xy. wl) a ue. DE Eve ee Se uw e aca fey ο. oon dera e 
WASHER Το Zc 07> v 0905/55 si Sats ew CST oA e rer ώμος woe’ SE 8 
COVER, Fuselage ammunition bay door LH. . . . . . . “< 
COVER, Fuselage ammunition bay door RH. . Tr QN 
SCREW, Brazier head Phillips recess . . . "P" . 
SCREW, Brazier head Phillips recess . . . . . ο ο 
WASHER o + l5. ο La M es Ὁ. S wm Ὁ Wh uve es š 
. SEAL,, Ammunition door to wing LH. . . . . a wu m e ve 
. SEAL, Ammunition to wing RH . . . . . .. oe ors 
4 SCREW i ra a σον al eee ee m ο NQ $^; » a 
. WASHER, Plain (NA). . . . . . . + + + x um . 
RESTRICTED 


151 


Section. II SECURITY INFORMATION — RESTRICTED 


Group Assembly Parts List AN O1-60JKB-h 
FUSELAGE (Cont) 


H-181-31-26 


FIGURE 78 - FUSELAGE STATION 53 TO STATION 131 FRAME ASSEMBLY 


152 ` f RESTRICTED 


SECURITY INFORMATION — RESTRICTED 


ΑΝ O1-60JKB-! 
FUSELAGE (Cont) 


Section 
Group Assembly Parts List 


FIGURE & PART x UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
78 181-31212 FRAME ASSEMBLY, Fuselage station 53 to station 131 . . . . . . Ref AA-AK 
(see figure 75 for next assembly) : 
181-31212-40 FRAME ASSEMBLY, Fuselage station 53 to station 131... Ref AL-B 
(see figure 75 for next assembly) 
181-31212-50 FRAME ASSEMBLY, Fuselage station 53 to station 131 . . . . . . Ref ς- 
see figure 75 for next assembly) 
‘No Number ALIGHTING GEAR EMERGENCY RELEASE SYSTEM PULLEYS ... Ref 
f (see figure 80 for detail breakdown) 
No Number ARRESTING GEAR CONTROL SYSTEM PULLEYS ........ Ref 
(see figure 81 for detail breakdown) 
No Number . ENGINE CONTROL AND WING FUEL DROP TANK PULLEYS .... Ref 
(see figure 79 for detail breakdown) 
-1 181-55026 . FITTING, Fuselage station 23 Jack pad . š ay 1 
-2 AN4S-14A pm BOLT ge ow yc od . 5 š š - $ wO τς » 3 
-3 AN4-16A s “BOWER ga yey ῳ αλ αν. Se CP SW eS) ES A τος CO τῳ B a 3 
-4 AN960D416 a WASHER: V eres ea, mo GO Sel WU a Me a Wr e ae E φις. UQ E P 2 
-5 AN365-428 S ANUS ο ος . ECC á 6 
-6 181-31106 . FITTING, Fuselage station 53 wheel “lower RH. . MATE 1 
181-31229-1 . WEB, Fuselage sta 53 to sta 81.296 cockpit pressure upper . 1 
181-31229-2 . WEB, Fuselage sta 53 to sta 81.296 cockpit pressure upper . . 1 
-7 130-53447-3 š FITTING, Cabin air system pressure test line . . . . . . + 1 
130-53455-3 ς CAP ASSEMBLY, Cabin pressure system test fitting . a (δν νὸν 1 
-8 130-53446-3 š CAP, Cabin air system pressure test fitting ως 1 
-9 130-53448-3 . SEAL, Cabin air system pressure test fitting . . ... 1 
-10 9C1-2-5 . . CHAIN, Safety (NA). . . . : sv OL 
-11 130-5356 š PLUG ASSEMBLY, Cabin pressure “system test "fitting ve^ 1 
AN913-1 è . PLUG... w fa ο ο qY ο Can τες LS δν 37 Ne 1 
. 9Cl-1-5 ` A τας CHAIN, -Bead (ΝΑ ος το maipi o m V YO ah lee d l 
-12 3F2-4 š FITTING, Bulkhead union (NA) . . . . e , + + + + + + + + + 1 
-13 181-61070-1 . BRACKET ASSEMBLY, Fuselage station 90.5 ammunition box latch 1 
181-61070-2 . BRACKET ASSEMBLY, Fuselage station 90.5 ammunition box latch 1 
-14 181-61163-1 . BRACKET ASSEMBLY, Fuselage station 90.5 ammunition boost latch 1 
181-61163-2 . BRACKET ASSEMBLY, Fuselage station 90.5 ammunition boost latch 1 
-15 AN3 -4A v BOLT X το ay tae es BSI Ge ο a a E ο RI μα ο ο 1 
-16 AN3-5A ΄ « BOLT... » i eJ s WE $20 $i Τὸν νε AY Us ο ns 3 
-17 AN509-10R10 eh SCREW: 337 ο ο Je fe ον ο” "en eA Le CUM ο d 1 
-18 AN960D10L z WASHER-. $0635 eu. tee elm id. ME sb J ο ie ο Ne ο 4 
-19 AN960D10 5 2WASHER- $^ 2. oue e dele o εν «ὁ Sa Dec ερ, Mo Bie meses ei" ae ὦ a T 
i -20 AN365-1032 » NUT . 5 . NES tow d ve mes ‘aaa ects 5 
-21 181-31217-1 n LONGERON ASSEMBLY, Fuselage station 53 to station 120. 346 os 1 
upper LH (see figure 82 for detail breakdown) 
181-31217-2 . LONGERON ASSEMBLY, Fuselage station 53 to station 120. 3436 . . 1 
upper RH (see figure 82 for detail breakdown) 
181-31231-1 . WEB ASSEMBLY, Fuselage, station 81.296 to station 131 .... 1 A-B. 
cockpit pressure 
181-31231-101 . WEB ASSEMBLY, Fuselage station 81.296 to station 131 .... 1 C- 
cockpit pressure 
181-31231-2 WEB ASSEMBLY, Fuselage station 81.296 to station 131 . . . 1 A-B 
cockpit pressure 
181-31231-102 WEB ASSEMBLY, Fuselage station 81.296 to station 131 . . . 1 C- 
cockpit pressure 
181-52420 BRACKET ASSEMBLY,  Rudder control fus sta 110-29/32 pulley. 1 
-22 181-52003 . . BUSHING, Surface control cable guard support shoulder 1 
-23 181 -31950-1 WEB ASSEMBLY, Fuselage station 71.750 to station 131.0 . . 1 
- waterline 13.250 LH (see figure 83 for detail breakdown) 
181-31250-2 WEB ASSEMBLY, Fuselage station 71.750 to station 131.0 .. 1 
waterline 13.250 RH (see figure 83 for detail breakdown) 
-24 181-31214 DUCT ASSEMBLY, Fuselage station 53 to station 129 . . . . . . 1 
- (see figure 84 for detail breakdown) 
181-312150 FRAME ASSEMBLY, Fuselage station 95 to fuselage station 131 1 AA-AK 
superseded by 181-312150-50 for future procurement) 
see figure 86 for detail breakdown) 
181-312150-40 FRAME ASSEMBLY,  Fuselage station 95 to fuselage station 131 1 AL-B 
: (see figure 86 for detail breakdown) 
181-312150-50 . FRAME ASSEMBLY, Fuselage station 95 to fuselage station 131 1 ς- 
supersedes 181-312150 for future procurement 
, see figure 86 for detail breakdown) 
181-31218-1 LONGERON ASSEMBLY, Fuselage station 53 to station 125.5 ` . 1 
lower LH 
181-31218-2 LONGERON ASSEMBLY, Fuselage station 53 to station 185.5 . . 1 
lower RH 
-25 181-31222-3 : FITTING, Fuselage station 125.5 lower long forward LH . . 1 
181-31222-4 . . FITTING, Fuselage station 125.5 lower long forward RH . . 1 
181-312136-1 . BOX ASSEMBLY, Fuselage station 85 pilots entrance step LH . . 1 
181-312136-2 . BOX ASSEMBLY, Fuselage station 85 pilots entrance step RH. . 1 
-26 181-312135-1 i LATCH, Fuselage station 85 pilots entrance step LH... . 1 
181-312135-2 LATCH, Fuselage station 85 pilots entrance step RH... . 1 
-2T 181-312134 a SPRING, Fuselage station 85 pilots entrance step latch . . 1 
-28 AN394 -43 Be xs μυ ο ο aN ο ο a πα eh orta, «ρα ci 
-29 181-31220-3 FITTING, Fuselage station 53 lower longeron aft LH ..... 1 
181-31220-4 . FITTING, Fuselage station 53 lower longeron aft RH . Se tals w 1 
-30 181-61031-5 . FITTING ASSEMBLY, Inboard gun front mounting LH . ` < QUQ 1 
181-61031-6 . FITTING ASSEMBLY, Inboard gun front mounting RH . > D 1 
-31 157-31107 š . PIN, Fuselage gun mount bolt locking . . . . ... esso 1 
-32 ΑΝΓ-19Α x- BOLE X ο. ax ROR Gu ο ος) ο ο ep LC μας 4 
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Group Assembly Parts List 


FIGURE & 
INDEX NUMBER 


78-33 
-3h 


-35 
-36 


PART 
NUMBER 

ANT -13A 
AN960D716 
AN365-720 
181-52080 


4B20B9-014 
ΑΝ3-6Α 
AN3-7A 
ΑΝΟΘΟΡΙΟΙ, 
AN960D10 
AN365-1032 
181-520101 
4B208-010 
4B20B10-010 
181-52106-1 
181-52106-2 
181-52107-1 
181-52107-2 
AN3-6A 
AN960D10L 
AN960D10 
AN365-1032 
181-52210 
NAS428-4-14 
AN316-4R 
AN365-428 
AND -7A 
ANQ60D416L 
ΑΝΟΘΟΡΗ16 
AN365-428 
181-31332-1 
181-31332-2 
181-312188 
AN509-516R14 
181-312168 
172-31854 
181-56739 


181-56741 


4B18-5-91 
NAS43C3-16 
AN3-6A 
AN960D10L 
AN365-1032 


SECURITY INFORMATION — RESTRICTED 
AN 01-60JKB-4 i 


` FUSELAGE (Cont) 


2 3 4 5 6 7 NOMENCLATURE 

BOLT & 4 22 ο s οἱ Ye e δι το δι να 

WASHER . . . . . . wer. e. fe ale tah tu. hal e de ο. 

ΜΟΝ EXER ο ΠΟ πο ο usr ο ρα 

SUPPORT ASSEMBLY, Manual emergency flight control changeover. 

bellcrank 3 

BUSHING, Press fit flanged (NA). n ; š 

BOLT o uL ο ο ο ο. ΝΣ 2 

BOLT S. 37 ues e tutem τα) um ο we ο E ο s: 

WASHER s . e. 9 y % 95 "UNE RES . . 

WASHER . . . . . C Gai αν. . 9 

NUT Za πο ο νο ο ο ο es Sa τῳ) Mork ο EI ο 

SUPPORT ASSEMBLY, Wingfold lock release cable sector 
BUSHING, Press fit flanged ΠΕ ο Ar hi Bed š 

. BUSHING, Press fit flanged (NA). . . . . . + + .. 

SUPPORT, Pilots control stick hinge LH . . . . ... 

SUPPORT, Pilots control stick hinge RH x” E " 

SHIM, Control stick support LH .. " ee 

SHIM, Control stick support RH . š . “ 

σος ο” 9 3 » 

WASHER s < το. «ὁ. aus wi ww vig + . 

WASHER... La wo DE Q oc oet μα ών xe 2S é : 

ΑΜΜΟ ο ο ef e ᾱ- ο φ ο L ls cre. VELUM sch IS Ice. fao uw 

STOP ASSEMBLY, Horizontal stabilizer control stick . 

. BOLT, Adjusting hexagonal head . . "M ‘ x 

z NUT. S. anos eue Secret τὸ τῳ tee τῷ φον ας à š 

e NUT sg. Lu Bale 1 = OF verte AD der ox) X9 tek 5) ἃν 

BOLT- a ae € ο ο ο ο σον ο) 2% 

WASHER . . . . . , + + Voter e e we y tris 

WASHER: 24 vos 9X ra š " Se Fs. 

NUDE ο ο ku ο ο š " 

KEEPER, Fuselage gun bay door latch . . . . . . . 

KEEPER, Fuselage gun bay door latch . . . . . . . 

WASHER, Fuselage gun bay door keeper . . . . + 

SCREW- ο ο sC Sl wo pac ο AG C i. ze. d^ aU UE, ἂν é UR ες, S 

FITTING ASSEMBLY,  Fuselage station 97 cockpit drain . š 

. FITTING, Cockpit enclosure fuselage station 82 drain . 


SUPPORT ASSEMBLY, 
station 72-3/4 spring bellcrank 
BELLCRANK ASSEMBLY, -Arresting gear control system 
station 72-3/4 spring 


. . BUSHING, Shoulder (NA). . « . . . . + + + + : 
. SPACER, Screw and bolt . . . . . . + + . ΡΝ 
ic BOLD. ο τε τας ο ο ο ο ο γι see que iw On 
. WASHER .. τ) νὰ Ab, Z€ (35 Lau ο ο ix ο ο 
2 NUT ο ο ο Rie ode .. . 


Arresting gear control system fuselage 


. ο 


. 


UNITS 
PER ASSY. 


1 


ΕΕ e ΓΕ r IO IO πὸ I HE OVOO E: P ΕΞΩ O ITO DIO. HONE 


USEABLE ON 
CODE 


154 


RESTRICTED 


Revised 15 September 1953 
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AN 01-603 KB-4 


FUSELAGE (Cont) 


FIGURE 79 - ENGINE CONTROL AND WING FUEL DROP TANK PULLEYS 


Section 11 — 
Group Assembly Parts List 


H-181-31-23 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. - CODE 
το Νο Number ENGINE CONTROL AND WING FUEL DROP TANK PULLEYS . . « . . , + + + Ref 
(see figure 78 for next assembly) 
-1 181-48753 BRACKET ASSEMBLY, Wing fuel drop tank emergency release . . . 1 
: cable fuselage station 53 outboard pulley 
-2 181-48752 . BRACKET ASSEMBLY, Wing drop fuel tank emergency release . . 1 
: cable fuselage station 53 pulley 
-3 AN210-2B z “PULLEY -saus i wi UTS δ 9; a SU ὦ 907-97: ca An ον 1 
-4 AN3-7A . BOLT .. so ο a al A. ο δὶ «4, AD ος ο K. la, T d ο ον 1 
-5 AN960D10 3s WASHER. Wok 4. a ao 4 09.3 ἂν € Xs AS C e ο . ΠΠ πη 2 
-6 AN365-1032 su μμ ο. κ ES PESE . MIENNE E 1 
π΄ AN3-4A ο ευ 9 ο ο s Ὁ ο at ca k. αἱ ο, Car s 2 
- AN960D10L . WASHER . s au Gar ligo E arte: "m room τ ὦ WU Secon en δι 4 
-9 AN365-1032 NUT -----——— I 2 
-10 181-48755 BRACKET ASSEMBLY, Wing fuel drop tank emergency release . S 1 
cable fuslage station 92-1/2 pulley 
-11 AN210-2B s PULLEY (2 4*9 κ ὦ κ.α c . . ο ο ο ο ο 1 
-12 AN3-6A s BOLT ο % oe ο ο ὁ . wow odis fe Se 09s vas Fo. Se w 1 
-13 ANQ60D10L . . WASHER «. ....... š . e e 4 ^ ὁ ο € * 9 4 2 2 
-14 AN365-1032 og μπα ee eS ΝΎ ο e μμ. 
-15 AN3-5A . BOLT. š Mr p ES . . "Qo ο που” 2 
-16 AN960D10L WASHER . . . « ο, « + + osoo . — EE 4 
-17 AN365-1032 _ NUT- LL l0: ear ny eles was ves du ee ma luos ud Cunas Das Dar yau, Beis UB 
181-32139 . WEB ASSEMBLY, Fuselage sta 71.75 to 131 wl 2.625 LH . . f$ H 
-18 181-43703 . . BRACKET ASSEMBLY, Engine control cable system . . . μα. 1 
fuselage station 100 pulley 
-19 AN210-1B s c3 o PULLEY 4 4. 0 3 03 $ ue wo 4) etre e^ serta TNT 1 
-20 AN210-2B . . . PULIEY. Quin. da edt ως ad -ᾱ puc E 1 
-21 AN3-6A eee a BOLT uw 4042€ S α "NES i-is au^ Yak αμ.” fI 2 
-22 ΑΝΟΘΟΡΙΟΙ, srao ce WASHER soa) o> ale “6 š P . "E e s se 4 
-23 AN365-1032 a Ss Us NUR Ca os le o Se a a ee ee OS ue ng κ OR) ad RI au OL EOS WE, eb re 2 
181-43710 oa AS GUARD, Engine control system fuselage station 100... 1 
pulley bracket 
-24 181-43704 BRACKET ASSEMBLY, Engine control system fuselage station . 1 
121 cable pulley , 
-25 AN210-2B is fi fe. CRUE Ys as ο a ο Ὁ Wy S. a ο Soar «δὲ δα «ας. τῷ) S wer! 2 
-26 AN3-10A a? nof. BOLT 4:4 cr Soa ee Se a ee AE E ὃν £ š 1 
-27 ANQ60D10L . . . WASHER... ho ai pat tel ο vu E "am è 2 
-28 AN365-1032 & ce e MD 2. τον Ὁ a . ` e ο ας: E uiii uelis . 1 
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FUSELAGE (Cont) 


H-181-31-25A 


: FIGURE 80 - ALIGHTING GEAR EMERGENCY RELEASE SYSTEM PULLEYS 
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AN’ 01-60JKB-h Group Assembly Parts List ` 
FUSELAGE (Cont) 


FIGURE & PART ç UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
8o s No Number ALIGHTING GEAR EMERGENCY RELEASE SYSTEM PULLEYS . . . . . . . . . Ref 
: (see figure 78 for next assembly) 

181-33788 . BRACKET ASSEMBLY, Alighting gear emergency release. . . . . . 1 
system fuselage station 55 pug, 
-1 AN219-2 €. = PULLEY: ¿ v + 4 ox Hes . PELO ` we ο . T 
-2 AN4 -11A $c BOLDT $004 X $369. e ae e a len m T sw S Su τω ὃς CNET i 1 
-3 AN960D416 a % WASHER, - OR dl 4 0€ 6 Sw AC aS Pim Gone ve elus rie ὁ . 2 
-4 AN365-428 e vus ANUT ο v.v s 5 ο ow . ος e. dw 1 
181-33789 . BRACKET ASSEMBLY, Alighting gear emergency release syste Mou s 1 
fuselage station 62.625 pulley 
-5 NAS276-2 e. o^ PULLEY, Secondary control. . « . ὁ a 4 e + + x+ »* ue A 1 
-6 AN4-10A ^ us BOLTS coni κ; ιδὰ ὅν ἐδ» Mair ia £5.09 97e. dert ia Go ~ Ua S Sere , 1 
-T AN960D/116 e s WASHER. 4-6 xoc» ue SUS oc BR δρ τος SZ es το, κιν "ur : 2 
-8 AN365-428 € aye NUT s 91597: 8279.7 αν ο ο OR ἔφ O9 a, W HE URSI Ca. uS Au . 1 ‘ 
181-33790 . BRACKET ASSEMBLY, Alighting gear emergency release. ΕΕ Wi 1 
system fuselage station 60.5 σα 
-9 M1B - . PULLEY (Aero Marine Products). ΤΉΝ Επ 1 a 
-10 AN3-6A v. we, BOLT. vo s ote Ὁ si ret el ele. S ur det Set ἰῷ 1 
181-33785 . BRACKET ASSEMBLY, Alighting gear. emergency release. να, « « 1 
system fuselage station 57- 27/32 Due 
-11 NAS376-2 . . PULLEY, Secondary control. . ο MEN š 1 
-12 ANHH10A ο ο sue woe ας ον uel NU Nn dee oe ο 1 OM aloe Eg ο e 1 
-13 AN960D/116 sy ᾿ς. WASHER Ὁ. τε, cs was nes UE, chm av ο tein eee aD ey ua cp wi Ub 
181-33784 . BRACKET ASSEMBLY, Alighting gear emergency release. ... . 1 
system fuselage station 73 pulley 
-14 NAS376-2 . . PULLEY, Secondary control. . . . . E δες š 2 3 
-15 ANA -11A «wt BOLT ο ο ο mw v ees dm eoi Saree SK $$ Wow dew us 3 
-16 AN960D416 ο ὁ WASHER. ο -ᾱ- Ὁ 3 Ὁ a deo O9 LSS ov QW M "E 6 
-17 AN365-428 z, eh NUN ο ο ο S way VT a LGA Pirate Da sa, PR. A NE Lisa rac e ^ 3 
181-33784-3 - '. BRACKET ASSEMBLY, Alighting gear emergency release .... H | 
system fuselage station 73 pulley 
181-33784-7 - + BRACKET ASSEMBLY, Alighting gear emergency release . . . 1 
system fuselage station 73 pulley ° 
-18 AN210-1B $4 d PULLEY: ο neis Ss o dise Ih WU ας. PM 1 
. -19 ΑΝ3-6Α «* od. ο GCOBOLT S G: ç: si s U Ας ees ας BY Su wU τα, o I ncm κών οὗ ὁ 2456 % 1 
-20 AN960D10 a Sw WASHER MM EE EM ον Gated cia coi SE, ue 2 
-21 AN365-1032 PEST NUT. a EN E EE as cec Se Met fol ον 1 
181-33791 ν BRACKET ASSEMBLY, Alighting gear’ emergency release. ..... 1 
system fuselage station 71 pulley 
-22 : NAS376-2FP |. . PULLEY, Secondary control fire-proof . POR EET 1 
-23 AN4-10A ο ο co Soe ak ο ο ο ο SM so ee Oe ee Ae SE Ue 1 
-24 AN960D416L ο cae ee oe σος ο DI M EN, : 
-25 AN365-428 euo. jay elo e yaa μπα > A NETET 1 
181-31240 . WEB ASSEMBLY, Fuselage station 71.750 to station 131. ᾿ο; PROP 1 
waterline and 2.625 RH 
181-33772 - + BRACKET ASSEMBLY, Alighting gear emergency release .... 1 
` system fuselage station 121-1/16 pulley 
181-33780 + + BRACKET ASSEMBLY, Alighting gear emergency release . . 1 
system fuselage station 124-9/16 pner 
-26 NAS376-2 - . . PULLEY, Secondary control . . . . . .. μι ων Ge re 9 « 
-27 AN4-10A ο» car “ως BOLT US ve M Ser saison το ο e ο wc we pe Car et lel Mere uie w e 4 
-28 AN4-11A e ce o BOLT κ. 2042 w 9 3x . . PEE Du . PP 1 
-29 AN960D416L . + . WASHER... E ce Tes oe αὐ ο δν ος . . 7 & Ὃς 2 
-30. AN960D/116 « ow ac WASHER ¿ x x 2m ug X ee . . iw faite oe 2. "s 2 
-31 AN365-428 poa NUT. . . ον. τ . ç s . "s . ο 2 
181-33771 . BRACKET ASSEMBLY, Alighting gear emergency release. 5 s Mis 1 
fuselage station 55-1/16 pulle y 
-32 NAS376-2 + + PULLEY, Secondary control. . . . she'd U τὸ " εν δὲ 1 
-33 -ANU-10A v^ls BOLT ο ve ΜΜ εὖ; fo! ο μα ο We Np. Se Q 1 
-34 AN960DA416L & lUe WASHER. VU Um ο DC, Su ον ἃ ge cide a Wane. teow eat ear, a 2 
-35 AN365-428 $^ wu NUT. cr ge ie ον ο eius τά κ -ᾱ- τε ROTE T ee ο τῶ; ο RES E a 1 


—À———————— i — == = == 
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: : FUSELAGE (Cont) 


H-181-31-24 


FIGURE 81 - ARRESTING GEAR CONTROL SYSTEM PULLEYS 
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ΑΝ 01-60JKB-l 


FUSELAGE (Cont) 


Section__11_ 


Group Assembly Parts List 


USEABLE ON 


FIGURE & , PART UNITS 
INDEX NUMBER NUMBER 1 2 3 4 5 6.7 NOMENCLATURE PER ASSY. CODE 
AN365-1032 MEER E 5 8 Ye pier “κ V ke As » 8 S ene vada 2 
-55 AN960D10 ES WASHER . . . . . . Were it m Men det der cest es dose af" ih 
-56 AN210-2B e Ci PULLEY 4. νο em Whig 3 x T $5 ος ue αμα 
-57 AN3-7A E" BOLT. T * x Š . 2 
181-52059 ee 8 BRACKET ASSEMBLY, Wingfold lock” system fuselage sta 185. 5. 1 
upper pulley (RH only) . 
-58 AN365-428 ar MS fol) fo? ο ο ϱ] Vel ae coy Pie. Srl S ὁ. "αι S SQ ους E 1 
-59 AN960D/16 en Le WASHER . . QUE O Wes NS oes ο ο ο ees dert ue, xA ie ds 1 
-60 NAS376-2 EET PULLEY e ga ai Ai VIA cessant cac SV ο) δν ος Ie Cae UE 1 
-61 AN960D116L ο 2 WASHER Qr t'uqu Gm iy) a ο ο E Ὁ αν S ο ο. 1 
-62 AN4-10A è BOLT .. χω Yate a. ck? ας ας ανα ος τά ας Oe ET . 1 
181-56782 ` BRACKET ASSEMBLY, Arresting gear control cable fuselage . 1 
station 186.975 lower pulley (RH only) 
-63 AN365-1032 ο NUT ο Deme A Ur e ease a Sh G eee στ 
-64 AN960D10L * WASHER. 17414 404 ὦ αν αι. Ἔα. OW RC è é 2 
-65 AN210-2B s 0 ma PULLEY ος. 9o» Verl. ο W RU o vie. CRY la TIU, ὁπ . " 1 
-66 ΑΝ3-6Α .". BOLT. ... κ. νην EU a s. ie $ 2 1 
181-31306-2 . BULKHEAD ASSEMBLY, Fuselage station 106.875 lower RH. . . . . 1 
181-56783 - . BRACKET ASSEMBLY, Arresting gear control cable fuselage. . 1 
station 101.875 lower pulley (RH only) 
-67 AN365-1032 5 NUT. ο ο de ey Ge ο WN SUQ. oe os s ers 1 
-68 ΑΝΘΘΟΡΙΟΙ, δες < WASHER 4 aw “eer ea OR XOU CGU UR ce κ E ox κ ” σας 9 
-69 AN210-2B wa Se PULLEY . . «ο . . . . Μα ο uf e op Tea elis NA 1 
-το ΑΝ3-6Α Qu x6 ws BOLT V Z S E " ete 1 
1181-56752 . BRACKET ASSEMBLY, Arresting ear Γη system fuselage. es 1 
station 116.125 spud ley ii only) 
-71 AN365-1032 gs aw. NUE oun. wa ὁ Bs S Nr ην a 3 1 
-72 AN960D10 s WASHER ug CES er ee Eva YEA, ο Os SP vor Set, τῷ Wee € d 2 
-73 AN210-2B š PULLEY; X š + lZ στ ο qI UW e 0e RO. ae 9 Ὁ é ὃν Carmi 1 
-74 AN3-7A ; sU BOLTS. uv š . 5 PEE 1 
-75 181-56753 . BRACKET ASSEMBLY, Arresting gear “control system fuselage. ο 1 
station 116.125 aft pulley RH ` 
NAS43DD3 -37 . . SPACER. . . . Κο aes, ο ΕΜ ΜΕ 2 
181-56754 . BRACKET ASSEMBLY, Arresting gear “control system fuselage. . . 1 f 
station 125.5 pulley (RH only) 

ο ΞΤ6 AN365-428 evt «Fo Ες es uti ΧΑ ο at Ver ο ton ho? Gey as πο 1 
-77 AN960D416 e 6. WASHERS wl, cy eee ee, δν US ον σι 2 
-78 NAS376-2 s c4 SPULLEY ο ο ο ο ο v. ο. 1 
-79 AN4-11A κ οφ BOLT V. o wow Se ES ο EATEN E, Veo τῷ fe ass car 729.28 1 

181-56755 . BRACKET ASSEMBLY, Arresting gear control system fuselage. . . 1 
stetion 125.50 pulley (RH only) 

-80 AN365-428 s. τ, NUT Q4. ee PE t κοκ SO qx qa ο ge ER Ge ο” 1 

-81 ΑΝΟΘΟΡΗ16 ο ο ο ο ο ο ο eoe Φιν us hu ade ο...” 

-82 NAS376-2 νῷ. PULLEY: 4:06 Wee ο s ο guira SS ama ὄψι Fe 1 

-83 ANH-11A ον BOLDT: e son . Wide lesu Les um Lu a de. ui sep Q: TE TU 1 

-84 181-56415 - SPACER, Barrier pick-up tube “aplock actuating arm. . . . . ' 1 
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Section ΙΙ . SECURITY INFORMATION — RESTRICTED 


Group Assembly Parts List ΑΝ 01-60JKB-h 
FUSELAGE (Cont) 


H-181-31-35A 


FIGURE 86 -'FUSELAGE STATION 95 TO STATION 131 FRAME ASSEMBLY 


FIGURE & PART u UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 ó 7 NOMENCLATURE PER ASSY. CODE 
86 181-312150 FRAME ASSEMBLY, Fuselage station 95 to station 131 . . . . . . . Ref AA- AK 
š etn by 181-312150-50 for future procurement) . 
see figure 78 for next assembly) 
181-312150-40 FRAME ASSEMBLY, Fuselage station 95 to station 131 . . . . . . . Ref AL-B 
. (see figure 78 for next assembly) 
181-312150-50 FRAME ASSEMBLY, Fuselage station 95 to station 131 . . . .. . . Ref ς- 
supersedes 181-319150 for future procurement) 
see figure 78 for next assembly) 
No Number . LOWER FUSELAGE STATION 95 TO STATION 131 FRAME ASSEMBLY. . . . Ref 
(see figure 85 for detail breakdown) 
-1 181-52004 . MECHANISM ASSEMBLY, Surface control fuselage station 124 LH . 1 
(see figure 140 for detail breakdown) 
-2 181-52005 . MECHANISM ASSEMBLY, Surface control fuselage station 124 RH. 1 
: (see figure 141 for detail breakdown) ` 
-3 181-53172 . SIDE ASSEMBLY, Pilots console map case (LH only). . . . . . . 1 
: A5929 . . SPRING (TIN)....... ων... 1 
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SECURITY INFORMATION = RESTRICTED ` Section ΙΙ. 


AN 01-60JKB-h Group Assembly Parts List 
FUSELAGE (Cont) 


. UNITS USEABLE ON 


FIGURE & PART 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7. NOMENCLATURE - PER ASSY. CODE 

B6 181-53173 . COVER ASSEMBLY, Pilots console map case (LH oniy) S ddr Im. ος l 
-4 AN253-2-9.125 s Age -HINGE PIN 2 020232 6 0604 ος * cR 4 $geos$m SER Gs X cese eS 1 
-5 18152186 ' , . SPRING, Pilot map case cover torsion . . . . + + sosse 3 
-6 181-53173-9 . . HINGE, Pilots console map case . . . . + + s $$ ug 1 
-T- 181-53173-7 . HINGE, Pilots console map case . . . , + + + * res " 1 
-8 181-53173-5 » COVER, Pilots console map case . . . . + + + + ee * * ° n 1 
-9 NAS51-18 . RING, External retaining. . . . . + + + + * * * ° š ae 4 
-10 181-53133-3 . PIN, Pilots ejection seat catapult release. . . . . + : 5 2 
-11 AN161-16RS ¿ PORK < ox» ç < < ο $ *o*w Xo wl ὁ ἃ δρ ο ᾱ E ο κ " 1 
-12 AN155-168 . BARREL . . + « + « e © © © © © © © © © ο ος 9 e οἴῳ. AU E w 1 
-13 AN161-16LS = PORK fo cox Ge ο Ν᾿, LS ceu ih. ecu eo oe scs Rie Vies Pero l 
-14 181-53206 ` ROD, Pilots ejection seat catapult release. . . . ::::: 1 
-15 181-53220 . FOOT, Pilots ejection seat catapult release . . . . ... + * 1 
181-31317 . BULKHEAD ASSEMBLY,  Fuselage canted station 115. . . . . . . L 

-16 AN365-1032 zou NUT IS Z 4 ο 19 oec m 97-9 Le mue ο ο αλ”... 4 
-17  ANQ60D10L) τ. ; WASHER, 2 u 2 los yox SUA e re ro Cue de le ess ale vl Ee er e, 8 
-18 AN3-7 5 F BOLT. 4 « 2 cue Ὁ ὁ ος δν ὁ ὁ Φ ee S m d š 3 
-19 181-5312 GUIDE, Pilots ejection seat catapult release . . . ; 2 


-48 AN960D10L WASHER. . « + + + + + © * n 


-20 AN960D10 . WASHER. . . . . + + ee `° S be e a ὥς um ee PE CX Ee 1 
-21 4B21B3-014 ` BUSHING, Spacer (NA) . . . 4 «4 ο ee s εκ s n n t n 6n 1 
-22 181-53125 . LEVER ASSEMBLY, Pilots ejection seat catapult release. $ 1 
+ -23 AN3-10 |o BOLT. 02609 ο ο ὃν ο woe Ὁ 6 C99 os. 5 ce E ον e 5 Ç 1 
-24 AN365-632 ¿ το NUT ο a ww e oom a IS QN 9; m ce a Op. s aa Meee, τῷ 12 
-25 AN960D6 2^ X WASHER. ¿ < «ὁ. «ο: ο 9 ὁ ὁ e ee m ὁ m ο m dos 24 
-26 181-71250-3 ` 1 TUBE, Radio compass loop cable and sense antenna cord. . . 1 
2 . pressure seal upper (RH only) 
181-71250-5 . . TUBE, Radio compass loop cable and sense antenna cord. 1 
pressure seal lower (RH only) 
-27 181 -71251-3 . . GASKET, Radio compass loop cable and sense antenna cord. 1 
E pressure seal upper (RH only) 
181-71251-5 . . GASKET, Radio compass loop cable and sense antenna cord. 1 
pressure seal lower (RH only) 
-28 AN5156R8 sod SCREW lo. See ane ο g 39 Ὁ 6 αρ. ος ae Veo QU eae sr e ere 12 
-29 AN365-1032 co. “Νις d Tu add τὰ E. eu wei Nel ea ον erm a e hal aimi ei war Wa ta 1 
-30 AN960D10L s Wc WASHERS elis le US O aj eum m wU eor pum S) odo ERES UR OR RS ᾱ-. O my D 2 
- -31 181 -53255 . . CLIP, Pilots ejJection seat gun cable attaching . . . eg 1 
linkage stowage 
181-52057 . BRACKET ASSEMBLY, Wingfold lock system fuselage station . . . 1 
128.53125 cable pulley (RH only) 
-32 AN365-428 HEUTE o BEIM cu ced wart ο”... 1 
-33 AN960Dl16 . . WASHER. . . . + + + + + + + s om s om t ° t t! t] * ° . z Ὁ 
-34 NAS376-4 2 ta ην ¿ e cess o ο ο ο ο... ὥς Nel we 2 
-35 AN4-14A vo wee BOUT. ο cere ο ge GU ΙΙΙ. νων wes 1 
-36 181-58379 ` BRACKET, Hydraulic speed brake dump fus sta 128 upper pulley. 1 
-37 AN3-6A -. BOLT Ge 2 o 79 Q< ου. Ta Ὁ ο a kaq S oe es entm S b τι 3 
-38 AN960D10 © WASHER o s cca ο. od oe bs atte, es 9. Bit Se we E IE S 
181-58378 ` SUPPORT ASSY, Hyd speed brake ‘dump control cable bellcrank. . 1 
-39 AN320-3 E 2o NUT νη cee ες € 0€ qom S a τι e i5 "es SE ο, ας jm $ 2 w 1 i 
-40 AN960D10L . . WASHER. . ο ο e +s s s ο ο s © s © s © À t] ]| He He ee 9 ° . 2. 
-41 1B21M-S3-008 ` o. BUSHING, Spacer (ΝΑ) .. .. + + + + + + + ° n n ng EE! 
-42 AN23-12 Z Jen “BOUTS swe 9 ο ο να RLS (DR ο ο ES, ο πω 1 
-43 181-58394 ` , .BELLCRANK ASSY, Hyd speed brake dump valve fus sta 120.3125 1 
-44 4B19B5-004 ` . . BUSHING, Plain press fit A e cu arie o. cm ai GEN eee DAP 
-45 4B19B3 -004 “| | BUSHING, Plain press fit (NA)... + + + + ° ee * ° n 1 
-46 4B18-5-102 . . . BUSHING, Shoulder (NA). due σος, ed CZ cage bunte Etpe. tal 
181-58380 ` BRACKET ASSEMBLY, Hyd speed brake dump fus sta 131 pulley . . 1 [ 
-47 AN365-1032 s. « NUT... ὁ +< + ο ο ooo oo e . ο) οι S ns RI u$) . M 
. ç: — ο ο ο A š 2 
-49 AN210-2B . PULLEY. . . s «««:.:.:«:«::..:. PP we. s. e 
-50 1B2183-9 9 BUSHING, Spacer (ΝΑ)... . eo s s s κ κ ο n n n n n nn 1 
-51 AN3-13A = 4, BOLT. 20x o3 093 ον Ripe ne eit ἑν δ 4, δ, ene, 4) ce e ces Oeo Ὡς 1 
-52 151-53636 . CAP ASSEMBLY, Canopy seal ground pressure fitting . w. ae m 1 
-53 9C1-2-7 . . CHAIN, Safety (NA) . . . + + + + + + + ° * * ° n esas 1 
-54 AN818-4D ο κ ο ee lon € € der Qe o 9, ο gu Ter ars τὰν ο ee Sai eS doe Sala se 1 
151-53636-3 " CAP, Canopy seal ground pressure fitting . € «ox >+ ° 1 


(make from AN929D4 cap) 


181-33769 . BRACKET ASSEMBLY, Alighting gear emergency release system. . 1 
fuselage station 128.5 pulley 
-55 AN365-1032 éco. πο ¿ ὁ Ὁ 4 sls 903 ὁ 9 ο. 9 m ὁ ο ο 5 ota s ᾱ. eS 1 
-56 AN960D10 . WASHER. + s < a x < < w Ü e >o 4). 6. e s ` ESQ s reta 2 
-57 AN210-2B 9 > PULLEY. . . ὁ + « < e e e e e ect e s ° |] t] 9 ° e 4 "ww is 1 
-58 AN3-7A S a BOLD: 2 ο ο AS h GU Se ο ο σος 1 
181-53482-3 . FITTING ASSEMBLY, Heat and vent system canopy seal vent line. 1 
-59 9c1-2-6 . . CHAIN, Safety (NA)... . + + + ee * ° sew o gi Cep SMe 1 
-60 134-31916 ` `, RING, Drop chain attaching . . . . + + e s + «e gs erres 1 
-61 181-53477 ` . FITTING, Heat and vent system canopy seal vent line. "um 1 
2W1AL32-36-32 ` ` WASHER, Plain (NA). e e ese et ee te ee ee 3 
181-53482-7 7 . SCREEN, Monel. . . . . e e w = s= ste < e a sses neds 1 
-62 181-31829 .. . SEAL, Cockpit enclosure water . . . e . s e e t e p e tot ` ` 1 
181-48784 ` BRACKET ASSEMBLY, Wing fuel drop tank emergency release . . . 1 
fuselage station 126.125 pulley (LH only) 
-63 AN365-1032 ode NUT νε € ο: wes xo uode m oU κ s | S τος. eoo . "ET 1 
-64 AN960D10L a . WASHER. 4-0 0819.4. 4 09 Tes eK D sls M e Ce SE Role ο) δα Ne 2 
-65 AN210-1B š . PULLEY. . . . « « « « e e e e ec ct t t] t t — Rm 1 
-66 ANH -T7A ce us BOLT xS x. s.s. ο Πο αν ο. AES . $ «αὶ ous e ovs 1 
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Section 11. .- SECURITY INFORMATION - RESTRICTED 
Group Assembly Parts List AN 01-60JKB-4 


FUSELAGE (Cont) 


H-181-31-31A 


FIGURE 87 - STATION 131 TO STATION 236-1/2 FUSELAGE ASSEMBLY 


168 . | RESTRICTED Revised 15 September 1953 


SECURITY INFORMATION — RESTRICTED Section 1. 


AN 01-60JKB-4 Group Assembly Parts List 
FUSELAGE (Cont) ; 


ο... ϱϱ. ——————M—M———ÀÓ MÀ 
HGURE & PART UNITS USEABLE ON 


INDEX NUMBER NUMBER 1 2 3 4 5. 6 7 NOMENCLATURE PER ASSY. CODE 
87 181-31605 FUSELAGE ASSEMBLY, Station 131 to station 236-1⁄2. . . . . + . + Ref AA-AK 
see figure 72 for next assembly) 
181-31605-51 FUSELAGE ASSEMBLY, Station 131 to station 236-1/2. ον eene Je µε SREP AL-B 
᾿ (see figure 72 for next assembly) 
181-31605-101 FUSELAGE ASSEMBLY, Station 131 to station 236-1/2. . . . . . . . Ref C- 
(see figure 72 for next assembly) 
181-31411 . FRAME ASSEMBLY, Fuselage station 131 to 236.25 complete . . . 1 AA-AK 
(see figure 88 for detail breakdown) 
181-31411-51 . FRAME ASSEMBLY, Fuselage station 131 to 236.25 complete . 1 AL-B 
í (see figure 88 fòr detail breakdown) 
181-31411-101 . FRAME ASSEMBLY, Fuselage station 131 to 236.25 complete . 1 ς- 
(see figure 88 for detail breakdown) 

-1 181-31050-1 . DOOR ASSEMBLY, Fuselage station 131 to station 156 equip ΙΗ . 1 ΑΑ-ΑΚ 
181 -31050-51 ` DOOR ASSEMBLY, Fuselage station 131 to station 156 equip LH . 1 AL- 
181-31050-2 . DOOR ASSEMBLY, Fuselage station 131 to station 156 equip RH. 1 AA-AK 
181-31050-52 . DOOR ASSEMBLY, Fuselage station 131 to station 156 equip RH . 1 AL- 

-2 181-31050-7 . . SEAL, Fuselage station 131 to 156 equipment door LH. ET 1 
181-31050-8 . . SEAL, Fuselage station 131 to 156 equipment door . MES 1 

-3 181-31058-3 . . HINGE, Fuselage station 131 to 156 equipment door. "E 1 

-h | 98265-3-3hO š . STUD UG. . ον ge E ves mo mU) “ei οἳ Fee. eee ee T k ἃ "PE" H 

-5 98265-5490 . . STUD UC). . . + e^ Ro ο ο ο S P$ ου oes, 1 

-6 98265-5-500 . . STUD UC). G QC εἰς δν a ae. USA et e ον ο. "P 1 

-7 98265 -4-450 . . STUD JO.) cw 6: ws n * . $e Ὁ 4 

-8 98265-5-540 . . STUD UC). ume δε, $ . š E SS sansa 1 

-9 98265-5-530 . . STUD UC). . . s Xs; Z è . p μα ο” 1 

-1o 98265-δ-560 ` ο STUD^ σολ τρ ο wl ἂν e ) . ο TA. 

-11 98265-5-510 . . STUD (UC). . « . « «ὁ sU ak 5 ο E ο 1 
99836 zo OIN (UC) ου. o δ) s rtl e De . 4 

-12 181-315186 . . ROD ASSEMBLY, Fuselage station 131 to 156 equip door sup LH 1 ÀL- 
181-315185. . . ROD ASSEMBLY, Fus sta 131 to 156 equip door sup RH... . 1 AL- 
181-315190 . . . EYE FASTENER, Fuselage station 131 to 156 equipment LH. 1 AL- 

; 181 -315189 ` 1 . EYE FASTENER, Fuselage station 131 to 156 equipment RH. 1 AL- 
^ -13 98292-5-510 . . . STUD (πο). . αν ve wer med cm I uel m S mura qq ADS 
99836 . . . PIN (πο)... . . » we i “ὁ a ev όν Ser den Se vog 1 AL- 

-14 AN42-4 . Ὁ BOLT. 2 «ὁ 4 90 o9 0€ 09$ νο ar αὶ 6; ο 9 οι diis m 1 AL- 

-15 AN310-3 . © NUT. wwe + + ° ° ew ° S ο «s uw (mee ο” š 1 AL- 

-16 AN393-7 ARRE: Cana a oq MNT "EP $ . 1 AL- 

-17 2W1AL13-28-64 . . WASHER, Plain n save ον, V€ ο ues do ne woe Κο Wege et ^s 1 AL- 

` -18 2W1AL13-14-64 . . WASHER, Plain (ΝΑ)... . + + + rn — 79, ον . 3 AL- 

-19 AN253-2-2487 a PIN. 32 os Seo κ. ο Ὁ waj s. Veo) ο οἱ ο e e δ tae, C aU dos 2 

-20 181-31053 . DOOR ASSEMBLY, Fus sta 156 to 180.906 structural LH . . . š 1 

: 181-31052 . DOOR ASSEMBLY, Fus sta 156 to 180.906 structural RH . . . . + 1 

-21 181-31054 . . DOOR ASSEMBLY, Fuselage station 173 hydraulic reservoir. . 1 

£ filler door 

-22 181-31060 . .' HINGE- ASSEMBLY, Fus sta 170-3/4 hyd reservoir filler door. 1 

-23 H5000-064 -312 . . . LATCH ASSEMBLY, Torsion spring type (HWL) . . . «.:.:. 2 

-24 AN509-516-16 a SCREW: ο a AS m m E t t n t! ng. 63 

-25 AN509-516-17 . SCREW. . < . . « e e e ὁ ὁ w ὁ «ο ο: ο. w m n ng 2 

-26 AN509-516 -18 . (SCREW. 4 4 + eo ὁ 0€ € noo 9 m; 9») m ο os sm «δ ψ. <: Φ.ᾱ- e m s 4 

-27 181-48053 i . DOOR ASSEMBLY, Fuel forward fuselage cell gravity filler. . . 1 

-28 181-48055 . . HINGE ASSEMBLY, Fuel forward fuselage cell gravity filler. 1 

-29 H5000-125-250 ` . LATCH ASSEMBLY, ‘Torsion spring type (WHL). . . . ... + + * 2 

-30 AN509-10-13 . SCREW. . . . 2,0 6 «e ^ e o ὁ m ὁ 9 9 ο ot t oh ο t t o ee E a a 2 

-31 181-31057 . DOOR, Fuselage station 174-5/16 fuel level valve access LH. . 1 

-32 AN509-10-10 . SCREW. . . . «^ « ο e. ὁ a e. ο ο ὁ ο ο m 9 t n 9] t n9 ` 13 

-33 AN509-10-8 x CREW. MM . el 

-34 181-315171 . COVER ASSEMBLY, Fuselage station 196 wheel well web . . .. . eo 

-35 98265-1-.150 . . STUD (UC). . « « + + + + + + + + s t s + t + on + 9 st] n] t, ng] 5 
99836 ; Ὁ ΡΙΝ. μα ο sr am Be eS e? oy Leah dose vede. 5 
181-31580 . DOOR ASSEMBLY, Fuselage station 230-15/16 rear fuel cell pump 1 

access . 

-36 181-31580-3 . . DOOR, Fuselage station 230-15/16 rear fuel cell pump access 1 

-37 181-31580-5 . . DOOR, Rear fuel cell pump access . . . . + + + + * roere 1 

-38 9995 70.130 ... RECEPTACLE (UC). . . - + + + + ee ae "IDE" 1 

-39 98265-1-110 . . STUD (UC)... at a! a w Be Ca . ο . . e, Ya cess e 1 
99836 . « PIN (UC) . «κ se e e w ὁ 6 s ὁ τῷ P V-xeste tee cub 

-40 001 -1-3 Sg OHAIN, Bead (NA) . d x09 s s 0-9 o9 ë w s Rt koe mm os d 

-41 901 -3-6 . . CHAIN, Safety (NA) . . . . + + + + + * * ο PENES 1 

-42 AN509-10-9 . SCREW. . 4 . 4 2. € w ὁ 9 ο € à ὁ «6 5 Ὁ 5 ο. ο ο ὁ 4 274 oe. 18 

-43 181-31068-1 . DOOR, Fuselage station 215 to 225.5 fuel probe LH . RE 1 

: 181-31068-2 . DOOR, Fuselage station 215 to 225.5 fuel probe RH . . . + + + 1 

-44 AN509-10-11 FEE. uuo ο ο νι π.δ. E OLE a a re ου yas a 30 
181-31062-1 ᾿ . DOOR ASSEMBLY, Fuselage station 190 to 204.5 engine access LH 1 AA-AK 
181-31062-51 - . DOOR ASSEMBLY, Fuselage station 190 to 204.5 engine access. LH 1 AL- 
181-31062-2 . DOOR ASSEMBLY, Fuselage station 190 to 204.5 engine access RH 1 AA-AK 
181-31062-52 . DOOR ASSEMBLY, Fuselage station 190 to 204.5 engine access RH 1 AL- 

-45 181-31062-9 . . DOOR ASSY, Fus sta 190 to 204.5 engine access LH . . . . . 1 
181-31062-10 . . DOOR ASSY, Fus sta 190 to 204.5 engine access RH. . R 1 

-46 181-315164-1 . . HINGE, Fus sta 190 to 204.5 engine access door upper LH. . 1 
181-315164 -2 . . HINGE, Fus sta 190 to 204.5 engine access door upper RH. . 1 

-47 181-315165-1 . . HINGE, Fus sta 190 to 204.5 engine access door upper LH. . 1 
181-315165-2 . . HINGE, Fus sta 190 to 204.5 engine access door upper RH. . 1 

-48 AN253-2-1350 c Ue PIN qoe o9 s ἡ a X S ae S IR E πε. Ἔ ο wo D AO Oe ee -ᾱ 1 

-49 181-315163-1 . . GUIDE, Fuselage station 192 engine access door support LH. 1 
181-315163-2 3 GUIDE, Fuselage station 192 engine access door support RH. 1 
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Section ΙΙ . 
Group Assembly Parts List 


PART 
NUMBER 1 


FIGURE & 
INDEX NUMBER 


SECURITY INFORMATION = RESTRICTED 
AN 01-60JKB-4 | 


FUSELAGE (Cont) 


NOMENCLATURE 


UNITS 
PER ASSY. 


USEABLE ON 
CODE 


90265-2-100 š Meer (p ye NOE . 3 
-51 98265 -2-200 . STUD ο UE. 
-52 98265-2-210 . STUD UC) Luo eBid ae ote DH 2 eS ove τῷ. . s . ἃ 
99836 ç PIN: ο ae QL Qs e ae ο ^ed t imm. xg 
-53 181-315184 " ROD ASSY, Fus sta 190 to 204.5 engine access door support. . 1 AL- 
181-315187 - + + EYE FASTENER, Fuselage station 190 to 204.5 eng access. . l AL- 
-54 98292 -3-260 ο ώμο πα μμ u μπαμ ae Pe . 1 AL- 
99836 Sy Sa PIN” (UON. 2 2.2 eha, κος A S , ν — .. 1 AL- 
-55 AN42 - s “BOLD se oos wet se ο c uis lec wi an Erie, “Ὁ " 5 «1 AL- 
-56 2W18AL13 -28-64 * .. WASHER, Plain B i-e en ee eg tat it hes QM H E a ta AL- 
-57 2W18AL13-14-64 " . WASHER, Plain (NA) . . . . . . e. T rS wow . 2 AL- 
-58 AN310-3 s NUT 4 ee eke Ub ο r gel Ea PS s.s sau. E AL- 
-59 AN393-7 . « PIN.... : "E So det ος de eec. wis |o CABS 
-60 AN509-10-11 εν SCREW: -s ver goai ἐς, ο cl dE eL ^ cvi anl qe SQ eo: iss x 450 è ». 11 : 
-61 AN960D10 WASHER 5 & o < 09 9» ὡς ee ο UQ wU we os el δις 11 
-62 AN365-1032 BNO iene ο ο qe at Me ο QU Neon wh edo Dy Re SE ων Se yl og 11 
181-31066 . DOOR ASSEMBLY, Fuselage sta 225.5 to 236.25 oil filler LH... 1 
-63 , 181-31066-3 . . DOOR, Fuselage sta 225.5 to 236.25 oil filler ΤΗ. . . . . . 1 
-6ι. 181-315175 τ . HINGE, Fuselage sta 225.5 to 236.25 oil filler door aft. . . 1 
-65 181-315115 N HINGE, Fuselage sta 225.5 to 236.25 oil filler door fwd. . . 1 
-66 AN253-2-450 E dw SPIN os dox QU w. olx ΟΥ ο le Rc ue" Up ma cre uo qa! og νο all! 
-67 H5000-.051-.072 - . LATCH ASSEMBLY, Torsion spring type (HWL). . . . Big vee (2 
-68 AN509-10-10 5 SCREWS Iano ἐς ei cd AUC Tey te ieee tee ew By “tes cae Ye ο, E E SG να, BEG 5 
-69 AN960D10 e WASHER: 2 νιν els cx exei πό D Voi TENUES μι ος «ΕΣ 
-70 AN365-1032 3 ο Me? 98 Qa dove in vet Pathos Boe Ge ae ο foe, chs ο eta ο 5 
181-31063-1 . DOOR ASSY, Fus sta 215 to 225-1/2 control & hyd disconnect LH . 1 
181-31063-2 . DOOR ASSY, Fus sta 215 to 225-1/2 control & hyd disconnect RH . 1 
-71 181-31063-3 - + DOOR, Fuselage station 215 to 225-1/2 control and. . . . . . 1 
. hydraulic disconnect LH 
181-31063-4 . DOOR, Fuselage station 215 to 225-1/2 control’ and. . . .. 1 
. hydraulic disconnect RH 
-72 181 -315159 HINGE, Fuselage station 215 to 225-1/2 hydraulic . . . . . 1 
disconnect door lower 
-73 181 -3 151568 - + HINGE, Fuselage station 215 to 225-1/2 hydraulic . . . . . . 1 
: disconnect door upper 
-74 AN253 -2-675 wo ο, BAN AT S S D το, w. O 2 a aa q: ας a es eee: wreck oS Wu cl 
-75 98265-2-230 . . STUD l: "ET ο XP" $t ww Wo Blow ev ὦ, Ὁ 
-76 98265 -2-150 & ca STUD UC). ee RAS. ο... icm ο ο τα) g a M “ος φ- Ὁ 
99836 a ὥς. ΕΙΝ. (UO) m6 EI Ge Deal se Sr αν Bite ος a cec ases e Ἐν ο 
-TT AN509-10-11. μα ο sr y ο ο ο ο de U SUS μ.ο”... T 
-78 AN960D10 = WASHER... ο ὁ ὁ ο LQ we $e Lu ia? "alli a, Fe sul ον, ο το οὐ m ten Ww ON 
-79 AN365-1032 ας ο C OE r ο ο ea ser ο ο fee. bi, we Pead coe. cap YO ο T 
-80 181-48056 . DOOR ASSEMBLY, Fuel aft fuselage cell gravity filler. . . . . . 1 
-81: 181-48055 + + HINGE ASSEMBLY, Fuel aft fuselage cell gravity filler. . . . 1 
-82 H5000-072-142 - . LATCH ASSEMBLY, Torsion spring type (HWL).......... 2 
-83 AN509-10-11 s. SCREW nu ο we Ud. m LOS. lasses V jas ns Ue Seal Beet ean we Cae UE 
-84 181-31056 - DOOR, Fuselage station 180.906 deck . . 2L EE 
-85 AN509-10-10 5 uSCREWS. κκ ο ουν ο” "ES οἱ 
-86 AN509-10-11 idu MMC s αν ὦ ^ sowie VO 
-87 ` AN509-10-13 és OSC REW rZ reo e ο ο ου TERM WE, eee oe 4 xw B 
.-88 181-31055 . DOOR, Fuselage station 161-1/2 pilot fuel valve RH. . . s ade nl 
-89 AN509-10-8 e, SCREW: » ας era * el 37091099, 9 ee ew ee ἆ 5 v. e ce 218 
-90 AN509-10-18 S USOREW ο uoi e Ghee epee! fece lE n . X Pags 
-91 AN509-10H . SCREW. DCN e Ὁ S οἱ ὃς ο ὁ w. ὃν "f 
-92 181-31067 . DOOR ASSEMBLY, Fuselage rear fuel tank sump drain access. . . . 1 
-93 98265-1-120 x STUDS (UC). cu ης de hue um αι ο RUE ers b ee nA E DR 
99836 s BINA (UO) v oe Aer ο ο 1828. 87 96 νο. «η. 
-94 9C1-2-3 CHAIN, Safety (NA)... . .. + ¿+ + + sç se s sz νο ο νο e, 1 
181-48641 LINER INSTALLATION, Fuselage fuel tank sta 131 to sta... .Ref 
180.906 (see figure 117 for detail breakdown) 
181-48647 . LINER INSTALLATION, Fuel cell fuselage sta 204.5 to 236.25. .Ref 
(see figure 117 for detail breakdown) 
181-51411 - INSTRUMENT EQUIPMENT INSTALLATION, Fuselage station 131 to. . .Ref 
sta 236-1/4 (see figure 126 for detail breakdown) 
181-53305 HEAT AND VENT EQUIPMENT INSTALLATION, Fuselage sta 131 to sta .Ref 
180.906 (see figure 152 for detail breakdown) ‘ 
1811-54411 . ELECTRICAL cra re INSTALLATION, Fuselage station 131 to. . .Ref 
sta 236-1/4 (see figure 168 for detail breakdown) 
181-58007 . HYDRAULIC EQUIPMENT INSTALLATION, Fuselage sta 156 to sta 181 .Ref 
RH (see figure 196 for detail breakdown) 
181-58008 . HYDRAULIC EQUIPMENT INSTALLATION, Fuselage sta 181 to sta 236 .Ref 
(see figure 201 for detail breakdown) 
181-58009 . HYDRAULIC EQUIPMENT INSTALLATION, Wheel LH and RH . . . . . . .Ref 
š (see figure 209 for detail breakdown) 
181-71411 . RADIO EQUIPMENT INSTALLATION, Fuselage sta 131 to sta 225.5 . .Ref 
(see figure 239 for detail breakdown) 
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AN 01-60JKB-h Group Assembly Parts List 
FUSELAGE (Cont) $ 


e μμ το 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER Ἔ NUMBER 1 2 3 4 5 6 7 NOMENCLATURE * PER ASSY. CODE 
88 181-31411 FRAME ASSEMBLY,  Fuselage station 131 to station 236.25 complete Ref AA-AK 
(see figure 87 for next assembly) 
181-31411-51 FRAME ASSEMBLY, Fuselage station 131 to station 236.25 complete Ref AL-B 
(see figure 87 for next assembly) 
181-31411-101 FRAME ASSEMBLY, Fuselage station 131 to station 236.25 complete Ref C- 
(see figure 87 for next assembly) 5 n 
181-31511 . FRAME ASSEMBLY,  Fuselage station 180.906 to station 236.25 . 1 AA-AK 
(see figure 89 for detail breakdown) š 
181-31511-101 . FRAME ASSEMBLY,  Fuselage station 180.906 to station 236.25 . 1 AL-B 
(see figure 89 for detail breakdown) 
181-31511-201 . FRAME ASSEMBLY, Fuselage station 180.906 to station 236.25 . 1 ς- 
(see figure 89 for detail breakdown) 
181-31475 . SHELF ASSEMBLY, Fuselage station 131 to station 180.906 LH H 
181-52039 . . BRACKET ASSEMBLY, Manual emergency flight control change-. 1 
over fuselage station 136 pulley 
-1 AN210-1B aou Ge. “PULLEY Gg. 213976 494 €x. o9 wo uw, ur car e ase a E v. ^w m L 
-2 AN3-7A SCA ae BOLT Su: ο u bad S LE sa ag E ee κας 3 EST 
-3 AN960D1OL . zoo wo WASHER. 4 sc q Ὁ. οἱ o9 Ν'. ὁ. 6 on e od, $us Πέ ES 2 2 
ET AN365-1032 aos oca NUTS Gerni res Roos] US Pal ο ωπον; -ᾱἳ ὃς E δὲ αφ) ule. deje ὁ ὁ ὦ 1 
: 181-52040 . . BRACKET ASSEMBLY, Manual emergency flight control change-. 1 
over fuselage station 145.75 pulley 
-5 AN210-2B n ww “PULLEY o οὐ wa S κ 3-9 2.09 ὦ Ὁ δι Ὁ 87 ees el a οἲ ἃ ^ 1 
-6 AN3-7A £ Q OS BOUT. ο yos Xa ce ου DM M ο ο ce er es, Be IE 
-T AN960D10L sc . e WASHER , 4. 4. 6 9 € ο Ὁ ο 4. ος ο ο ce ο ὁ ὦ Ὁ. ee - * 2 
-8 AN365-1032 . s -- ΝΠ voe sce we ala “Ὁ m φις m E vim τῷ LI RI < ἃ. 8) ὁ, IS eR 1 
-9 181-52003 . . . BUSHING, Surface control cable guard support shoulder . 1 
181-4875 . . BRACKET ASSEMBLY, Wing fuel drop tank emergency release . 1 
E : . fuselage station 81 pulley 
-10 AN210-1B R 2 ray FOLIES x. ο UG πα τας w r w. Š . ET P š 2 
-11 AN3-11A a os Se BOLD 0€ os š " š š 2 5 "ret s š a 
-12 AN960D10 . . . WASHER . . ... zen 2 πο ο... . e 
-13 AN365-1032 sco cu. NUE wow τμ. + . <: E ΜΟΝ. 1 
-14 AN3-7A ex BOLT n 2 araca E ο SS Ὃν “Ὁ 2o jé ο Mer 2 w τῷ 2 
-15 ΑΝΟΘΟΡΙΟ . . WASHER ..... . παν -— μα Λα... 
-16 AN365-1032 won NUT E 06-9 wu wr apy w ο xe, Se et cm m SD w RO ea L9 T8 s Se LU 2 
181-48757 : . . BRACKET ASSEMBLY, Wing fuel drop tank emergency release . 1 
cable fuselage station 170 pulley 
-17 181-48757-9 . . . BRACKET ASSEMBLY, Wing fuel drop tank emergency release 1 
cable fuselage station 170 
-18 AN210-2B E “PURGES Jc 1 
-19 AN3-7A s oe BOLT- s. cde ee tee ο Cas Ss. oe SD ἃ ο a ο 1 
-20 AN960D10 £ s . WASHER . . . « 4 ο « © © © © momo om 9 os om om m ος... 2 
-21 AN365-1032 τ..." lee ce oe memos ο τμ πο. 
-22 AN3-5A $ uv BOLT a ο αν om ak GR mé on RU qe ete IO oe eR w d 
-23 AN960D10L : . . WASHER «. ... + + + + . Bg ο. ο. yer ο E 4 
-24 AN960D10 . . WASHER ..... . . . ERU . . EP ai 4 
-25 AN365-1032 "νον ar Ye ret pater eMe tuy s vac RM. den ae ance crecer. v UE 
181-33768 . BRACKET ASSEMBLY,  Alighting gear emergency release fuselage 1 
station 176-1/4 pulley ñ 
-26 AN210-1B s .'^PULLEY , .. .. w ὁ © © © ὁ © © ο ο ο ο we ee ος. v.g 1 
-27 AN3-10A e dé BOLT: ο p ος να S 69 . . . ο . aL να 4 1 
-28 AN960D10L . . WASHER . ..... . a ww er co ie ο ο €; 28 "2 2 
-29 AN365-1032 . oua NUTT. a κ ο oe ο ο 7 37 957€; Ce m ee U w. w ο ο 4; 9. Ὁ w W P 1 
-30 181-31478 . SHELF ASSEMBLY, Fuselage station 134-3/4 to station 154 s is 1 ; 
intermediate LH ‘ 
-31 98292-1-.140 . . STUD ioci: DE QU a rel ce. ALIS UE Ὁ 
-32 98292-1-.130 . . STUD UC). ol. ο os w Ue a -ᾱ- α "T ww. gu s 3 
99836 ¿ oue PING. (00) s x o0. 0: wo So y No y ow orm Ro ris v eo ho ss. D 
-33 181-54127 ; . TRAY ASSEMBLY, Electrical battery . . .. + + + see e+ ee n 1 
-34 181-54155 . . STUD, Battery hold-down . . .. soss * * * * t E 2 
-35 AN509-10R13 . « SCREW . . ὁ ο « © © © © © © © on ο αἱ Te" E res Us a: Gia? ian rg 2 ' 
-36 NAS43DD3 -28 . . SPACER, Screw and bolt . .. .. + + + eee. "m . ο 2 
-37 AN960D516 . . WASHER . ..... ἂν ἃς μον, 22 ET: νιν 
-38 AN960D516L Ὁ. WASHER: Q exi eles ss e να ο. 3 ο... 
-39 AN960D10L . . WASHER . . . ... ° + ο». " ου 4. y ἐν deo κών a 2 
-40 AN364 -1032 s cS NUT ele a eh or . . MS " ο ὦν der D k 2 
-41 AN509-10-9 . SCREW « « « . ... ecl IR ἃ . οἱ o. Ja. d ms e. a Kos se: 5 
-42 ~ AN509-10-10 s SCREW w 2 nd, ea -ᾱ- ὁ 6 ᾱ. q 4 -ᾱ- Se ee Ow . ». w E ὁ 2 
-43 ΑΝΟΘΟΡΙΟ . WASHER . . . . . < + a ὁ 997 ο ο Z QOU ο re c o. "e ea T 
-44 AN365-1032 s NUT ο ο wees Le 19 ee ved WU ΗΡΙ T 
-45 181-31479 . SHELF ASSEMBLY, Fuselage station 132-9/16 to station . . . 1 
144-13/16 intermediate RH 
-46 98292-1-.100 n ox STUD Μο ae eS Nu ug as ey mI em ge e mes oS 
99836 j DCOLUPIN (UC) See co xo 3.06 Row oem Ie vum 6 a ge Goes oe. - 
-4 181-314117 . . SPRING, Retaining . . . . + + + ees e es oo * s oos 2 
-4 181-314145 . FITTING, Fuselage station 156 deck frame to upper longeron LH 1 
181-31469 . FITTING, Fuselage station 156 deck frame to upper longeron RH 1 
--ῃ9 AN5-10A v BOLT i ce ὁ 3 Ὁ Ὁ ὁ 0 Ὁ ο a 6e] μῶν (9. Tol es AD el. me epee ο. Je a. ne dr nes ré 4 
-50 AN960D516 ACWASHER digo: Q IF vex xo Deb ee aes GN wa us sawa IRIS anaes eee SU 
-51 AN365-524 ο 9 Ὅτῳ a QQ ere Des dioc res ver Pel UE Su Sy TW: Ter e TA 4 
181-33758 . BRACKET ASSEMBLY, Alighting gear emergency release system . 1 
fuselage station 131 pulley 
-52 NAS376-2 . . PULLEY, Secondary control . . . 6 , + + + * * * * * * * ° 1 
-53 AN! -10A 2m ONE Sl al Sula aee Roles de im. SS gp rey uw fe ey ee οφ. tw 1 
-54 ANQ60D416L v. 4 WASHER 07 ox cd my er ve τα φ;ᾱ Jap oes, dms te ae Se are τα 2 


Revised 15 September 1953 RESTRICTED 171 


Section. ΙΙ. SECURITY INFORMATION — RESTRICTED 


Group Assembly Parts List AN O1-60JKB-h 
FUSELAGE (Cont) 


H-181-31-32 


FIGURE 88 -.FUSELAGE STATION 131 TO STATION 236.25 COMPLETE FRAME ASSEMBLY 
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SECURITY INFORMATION — RESTRICTED ` | Section II _ 


AN 01-60JKB-4 Group Assembly Parts List 
,FUSELAGE (Cont) 


FIGURE & PART UNITS USEABLE ON 


INDEX NUMBER NUMBER £ 1 2 3 4 5 é 7 NOMENCLATURE * PER ASSY. CODE 
88-55 AN365-428 TEE NUDES oo U Ea a a es a ο Ge tte! ο ο UE ας 1 
181-530108 . BRACKET ASSEMBLY, Wingfold lock control system fuselage . . . 1 
station 131 pulley 
' -56 AN210-2B a s PULLEY να a. q Gta Αλ κο ies ανν 1 
-57 AN3-7A 4» ws SORT. ge ae ea ᾳ. κ RAN ECCE A SOR ee uk j 1, 
-58 AN960D10 ὃν νο WASHER V φον οι δ Oe Ser, seh oe A Ule cet ae ne E ος ὃν SWISS Ὁ ὁ 2 
-59 AN365-1032 ` a^ uve NUR LE IJ ος ο AE ae το ατα. μα) 1 
181-56792 . BRACKET ASSEMBLY, Arresting gear control system fuselage . . 1 
station 129-11/16 pulley 
-6ο NAS376-2 po ἐς PULLEY Sy b US 44 ο $99. scu e use ο... 1 
-61 AN! -10A vue BOLT op exisse d. RUE, WU Rcs Rr VEL e US ας ο 1 
τ -62 ANQ60D416 a ngs | WASHER... a Z. S o tee eb Sy, ος ὃν οὐ τας, Sih w  δ ee Sot Vad iu^ 2 1 
a! 181-56774 . BRACKET ASSEMBLY, Arresting gear control system fuselage 1 
, station 126 pulley 
-63 AN210-2B v. ws ο λα ος 9-98. 0e Re ox; LIN e uo. 2 
-64 AN3-11A P ex BOLT 1 ο ο ο μα ma Sar ο VUES! Des quU ἵερ mum Dre m Let Ὁ 1 
-65 AN960D10L ὁ τν (WASHER Ὁ. ox 4 uw Yep e w Ue uet e S how wt RR VR] Ἴξιτῳ 2 
-66 AN365-1032 vr £s: NUT er videas Sur vr Needed α,β ο ο deco Jes “ο QP sS e TIE Qa. “ὃ a 
181-33773 . BRACKET ASSEMBLY, Alighting gear emergency release fuselage 1 
š station 155 pulley 
-67 AN210-1B ο ες ata emu. sre νος, NS s Q τ y 2 
-68 AN3-11A . . BOLT ΟΝ Ri Nui ει eei aire 1 
-69 AN960D10 oo we WASHER no 4$ eee 5, S: Se l Wg 9 οι es ets 2 
-70 AN365-1032 es CNUE V Suq “ιο ο, Sick: ο ο ο Us SEL ae eae et poh wat Ca πο. 1 
-71 181-520133 . SUPPORT, Manual emergency flight control changeover normal i 
3 valve cable drum 
-72 AN520-10R8 a SCREW -n ο Ye Ὁ. ων. rr 4 
-73 AN960D10 S9 WASHER Z X s. ος ον 9 ^w eoo we eee SIM Sum ἑν) ww -ᾱ uw ϱ 4 
-74 181-31439 . FITTING, Fuselage station 180.906 strut attaching .... 1 
-75 181-314138 . STRUT. ASSEMBLY, Fuselage station 180.906 wheel well beam 1 
stabilizer u 
1F3A10S . . FILLER, Tube (NA).'. A ο ο ο ου IE upra “ὁ 
-76 AN3-11A Uu BOLT S oe quoe ee š e vv. Sere ο d “ο 1 
-TT AN3-12A. ` s BOLT biran $ ο ws ἴω. east er ο ος aaa ο Set Ea ay gee ο ο 1 
-78 AN960D10 . WASHER . . . 2. 2 ὁ ο ο ο ο s PUE SA SG ο μμ μα. 4 
-79 AN365-1032 ad NUT US ο ο eet y o ο G K ie ο A ο ο ο. 2 
-80 181-40014 . SEAL ASSEMBLY, Engine air guide flexible $5 haope τα; war hart ie i 1 
-81 181-40013-1 . RETAINER, Engine air guide seal LH . . . . + + + + + * * eo 1 
181-40013-2 . RETAINER, Engine air guide seal RH . ... + + + + ee wee 1 s 
$ -82 AN520-10R12 a SCREW x ο. ὦ ὁ ὁ U le a —cdqccccs ME. 
! -83 AN960D10L 2 "WASHER. G S Q ew I D oeque, Ce gres om a tea m e per xA eS Fan νι VEO 
181-31414 . DUCT ASSEMBLY, Fuselage station 131 to station. 180.906 . . . 1: A-B 
3 complete 
181-31414-101 ` . DUCT ASSEMBLY, Fuselage station 131 to station 180.900 ... 1 ς- 
complete Ae 
181-31416 . . DUCT ASSEMBLY, Fuselage sta 131 to sta 180.906 lower 1 
181-31415 . . DUCT ASSEMBLY, Fuselage sta 131 to sta 180.906 upper Taki 
-84 181-53358 . . . DUCT, Heat and vent system emergency ram air valve . . 1 
to englne 
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H-181-31-33 


FIGURE 89 - FUSELAGE STATION 180.906 TO STATION 236.25 FRAME ASSEMBLY 
I 


174 l RESTRICTED 


FIGURE & PART 
INDEX NUMBER NUMBER 
89 181-31511 


181-31511-101 
181-31511-201 
181-47001 

-1 181-31516 

-2 181-31518 

33 AN509-416-14 


-4 AN960D!16L 
-5 AN365-428 


181-31562-1 
181-31562-2 
-6 181-31563-3 
181-31563-4 
-7 181-31564-3 


-8 AN396 -25 
-9 140-42047 


-10 6810-064 
-11 165-31924 
-12 134-31908 


-13 134-31916 
-14 165-31926 
-15 NAS146-18 
-16 NAS146-16 
-17 NAS143-6C 
-18 AN960D616 
-19 AN365-624 
-20 NAS145-12 
-21 NAS143-5C 
-22 AN960D516 
-23 AN365-524 
-24 181-31520 


-25 181-31519 


-26 AN509-516-11 
-27 AN960D516L 
~28 AN365-524 
181-31576-1 
181-31576-2 
-29 181-315112-1 
181-315112-2 
-30 5W1-7-15-4 
-31 181-40007 


-32 181-40008 


-33 NAS221-10 
-34 ᾿ΑΝΘΘΟΡΙΟΙ, 
-35 AN960D10 
-36. 181-315176-1 


181-315176-2 


-37 HSBG10 
AN944 -101 

-38 NAS221-12 

-39 NAS221-13 

-40 AN960D10 

-41 AN365-1032 

-42 AN} -12A 

-43 AN960D416 

-44 AN365 -428 

-45  181-h8021 

: 181-58287 

-46 181-58287-9 
181-58287-11 

-47 181-58287-7 

-48 181-58287-5 


-49 AN3-13A 
-50 AN960D10L 
181-31515 


-51 ` 181-48066 


ο ως Group Assembly Parts List 
FUSELAGE (Cont) 
UNITS USEABLE ON 
1 2 3.4 5 6 7 NOMENCLATURE PER ASSY. CODE 
FRAME ASSEMBLY, Fuselage station 180.906 to station 236.25 . . . Ref AA-AK 
(see figure 88 for next assembly 
FRAME ASSEMBLY, Fuselage station 180.906 to station 236.25 . . . Ref AL-B 
(see figure 88 for next assembly) 
FRAME ASSEMBLY, Fuselage station 180.906 to station 236.25 . . . Ref ς- 


oe 9 9 ο $ 9 om 9 ot 9 9 9 ο ο 5 


9. 9 0 9 ὁ 9 o9 9 9 9 ο ο 


* ° ° ο 


SECURITY INFORMATION — RESTRICTED 


KEEPER Fuselage station 236.25 upper longeron forward stud . 
(magnetic inspected) 

SOREW. 6 c Sta o^ ers a uw «x. ce aoe ORE qe rap bh SM ate tee Q 

WASHER s (^W ῳ.ᾱ. ο ὦ Um E mo ο. ο E US E ee AS 

NUT . EU το Ες vet οσα ο 


(see figure 88 for next assembly 
OIL SYSTEM INSTALLATION, Engine . . ο Rune seid EL. 
(see figure 286 for detail breakdown) 
STUD, Fuselage station 236.25 upper longeron fitting forward 2 
(magnetic inspected) 


FITTING ' ASSEMBLY, ` Fuselage station 236.25 main engine . 
trunnion support LH 
FITTING ASSEMBLY,  Fuselage station 236.25 main engine . . . 
trunnion support RH 
FITTING, Fuselage station 236.25 main engine trunnion .. 
support LH (magnetic inspected) 
.FITTING, Fuselage station 236.25 main engine trunnion .. 
support RH (magnetic inspected) 
HINGE, Engine main trunnion fuselage attachment fitting . 
(magnetic inspected) j 
PIN 4 . -ᾱ A ο. 
BOLT, Engine main trunnion attachment `support “assembly ay 
(magnetic inspected) : 
. BOLT RETAINER, One lug steel (NUS) . "AES 
. NUT ASSEMBLY, Engine trunnion support “locking š 
a . NUT, Lower engine mount socket to upper socket assembly 
attaching (magnetic inspected) 
. . RING, Drop chain attaching .. 
- . CABLE ASSEMBLY, Engine support locking ‘nut’ drop 
BOLT, Internal wrenching Bteel snars ee 
BOLT, Internal wrenching steel . 
WASHER, Countersunk ....... 
WASHER^. o1 2 2 a WO os c 
NUT e. boe ο ce ος. ë Ἐ 


. ο. 
. . . 
. . 
. . 


"uam : 
ΝΟΟΟΟΙΦΣΙΗΙ” BHR PRE FR p B gp HUY Ὁ 


. 
. 
. 
. 
. 


`. + 9 o9 + s 9 5 ο ο 
9 < + + + 9 5 9 9 5 


. 
. 
. 
. 
. 
. 
. 


. seses’ 
* * om 9 * 9 e + ° n9 n 
* 9 o9 o9 9 4 + 0 ο 9 < n 


FILLET ASSEMBLY, Fuselage to wing trailing edge LH . 
FILLET ASSEMBLY, Fuselage to wing traillng edge RH . 
. . SEAL, Weather (NA) . š Ξ 
TUBE ASSEMBLY, Engine flow 'aiviaer “fuselage station 237-1/4 
drain 
DRAIN ASSEMBLY, Engine accessory compartment fuselage "ER 
station 236-1/4 
SCREW, Brazier head Phillips recess 10-32 . . . . .. 
WASHER? ο ο Gide) wire opc y vm, vds QL. ο ο. ο 
WASHER... . aia c ο ο οφ Sa: un fe. a 08.9: 116). y 76 
FITTING ASSEMBLY, ` Fuselage station 215 canted torque 
shaft support 
FITTING ASSEMBLY, Fuselage station 215 canted torque . . 
Shaft support 
. BEARING (HLF). St sew ames etu vs 
FITTING . ; Q a 
BOLT, Internal wrenching steel 
BOLT, Internal wrenching steel 
WASHER... . 


BOLT, Internal wrenching steel GE . 

WASHER, .Countersunk ....... wot. ¿e E Mn 2 

WASHER > s ¿ αν. τονε... οσο 2 

NUT. 26 uoa ο U sy SY mU BNO WO sa ce : 2 

STUD, Fuselage station 236.25 lower longeron splice forward 2 
(magnetic inspected) 

KEEPER, Fuselage station 236.25 lower longeron fitting .. 2 
forward (magnetic inspected) 

SCREW. ^6 v. Ay. ama I$ CE tel Sosa 9 ο ο. οσο HEN 4 

WASHER y ο Ew Cie Wires aes Ww tot eNO: wp I. οὐ 3 . «. 4 

NUT Yr a dar aa a a ἁγνάς A E η e 4 

FILLET INSTALLATION, Fuselage to wing trailing edge LH ... Ref 

FILLET INSTALLATION, Fuselage to wing trailing edge RH .. Ref 


. . . 


ee ee 
. 
` 

` ` + » » 
. 


FITTING ASSEMBLY, Fuel filter drain overboard RH < . 

SUPPORT ASSEMBLY, Hydraulic fuselage station 204.5 top lines. 

. SUPPORT, Hydraulic fuselage station 204.5 top lines .. 

. BLOCK ASSEMBLY, Hydraulic fuselage station 204.5 top lines 
BLOCK, Hydraulic fuselage station 204.5 top lines . . 


` PLATE, Support block back-up . . . . e . ον . ... rs s 
"o Ακ ο ος Da veal, S ous, Ë 
WASHER |. . 


DECK ASSEMBLY, “Fuselage station 215 to station 23629 lower 
. FITTING ASSEMBLY, Fuel aft cell pump seal drain overboard. 
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Section. 11 . SECURITY INFORMATION — RESTRICTED 


Group Assembly Parts List ον 
FUSELAGE (Cont) 


FIGURE & PART š - I UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 : NOMENCLATURE PER ASSY. CODE 
89 181-31501 . SHROUD ASSEMBLY, Fuselage station 204.5 to station 236.95 . . 1 
-52 181 -31514 . DECK ΛΈ Fuselage station 131-1/32 to station 236.25 1 AA-AK 
per (See figure 92 for detail breakdown) 
181-31514-101 . DECK κ, Fuselage station 131- 1/32 to station 236.25 . 1 AL-B 
per (see figure 92 for detail breakdown) 
181-31514-201 . DECK ASSEMBLY, Fuselage station 131-1/32 to station 236.25 1 C- 
upper (see figure 92 for detail breakdown) . 
181-31413 . PANEL ASSEMBLY, Fuselage station 131 to station 236.25 LH side 1 A-B 
ξ (566 figure 91 for detail breakdown) 
181-31413-201 . PANEL ASSEMBLY, Fuselage station 131 to station 236.25 LH side 1 C- 
(see figure 91 for detail breakdown) 
181-31412 . PANEL ASSEMBLY, Fuselage station 131 to station 236.25 RH side 1 A-B 
(see figure 91 for detail breakdown) 
181-31412-201 . PANEL ASSEMBLY, Fuselage station 131 to station 236.25 RH side 1 ς- 
(see figure 91 for detail breakdown) 
-53 181-31526 . WELL ASSEMBLY, Fuselage station 180.906 to canted station. . 1 
215 whee1 
181-31599-1 : . WEB ASSEMBLY, Fuselage station 180.906 to station 210.5 . 1 
wheel well 
181-31599-2 ç . WEB ASSEMBLY, Fuselage station 180.906 to station 210.5 . 1 
wheel well 
181-33750 . . . BRACKET ASSEMBLY, Alighting gear release system fuselage 1 
` station 205-3/4 pulley (LH only) 
-54 AN210-2B š é v xw o PULLEY srana £9. ο ey € Se ERa we NE SS SW SDN Ceo s 1 
-55 AN3-7A ; Be Sige a ο BOLT ues. Cah ee eis as ab U De Q ara a US ey ae ης ον 1 
-56 AN960D10L " EET xe WASHER deo. ὁ € 30 - 2e YR Q. RS S a ce Ves δν deo τον 2 
-57 AN365-1032 "s NUT š pr 
181-48781 24 ud BRACKET ASSEMBLY , "Wing fuel drop tank emergeney "release 1 
5 fuselage station 185 buttock line 15-1/4 pulley 
-58 NAS376-2FP .* + + PULLEY, Secondary control fire proof . . . S 1 
-59 AN4-10A ee hn Gu Ρο δν σας ο αρα BN S rod d Ze 1 
-60 . AN960DH16L "Le WASHER . . « . + % . . si ENS S, SU vs s "DE 2 
-61 AN365-428 ow nA NUTT κ. Ὁ ο κα; ρα Sion, ας re w- Yar He Yer, "Rt 1 
-62 AN3-5A . . BOLT .. μα ο ο. ο ο ον ο αν ο. 3 
-63 AN509 -10R10 . . SCREW.. Ww d) qw, ου at, CSI OA. ue. Ca er i|" ο. ee 1 
-64 ANQ60D10 <  .» WASHER ... ο 9 ο © © © © © ὁ © 0 ὁ ο 9 ὁ ο “w 9 ew ο ο ο T 
-65 AN365-1032 . . NUT d ο τν . e ο . M ο 4 
181-48763 > Í BRACKET ASSEMBLY, Wing fuel drop tank emergency release . 1 
fuselage station 187 buttock line 24 pulley 
-66 NAS376-2 . . . PULLEY, Secondary control . . . . . + + + + + eo "S 1 
-67 AN4-11A Z a x ΒΟ, 474 X ox ν.ῳ Ὁ X Oo ee a UE pene. ae lh ee 1 
-68 ANQ60D416 so dee oi “WASHER! 4: ο τρ τες ὃς saa “ὁ Wee, ον eas ew ee ke 
-69 AN365-428 E. aW) So, NUT. os eoa SR Ya q; TO e NARI κα 1 
181-18761 . . BRACKET ASSEMBLY, `wing fuel `arop tank emergency release . 1 
ee cable fuselage station 185 pulley 
-70 NAS376-2 . . . PULLEY, Secondary control . . κ οἷ HE ος 1 
-71 AN4-11A v Js ORT κ qux δὲ δι πε οᾱ YQ š . ὃν ο ὃς 9 5. “Φ; o os .1 
-72 ΑΝΟΘΟΡΗ16 . + . WASHER . “ο ἂν Ὁ S este 2 
-73 AN365-428 é aTa ANUT τὸ 22 i£ 4524 ὁ ee E δι Ὁ . Š $$ 1 
-74 AN3-5A . e. BOLT toy. νὰ ue). Be ie es ee: rw o . . . RE 2 
-75 AN509-10R11 » . SCREW . £ ve ces TUR UP -ᾱ ow PM . "M . Sc us 2 
-76 AN960D10 š . WASHER ο ο “ᾱ ᾱ ws . ὃς ο . s 6 
-7T AN365-1032 . . NUT τὸ ; bx avete E 2d 
181-4878? ` Ὁ BRACKET ASSEMBLY, Wing fuel drop tank emergency release . 1 
fuselage station 187-27/32 pulley 
-78 NAS376-2 . . + PULLEY, Secondary control. . ος 5 1 
-79 ANH-11A a 5 τ... ILI En E DA OVER. ο . 1 
-80 ΑΝΟΕΟΡΗ16 - . WASHER . . . . 6 ee » à * e e * e » * 4.» «ια. 2 
-81 AN365-428 t 5 . NUT. xl nU. «ο. ne mi ce I δὲ Car nu Se φ. Vo er ih o Ca £ ο 1 
-82 18121-31572 š . TUBE ASSEMBLY, Wheel well drain . .. . +. + + + ° á 1 
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*FIGURE & 
INDEX NUMBER 


90 


PART 
NUMBER 


181-31513 
181-31513-101 
181-31512 
181-31512-101 
181-31517-1 


181-31517-2 


181-31573-5 
181-31573-6 
181-315144 


181-31419-1 
181-31419-2 
181-31418-1 
181-31418-2 
181-31420-5 
181-31420-6 
181-31505-3 
181-31447 


181-31446 


181-31499 

181-31448-1 
181-31448-2 
181 -31424-3 


181-31424-4 


NAS145-26° 
NAS 143-5C 
NAS 143-5 
EBO54 
181-31449-1 


181 -31449-2 


181-31499 
181-31578- 3 
181-31578-4 
181-31565 
AN5-6A 
AN5-7A 
AN960D516L 
AN365-524 
181-33779 


NAS 376-2 
AN4-10A 
AN960D416L 
AN365-428 
181-48714 


181-48714-9 


181-48704 
AN218P4 
AN174-12A 
ANS60D416L 
AN960D416 
AN365-428 
AN3-4A 
AN960D10L 
AN365-1032 
181-47031 
176-47011-5 
181-47020 
181-52033 


AN210-1B 
AN3-12A 


. AN960D10 


AN365 -1032 
A6912-832-1 
181 -31513-19 
901 -2-4 

181 -31065 
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SECURITY INFORMATION — RESTRICTED 
ΑΝ 01-60JKB-4 


FUSELAGE (Cont) 


Section ΙΙ _ 
Group Assembly Parts List 


UNITS USEABLE ON 


1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
PANEL ASSEMBLY, Fuselage station 180.906 to 236.25 LH PC Ref A-B 
(see figure 91 for next assembly) . 
PANEL ASSEMBLY, Fuselage station 180.906 to 236.25 LH . . . Ref C- 
(see figure 91 for next assembly) 
PANEL ASSEMBLY, Fuselage station 180.906 to 236.25 RH ES Ref A-B 
(see figure 91 for next assembly) 
PANEL ASSEMBLY, Fuselage station 180.906 to 236.25 RH . Ref C= 
see figure 91 for next assembly) 
. LCNGERON ASSEMBLY, Fuselage station 120.607 to 236.25.... 1 
upper LH 
. LONGERON ASSEMBLY, Fuselage station 120.607 to 236.95 . . 1 
upper RH 
z FITTING ASSEMBLY, Fuselage station 236.25 upper longeron . 1 
forward LH 
$ FITTING ASSEMBLY, Fuselage station 236.25 upper longeron . 1 
forward RH I 
. INSERT, Fuselage station 236.25 forward upper longeron. 1 
fitting 
> FITTING, Fuselage station 120.607 upper longeron aft LH 1 
+ . FITTING, Fuselage station 120.607 upper longeron aft RH 1 
- LONGERON ASSEMBLY, Fuselage station 131 to 236-1/4 lower LH . 1 
. LONGERON ASSEMBLY, Fuselage station 131 to 236-1/4 lower RH . H 
n FITTING ASSEMBLY, Fuselage station 131 lower longeron LH . 1 
. . FITTING ASSEMBLY, Fuselage station 131 lower longeron RH. 1 
* BUSHING, Fuselage station 131 lower longeron fitting Bo 
n FITTING ASSEMBLY, Fuselage station 147.938 lower longeron. 1 
support LH 
FITTING ASSEMBLY, Fuselage station 143.5 lower longeron ni 
Support RH 
š . BLOCK, Fuselage to wing bearing ee ee a ee a ον 1 
. FITTING, Fuselage station 156 lower longeron support LH . 1 
.. . FITTING, Fuselage station 156 lower longeron support RH . 1 
+ + FITTING, Fuselage station 156 frame to lower longeron .. 1 
attaching LH ` 
. . FITTING, Fuselage station 156 frame to lower longeron . . 1 
attaching RH 
- + BOLT, Internal wrenching . . . . es + + + +s + s + + + ον 2 
. + WASHER, Countersunk . .-. Ew: xe Wok Wo C SE X DET Ee Ws 2 
v, tod- WASHER; “Plath eos ose ο ο De dw [φις S: ek ᾱ Te 2: 
v cw NUT, High tensile (ΕΝ). ο S κ ο wow bo.c ow UQ US s ας 9 2 
. . FITTING ASSEMBLY, Fuselage station 147.938 lower longeron. 1 
support LH 
" FITTING ASSEMBLY, Fuselage station 147.938 lower longeron. 1 
support RH ; 
+ .. + BLOCK, Fuselage to wing bearing , RP 1 
. . FITTING, Fuselage station 236.250 lower longeron forward LH 1 
ν FITTING, Fuselage station:236.250 lower longeron forward RH 1 
; FITTING, Main engine trunnion fitting front support . . . . . 1 
š BOLT ο uq les eee cei dote. E ve ο πο ο ο ο wak WS σις š 2 
«- BOLT S ο S SS SA Mey ο . Be ce. ts h otis ὁ) «s 2 
. WASHER ¿ ¿ « « ο» « «ο» «ο oe ο ὁ ο ο $e  ὁ s 4 
. NUT . P se ο ο er ο 9 3078 26,08 ioe ee 08.09. D A 2 
. BRACKET “ASSEMBLY, Alighting gear emergency . . . . es + + > 1 
release fuselage station 204.5 pulley LH 
. . PULLEY, Secondary control . "PE" κ ο Sa eo RD κ 1 
a os BOLT ο ο et. Seite δ. αἱ ὦ ο ο G ay an es ee wa 1 
ec ο WASHER «. ....... ο ο en eo) ο ο aY A ee, "710 
ccs vh NUTT oe, eua ο ea re ΤΙΝΙ ο a rie “ο... 1 
SUPPORT ASSEMBLY, Fuel valve shut off control . . . . . . ο . 1 
valve actuating LH 
. SUPPORT ASSEMBLY, Fuel valve shut off control . . . ... 1 
valve actuating LH 
- + JBELLCRANK ASSEMBLY, _Fuel valve shut off control cable . . T; 
© . BEARING ο soca. ee be $5. € ο N a mE Sar e 1 
s ὁ BODY ο (32 ο dees er ο ο ο ο ᾱ a οι, san ὁ Seu an a 1 
- . WASHER l^ DU ο ore. ο Φ ὁ eee ο πο ας 1 
ë; Ἐς. WASHER- ον L ας eine! eo, o Us κ UL RI Φ v.e δ’ εφ. yen ie 1 
ο s NUT ο στ hip. ο ο We Wy EIAS huie ce CP O W 1 
e BOLT. $6 $03. 90€ 281 9 τα) τῳ € uw 7; ώς ιο τω “ὦ mi IW, eei WD Ue 4 
. WASHER A ο re ο ο. ο ο 8 
. NUT 2 aus eive . ME κι ο ο 
. LINE ASSEMBLY; Engine o1i tank “vent outlet “LH ey at μα ανν 1 
- BLOCK, 011 tank atmosphere vent air deflector LH ...... 1: 
. LINE ASSEMBLY, Engine oil tank scupper drain outlet LH . .. 1 
. BRACKET ASSEMBLY, Manual emergency flight control change over 1 
fuselage station 229-5/8 pulley š 
Bi aes a PULLEY κ μυ ç oe ο το ος 3 
&^oe- SBOLT ος cene ae ri omo el ολ ce ος ο ο ὅς ο δε 1 
x WASHER S wo. E Fg) sce Ὅς caer NE ο ο ο. 35-9 € 2 
š NUT . a š κο oh Tet Sua Sa ween κο... 
| SPEED NUT, Patch assembly (TIN) oe do ee ας ος, ng "ex dui ms 1 
. SEAL, Fuselage station 180.906 to 236. 25 “panel BH x. o$wes 1 
. CHAIN, Safety (NA)... s WT qr e e 1 
. DOOR ASSEMBLY, Fuselage station 225- 1⁄2 to 236- 1/4 hydra ulic, 1 
panel RH 
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Group Assembly Parts List AN 01-60JKB-4 
. FUSELAGE (Cont) ^ 


H-181-31-37A 


FIGURE 90 - FUSELAGE STATION 180.906 TO STATION 236.25 LH AND RH PANEL ASSEMBLY 
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FIGURE & 
INDEX NUMBER 


90-44 


PART 
NUMBER. 


181-31065-9 
181-31595 
181-315148 


AN253-2-775 
98265 -2-.170 
98265 -2 - .230 
98265 -3-.320 
99836 


. 181-58283 


181 -58283-9 
181-58283-11 
181-58283-7 
181-58283-5 


AN3-13A 
AN960D10L 
181-58284 


181 -58284 13 


181-58284 -7 
181 -5828}-9 
181 -5828}-11 
181-58284-17 


AN3-21A 
AN960D10L 
181-58367 


181-58366 


325 625-4 .500S 
181 -58365 


181 -58367 -3 


AN520-10R20 
AN960D10 
AN365-1032 
181-58364 


181 -58363 


325-.625-1,500S 
181-58362 


181-58364 -3 


AN3-16A 
AN960D10 
AN365-1032 
181-58259 
2J1 
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SUPPORT ASSEMBLY, Hydraulic fuselage station 197.5 lines R 


SECURITY INFORMATION -- RESTRICTED 


AN 01-60JKB-4 


FUSELAGE (Cont) 


3 4 5 6 7 NOMENCLATURE 
DOOR ASSEMBLY, Fuselage station 225-1/2 to 236-1/4 , 
hydraulic panel RH 
HINGE, Fuselage station 225-1/2 to 236-1/4 hydraulic 
access door lower 
HINGE, Fuselage station 225-1/2 to 236-1/4 hydraulic 
` access door upper 


PIN. a, ὁ Xe REL eRe o ιν Ge N Mes S QU TOR Q 
STUD (UC dot sel ee X w^ ρε OD Kc ge ee e 
STUD (UC νο toy WI ο ον Jer Um. αὶ ο μον 
STUD Uc cxli" 
PIN (UC)... 


SUPPORT ASSEMBLY, Hydraulic fuselage station 197.5 
lines RH 


BLOCK ASSEMBLY, Hydraulic fuselage station 197.5 lines 


support RH 
. BLOCK, Hydraulic fuselage station 197.5 lines A 
support RH 
PLATE, Hydraulic fuselage station 197. 5 lines support 
block back-up 


BOLT $2 X eee es 9 LR ees ο ο... 
WASHER . .. DP" — E 
SUPPORT ASSEMBLY, Hydraulic fuselage station 188-7/8 . 
lines RH 
SUPPORT ASSEMBLY, Hydraulic fuselage station 188-7/8 
lines RH 


. 


H 


Section. ΙΙ _ 


PER ASSY. 


BLOCK, _Hydraulic fuselage station 188-7/8 lines support. RH 
BLOCK, Hydrallic fuselage station 188-7/8 lines support RH 
BLOCK, Hydraulic fuselage station 188-7/8 lines support RH 


PLATE, Hydraulic fuselage station 188-7/8 lines support 


block back-up RH 
BOLTS 224 αν 823 58e Mary bien. coh et στ e ο as Ear ew 
WASHER .. i τῷ ενα PUN 6 as hes ὦ 


SUPPORT ASSEMBLY, Hydraulic normal flight control | . Í 


. 


. 


BRACKET ASSEMBLY, Hydraulic normal flight control accumilator 


accumulator aft RH 
BRACKET ASSEMBLY, Hydraulic normat flight control . 
accumulator aft support 
CLAMP (MAR) ... 


SECTOR, Hydraulic normal flight “control “accumulator ‘aft. 


support 
PAD, Hydraulic normal flight control accumulator aft 
support 
SCREW s ο uot Se ο Santen δὴ ΟΕ ο. 
WASHER .. ο lan Te: πο ο te! e. 16r ons & ow E ᾱ 


forward support 

BRACKET, Hydraulic normal flight control accumulator 
forward support 

CLAMP (MAR) ... 

SECTOR, Hydraulic normal flight “control” accumulator 
forward support 

PAD, Hydraulic normal flight control accumulator , 
forward support 


BOLT aa o rw hie wey nx Ste PADO dk “ap RE, Be 
WASHER L2 ο cea hod Goes Bere a ο οκ. 
NUD oe Sed ο S Tiles ha ah eed or μι αλα. 


TUBE ASSEMBLY, Hydraulic disconnect compartment drain . 
JACK ASSEMBLY, Fuel nozzle grounding (NA) ..... 
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USEABLE ON 
CODE 
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Group Assembly Parts List AN 01-60JKB-h 
FUSELAGE (Cont) 


H-181-31-36A B 


FIGURE 91 - FUSELAGE STATION 131 TO STATION 236.25 LH AND RH SIDE PANEL ASSEMBLY 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
` 91 181-31413 PANEL ASSEMBLY, Fuselage station 131 to 236.25 LH side. . . . . . Ref A-B 
(see figure 89 for next assembly) 
181-31413-201 PANEL ASSEMBLY, Fuselage station 131 to 236.25 LH . . . . . . . . Ref c- 
2 (see figure 89 for next assembly) 
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SECURITY INFORMATION — RESTRICTED 
AN 01-60JKB-4 


. FUSELAGE (Cont) 


Section. II . 
Group Assembly Parts List 


UNITS USEABLE ON 


FIGURE & PART 
INDEX NUMBER NUMBER 1 2 š 4 5 é 7 NOMENCLATURE PER ASSY. CODE 
91 181-31Hi2 PANEL ASSEMBLY, Fuselage station 131 to 230.25 RH side . . . . . Ref A-B 
(see figure 89 for next assembly) 
181-31412-201 PANEL ASSEMBLY,  Fuselage station 131 to 236.25 RH. . Ref cC- 
(see figure 89 for next assembly) 
181-314126-1 STIFFENER ASSEMBLY, Fus sta 126-1/4 to 180.906 side skin LH. 1 
181-314126-2 . STIFFENER ASSEMBLY, Fus sta 126-1/4 to 180.906 side skin RH. 1 
EI 181-314126-5 . . WEATHERSEAL, .Fus sta 126-1/4 to 180.906 side skin. .... 1 
-2 181-31058-5 . HINGE, Fuselage station 131 to 156 equipment door . aie š 1 
-3 181-31470-3 . FITTING, Fuselage station 156 upper longeron lower LH . š 1 
. 181-31470-4 FITTING, Fuselage station 156 upper longeron lower RH . . 1 
-4 AN4 -6A BOLT S £x CR y ο 99 RUE wae eels pi seus ara ay A qulqi “P τ 2 
-5 ANQ60D416 WASHER . . . . . 04. DoD . m 
-6 AN365-428 NUT. .. CAPERE κὲν HMM 2 
-7 181-48088 . CUP ASSEMBLY, Fuel fwd fuselage cell gravity filler scupper . 1 
181-58338 SUPPORT ASSEMBLY, Hydraulic fuselage station 162.5 lines RH. 1 
-8 181-58338-9 SUPPORT ASSEMBLY, Hydraulic fuselage station 162.5 lines . 1 
-9 181-58338-7 BLOCK, Hydraulic fuselage station 162.5 lines support. M 2 
-10 181-58338-5 PLATE, Hyd fus sta 162.5 lines sup. block back-up. š š 1 
-11. AN3-5A BOLT Z . . . . . . . 5 ο νε eek MESE dE T ο ο ee G 5 2 
-12 ΑΝΟΘΟΡΙΟΙ, WASHER > ¿ e s... ew we Rc ρε alate ay š 4 
-13 AN365-1032 a NUT. 4 2-4 Q die; c "y Suae da ο neh, ο antera Par dea sen! doe .- z 2 
181-31433 FRAME ASSEMBLY, Fuselage station 180.906 intermediate LH. . 1 A-B 
181-31433-101 . FRAME ASSEMBLY, Fuselage station. 180.906 intermediate LH. . . 1 cC- 
181-31434 . FRAME ASSEMBLY, Fuselage station 180.906 intermediate RH. 2 1 A-B 
181-31434-101 . FRAME ASSEMBLY, Fuselage station 180.906 intermediate RH. š 1 C- 
-14 181-31432-1 . . CAP, Fuselage station 180.906 intermediate side LH . . 1 
181-31432-2 - ,. -CAP, Fuselage station 180.906 intermediate side RH 1 
-15 181-31435-1 . . FITTING, Fuselage station 180.906 fus to wing attach LH. 1 
181-31435-2 . . FITTING, Fuselage station 180.906 fus to wing attach RH. 1 
181-52088 . BRACKET ASSEMBLY, Manual emergency flight changeover . 1 
fuselage station 180 upper pulley LH 
181-52087 BRACKET ASSEMBLY, Manual emer flight control changeover. 1 
fuselage station 183-9/32 wl 19- 11/32 pulley LH 
. -16 AN3 -7A ο BOLE XT S S e oe... La ye ος EE ME 1 
-17 AN960D10 swt “a> WASHER ewe Wa» 3e wo» s wo» ee E "ᾱ κ εἰν 2 
-18 AN365-1032 κ te 2» ΝΗ οἱ Se να ο ee we κα σα EU RA. αν. μάς Lo 1 
-19 AN210-2B s α e. PUDLEY qo wo». xx 1 
181-52083 . . BRACKET ASSEMBLY, Main emergency flight control changeover H 
fuselage station 180 upper pulley LH 
181-48759 . . BRACKET ASSEMBLY, Wing fuel drop tank fuselage station 180 1 
emergency release cable pulley LH 
-20 AN210-2B ο « . PULLEY .. .... š Ρ ον ο ο απ ο 1 
-21 AN3-7A Ww. wv i9 BODD sss oes ux οι ολ, tanen ca iter SEQ er Sas et Pret Taur E 1 
-22 AN960D10L » ww o WASHER τς κ.» og Bp ia PE" . Eo E 2 
-23 AN960D10 aa . . WASHER . . . . . . "PI 2 
-24 AN365-1032 Pe ck OR NUTT a: ας δα a s w "n » . ο . SA Aa" ὡς ae 1 
-25 AN3-5A = ox BOLT: a ZX Sa ze XE AI . ο VR Sr $ d a ww 3 
-26 AN3-6A & dee BOLE: ole οκ; πε δι we s . i $c uw ` 5 
-27 AN960D10 a . WASHER. . . . . . .. . . P $E W. T Q. Ue 11 
-28 AN960D10L . è WASHER. ¿ < o « ο ο ο ^ m a ve ORE 5 
-29 AN365-1032 $e S C ΝΟ... ος; Ll. ο δια exe) οφ. ey Φίδι déc A^ xev (Q δ). GW δε CA LIES LE 8 
181-58382 . . BRACKET ASSY, Hyd speed brake dump sys fus sta 180 pulley LH 1 
-30 AN210-1B & s ο PULLEY i0. ft foi ο ο it nq luc SG a Oe ο” ον te T eU 3 
-31 NAS43C3-8 eo ee de “SPACERS: s ¿ + < + 3 . . . . w m tita: Ce 1 
-32 AN3-15A ὧν. Me BOLT 1555.31.49 εν νε S “< . 6 ο "m us ao sues s 1 
-33 AN960D10L  -ὁ WASHER . . . . . . 2-75 . . 22$ $e lA e, ᾱ. 2 
-34 AN365-1032 we ας τῷ, ΝΟΣ. ο a S 9 32 ᾱ . » . . .  * ο α 4 
-35 AN3-6A se Ca BOLT ce: te eo er tds ee ow Be . . . . ο "n 4 
-36 AN960D10L . > WASHER. . . . . + < ο a τς % e e ee ee δ; ee oss 4 
-37 AN960D10 > o o WASHER; 450574 0302 skua es . s ο s 4 
-38.' "AN365-1032 - . NUT... ee ae e (rud) o te; WS ο ο ο s ess ee ee "E 4 
181-43708 . . SUPPORT ASSEMBLY, Engine control system aft cable drum LH. 1 
-39 181-52003 A BUSHING, Surface control cable guard support shoulders 2 
-40 AN3 -5A ο BOLT S ane ος . ο. ο ο ο ο ο ο 4 
| -41 AN960D10L . . WASHER. .. .. «ο ο ος tnt 8, seii d rM 4 
-42 AN960D10 . + WASHER. . . « . . + + "ES šK ο r$ ο Cure ces πο 4 
-43 AN365-1032 ο, ο "NUT Q Ss A x . 4 
181-58333 . SUPPORT ASSEMBLY, Hydraulic "fuselage sta 180. 906 lines RH. 1 
-44 181 -58333-9 SUPPORT ASSEMBLY, Hydraulic fuselage sta 180.906 1ines. 1 
-45 181-58333-5 š BLOCK, Hydraulic fuselage station 180.906 lines support 2 
-46 181 -58333-7 R PLATE, Hydraulic fus sta 180.906 lines support, back-up. 1 
-47 AN3 -244A xo αἱ ο GBOBP wu aer ooo $ ο "AP a» wx. 2 
-48 ΑΝΘΘΟΡΙΟΙ, . . . WASHER... iS 2 
-49 181 -58258 . TUBE ASSEMBLY, Hydraulic utility r reservoir compt drain RH. 1 
ER0819-6 . RING (WH) . . E X ο, ο ae l9. Cw JE, VRAT 1 
ERO818-60 . NUT, Tube (WH). . * ῳ ὁ 4 κα ὁ ὁ » 1 
-50 2J1 JACK ASSEMBLY, Fuel nozzle grounding (NA) . NN 1 
-51 181-31513 . PANEL ASSEMBLY, Fuselage station 180.906 to 236. 25 LH wv. Lei. e 1 A-B 
(see figure 90 for detail breakdown) 
181-31513-101 PANEL ASSEMBLY, Fuselage station 180.906 to 236.25 ΙΗ... . 1 ς- 
(see figure 90 for detail breakdown) 
181-31512 PANEL ASSEMBLY, Fuselage station 180.906 to 236.25 RH . . . . 1 Α Β 
(see figure 90 for detail breakdown) 
181-31512-101 PANEL ASSEMBLY, Fuselage station 180.906 to 236.25 RH . . . . 1 ς- 
(see figure 90 for detail breakdown) ` 
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FIGURE 92 - FUSELAGE STATION 131-1/2 TO STATION 236.25 UPPER DECK ASSEMBLY 
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: ; ! αρα Group Assembly Parts List 
FUSELAGE (Cont) 


` 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
92 181-31514 DECK ASSEMBLY, Fuselage station 131-1/32 to 236.25 upper... . Ref AA-AK 
(see figure 89 for next assembly) 
181-31514-101 DECK ASSEMBLY, Fuselage station 131-1/32 to 236.25 upper... . Ref AL-B 
(see figure 89 for next assembly) 
181-31514-201 DECK ASSEMBLY, Fuselage station 131-1/32 to 236.25 upper... . Ref 0- 
(see figure 89 for next assembly) . 
181-31550 . .TRACK ASSEMBLY, Fuselage sta 197.0 to 236.25 front eng mount. 1 
-1  * 181-31550-3 . . TRACK, Fuselage Station 197.0 to 236.25 front engine mount 1 
-2 181-31550-11 " . STOP, Fuselage sta 197.0 to 936.25 front engine mount track 2 
-3 181-315113-3 . . BLOCK, Fuselage sta 197-3/16 engine track spacer . . . . « 1 
-4 181-315113-9 . . BLOCK, Fuselage sta 2045 engine track spacer . . ait 1 
-5 181-315113-7 . . BLOCK, Fuselage sta 215 and 225.5 engine track Spacer. 2 
-6 | 181-315113-5 3 BLOCK, Fuselage sta 236.25 engine track spacer ...... 1 
-7 AN509-8-14 S SSCREWs. αμ Q 3o ul mon toes moon mo MUR YoA Pur Bole ae -«6 
-8 AN960D8 nel WASHER) κ ο Μα e tall oh αν ορ. [| 
-9 AN365-832 . NUT... OE fo eke E wes ike ο Sen ο MO ο MY ee ted Od 6 
181-31560 . FRAME ASSEMBLY, Fuselage station 204.5 top. 1 A-B I 
181-31560-101 . FRAME ASSEMBLY, Fuselage station 204.5 top i 1 ς- 
-10 181-54600 . . INSULATOR, Electrical cable fuselage S anion 204, 5 top s 1 
frame 
-11 181-52010 . . RFAIRLEAD, Surface control cable fus sta 204.5 top frame. . 1 
-12 NAS376-2 . . . PULLEY, Secondary control . . — 1 
-13:. 181-31561 . SUPPORT ASSEMBLY, Fuselage station 190 to 20h. 5 engine. " 1 
-14 4B2088-012 ` . . BUSHING, Access fit flanged (ΝΑ) . . . φον a 3 ; 2 
161-31935 . PIN ASSEMBLY, Engine mount steady support . . . . . . . + ; 1 | | 
-15 161-31935-3 . . PIN, Engine mount steady support . . - 5s . 1 
-16 161-31935-13 . . CABLE ASSEMBLY, Engine mount steady support ‘pin. . 1 
-17 161-31935-5 ` . PIN, Drop cable retainer . . m T NR I 
-18 140-31936 . PIN ASSEMBLY, Safety engine mount Steady support. eR, rerit. di 1 
134-31925 . . PIN, Engine mount removable pin retaining. . 1 
` 181-56791 . . BRACKET ASSY, ‘Arresting gear control fus sta 20h- 1⁄2 pulley 1 
2 901 -1.-6 . . CHAIN, Bead (NA). . PEN 1 
181-33767 . BRACKET ASSEMBLY, Alighting gear emergency “release system κ» 1 
-19 AN210-2B . . PULLEY. . . PDC ET TE l 
181-33775-3 . . BRACKET ASSEMBLY, Alighting gear emergency release sys fus sta 1 
190 pulley | 
181-33775-5 . BRACKET ASSEMBLY, Alighting gear emergency release sys gus: š 1 
station 190 pulley i 
-20 NAS376-2 . . PULLEY, Secondary control. ... . . ο ο 1 
181-53375 .. DUCT ASSEMBLY, Heat and vent system primary heat "exchanger. < 1 
š discharge air 
-21 181-53375-21 . . DUCT ASSY, Heat and vent EN primary head exchange... . 1 
i : discharge air 
-22 172-53364 . . SCREEN ASSEMBLY, “Heat and vent system primary exchanger. . 1 
cooling air overboard 
181-52422-1 . BRACKET ASSEMBLY, Rudder control cable fuselage sta 130... 1 
: sector LH 
181-52422-2 . BRACKET ASSEMBLY, Rudder control cable fus sta 130 sector RH. 1 
[ -23 'ΝΑΘΒ376-ῃ . . PULLEY, Secondary control. . . i T 
181-318119 š HOUSING ASSEMBLY, Cockpit enclosure canopy emergency release. 1 
à handle LH 


-24 181-318118 n 
-25 181-31831 : s 
-26 H5000-051-115 . 
-27 . H6241D2.5.-051-051 
-28 181-318119-5 


PAN, Cockpit enclosure canopy emergency release handle. . . 

DOOR ASSEMBLY, Cockpit enclosure canopy emer οφ. release. 

. LATCH ASSEMBLY, Flush torsion spring (HWL). DE 

HINGE ASSEMBLY, 180° travel (HWL). . . . . . 

SEAL, Cockpit enclosure canopy emergency release handle. P 
housing assembly 


9: ο 9 9 


-29 181-318119-3 . . FAIRLEAD, Cockpit enclosure canopy emergency release handle 
housing assembly 
-30 NAS221-11 " SCREW, Brazier head Phillips recess... è 
181 -33774 . BRACKET ASSEMBLY,  Alighting gear emergency release “system fus 
station 176- 5/16 pulley 
-31 AN210-1B š . <+ PULLEY. . . : z 2 
181-56793 " “BRACKET ASSEMBLY, Arresting gear “control | system fus sta 215 > 1 
P: pulley 
-32* AN219-2 : a . PULLEY.-.... κ. δν uiy tQ 1 
-33 181-314135 . SEAL, Fuselage station canted. 115 to “168 canopy deck. . . . . 1 
1 


ΠΝ oH Dr 
Bears ΞΘ ΠπῬὌὈἙὌΞΞ = 


-34 AN865-1 . FLANGE . . . + + + + + + «ο» o ooo ses "T 
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FIGURE 93 - FUSELAGE NOSE LOWER SIDE LH AND RH DOOR ASSEMBLY 
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AN 01-60JKB-4 Group Assembly Parts List 
FUSELAGE (Cont) . 


O e A M ——————————ÁÁÉÉTTM 
UNITS USEABLE ON 


FIGURE & PART - - 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
95 181-31611 FRAME ASSEMBLY, Fuselage station 236.25 to station 331.5 . . . . Ref A-B 
See figure 96 for next assembly) 
181-31611-101 FRAME ASSEMBLY,  Fuselage station 236.25 to station 331.5 . . . . Ref ς- 
š (see figure 96 for next assembly) 
-1 181-31612 . PANEL ASSEMBLY, Fuselage station 236.25 to station 331.5 RH. 1  A-B 
3 side (see figure 97 for detail breakdown) 
181-31612-101 , . PANEL ASSEMBLY, Fuselage station 936.25 to station 331.5 RH. 1 ς- 
side (see figure 97 for detail breakdown) 
-2 181-31613 .. PANEL ASSEMBLY, Fuselage station 236.25 to station 331.5 LH. 1 A-B 
. side (see figure 97 for detail breakdown) ; 
181-31613-101 . PANEL ASSEMBLY, Fuselage station 236.25 to station 331.5 LH. 1 ς- 
` side (see figure 97 for detail breakdown) 
181-31614 . DECK ASSEMBLY, Fuselage station 236.25 to station 331.5 top 1 A-B 
181-31614-101 . DECK ASSEMBLY, Fuselage station 236.25 to station 331.5 top 1 C- 
181-316106 . . FIN ASSEMBLY, Fuselage sta 265.427 to sta 331.5 dorsal 1 
-3 181-55032 .. . . FITTING, Fuselage station 286.5 dorsal hoist . . . . 1 
181-52451-1 . . BRACKET ASSEMBLY, Rudder stabilizer control fuselage . . 1 
station 244.75 cable LH 
181-52451-2 . . BRACKET ASSEMBLY, Rudder and stabilizer control fuselage 1 
. station 244.75 cable RH 
-4 AN365-428 we v ANTS αν se) ee ce αν ο τω co ο ο αν Ὁ 1 
-5 AN365-1032 x xx pre Lf a) ae ο ILS νῶν 18 el Tu Mel Cet TEES ΓΆΡ 2 
-6 ΑΝΘΘΟΡΙΟΙ, ο. αλ Aw πος rs ὦ NUES m 
-T AN960D!H16L . . . WASHER . . . . š Ρ MES AP 2 
-8 AN3-6A x70. de BOLT aX «0*3» ox Ee Φα GU να. τον X “is E s 2 
-9 AN4-10A ο Ὁ s SOLD a ο τοὶ μον en ο c ue wy < T U W. x Sa ae pe " 1 
-10 AN210-1B ` a ae Ce PULLEY: ος PE E ο απο : 5 2 
-11 AN210-3B e. κα. wr PULLEY: Z 2652€ οι € ον οφ, ο ven ce W ο ου. o 1 
181 -567Τ68 . . BRACKET ASSEMBLY, Arresting gear control system fuselage 1 
station 325.125 waterline 18-1/4 pulley 
-12 AN219-2 ` ο... νο ο S coo Go ls vlr a co v ο rec war t vide ὦ, «5 
181-31615 . DECK ASSEMBLY, Fuselage sta 236.25 to sta 286.5 bottom ... 1 A-B 
181-31615-101 ` DECK ASSEMBLY, Fuselage sta 236.25 to sta 286.5 bottom ... .1 C- 
-13 181-31082 `. . DOOR ASSEMBLY, Fuselage station 236.25 to station. 244.75 1 
power receptacle 
-14 181-31084-1 . .'. HINGE, Fuselage station 237.75 power receptacle . . .. 1 
access door LH ` 
* -15 181-31084-2 . . . HINGE, Fuselage station 237.75 power receptacle .... 1 
access door RH 
-16 H5000-064-102 ¿ ue on LATOH ΡΜ ο te Ses, ae RII ὃς 
181-31631 . . FRAME ASSEMBLY, Fuselage station 244.75 bottom . . . . . + 1 
-17 18158234 i . . . SECTOR, Hydraulic alternate flight control accumulator 2 
d support 
-18 AN365-428 . ο ο NUT o4 ο ο 90€ αἱ, 740€. Te m9 m ο νο ἃ. ves 1. e tap 6 ee a 4 
-19 ΑΝΟΘΟΡΗ16 ο... WASHERS Y 0. N "ΜΟΝ, ο eee cer ok, oS 
-20 AN4-12A wh wer BOLT ο. ο ve δ) ος, ο Pan cat Gar vé) "ᾱ- cet sa ο ου A 
181-58371 . . . BRACKET ASSEMBLY, Hydraulic speed brake dump system. . 1 
: fuselage sta 244 buttock line 22.375 pulley . 
' -21 AN310-3 a ο uc IO 2 i 
-22 ‘ANQ60D10L ¿ . ^» « WASHER . . ὁ ww ο ὁ we 9 ὁ m o9 9 ο ο ο ο. n Px 2 
-23 181-58372-9 . . . . SUPPORT ASSEMBLY, Hydraulic speed brake dump system 1 
fuselage sta 244 buttock line 22.375 pulley 
-24 181-58372-11 . , . . SUPPORT ASSEMBLY, Hydraulic speed brake dump system 1 . 
I 4 fuselage sta 2 4 buttock line 22.375 pulley 
-25 AN210-2B Pee 20 JIULUEY 20 420 094 Ὁ rr ee WI lei NOS τς, δι nec 2 
181-58373 ` . . . BRACKET ASSEMBLY, Hydraulic speed brake dump system . 2 
fuselage sta 244 waterline 27 pulley ς 
-26 AN365-1028 "ur RS ea ee NUT et ο fe Pus ao? BE e GE Sheets Oe L ° 
-27 AN960D10 ^ s ¿ « ee WASHER . a « ο ο © © © © ο © ο, ο ο ο ο... 4 2 
-28 AN3-7A 2 orn an "νυν "νιν Ice dente et et Hee . 1 
-29  AN210-2B S A ur v PULLEY ο are S S m ο ee o sus pw moe ios ἡ 
181-31662 . . BEAM ASSEMBLY, Fuselage station.244.75 to station 275.75 . 1 ° 
> I lower deck well 
-30 181-316236 . . . HINGE, Fuselage station 244.75 to station 275.75 . . . 1 
lower deck well . x 
-31 181-316107-1 . . HINGE, Fuselage station 237.75 power receptacle access . . 1 
. ᾿ $ od ` lower deck LH 
. 181-316107-2 . . HINGE, Fuselage station 237.75 power receptacle access . . 1 
lower deck RH N s d 
-32 181-31615-19 . . PIN, Hinge . . . . . . . 4 +ç s + + + + +s ο + s ο. t ° t t 1 
-33 181-40009-1 . . DUCT ASSEMBLY, Engine compressor compartment cooling . . . 1 
air outlet LH : š + 
181-40009-2 . . DUCT ASSEMBLY, Engine compressor compartment cooling . : 1 
air outlet RH Ser 
-34 181-40011 . . LINE ASSEMBLY, Engine combustion fuselage station . . . +. 1 
269.313 drain 
-35 181-40015 . . TUBE ASSEMBLY, Engine aft frame fuselage station. . . . . 1 
263.688 breather 
181-48677 . . SUPPORT ASSEMBLY, Fuel purging system nitrogen bottle lower 1 
-36 181-48677-5 ` . . STRIP, Fuel purging system nitrogen bottle lower support 2 0 
-37 181-56121-5 ` . FITTING ASSEMBLY, Arresting hook fuselage station 275.75 . 1 ' 
I to station 288.187 trunnion LH 
181-56121-6 . . FITTING ASSEMBLY, Arresting hook fuselage station 275.75 . 1 


to station 288.187 trunnion RH . 
SET PAGHING PARTS 
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FIGURE 95 - FUSELAGE STATION 236.25 TO STATION 331.5 FRAME ASSEMBLY 
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AN 01-60JKB-4 x 
i Group Assembly Parts List 
FUSELAGE (Cont) 

Em = = sÍ κ ο. κο 
FIGURE & PART š UNITS USEABLE ON 

INDEX NUMBER NUMBER 1 2 3 4 5 6 7 5 NOMENCLATURE PER ASSY. CODE 
95-39 AN960D51 L a WASHER. oce X. ce, SS SU e E m ve Ta om TE m dere 

-40 


NAS464-5A9 . . BOLT, Shear close tolerance . . . . .. + + + + + + * "x ° 2 
----..... : ἣ 
-41 181-56121-3 . . . FITTING, Arresting hook fuselage station 275.75 to .. 1 
station 288.187 trunnion LH ` 
181-56121-4 . . . FITTING, Arresting hook fuselage station 275.75 to . . 1 
station 288.187 trunnion RH 
-42 NAS50-231 . . . RING, Internal retainer . . . . . . + + + + + eos o 1 
-43 HSBG20SA κ. BEARING, Roller (HLF) . . e 1 
-44 181-56621-5 wx PITTING ASSEMBLY, Catapult holdback " fuselage station ES 1 
275.75 to station 286. 5 support 
-45 181 -56621-3 . . . FITTING, Catapult holdback fuselage stæ lon 275.75 1 
to station 286.5 support 
-46 4B20M-S12-026 . . . BUSHING, Press fit flanged (NA) . . . . . ....... 2 
-47 163-58144 ΄ . . FLANGE, Hydraulic overboard drain outlet . 1 
181-31616 . DECK ASSEMBLY, Fuselage station 286.5 to station 33. 5 "bottom H 
-48 181-71626-1 $ SHIELD ASSEMBLY, AN/ARA25 radio antenna LH . £ 
181-71626-2 . . SHIELD ASSEMBLY, μας radio antemna RH . al 
W98293-2-130 . . . STUD (UC)... 1 δ κα, Κα το Ye 2 
99785-2 . . . PIN, Stud (UC). P 2 
181-56780 . . BRACKET ASSEMBLY, Arresting gear Control cable fuselage 1 
station 323. 125 pulley 
-ῃ9 AN365-1032 v. ^w. cop S NUTT: ` Z ο ο denke) M Ser Bx sel 0s ce er pei en Om NE 1 
-50 AN960D10L 2 Wwe MASHER Cog ο, eji ο. w oe fe ο ο -Φ ve ο ο ο owes 2 
-51 AN3-6A : sce c. BOLT o wosseb Ῥω o ο ον Sa ο ο ο» 1 
-52 AN210-1B Sie v PULLEY . . . ἐν Ay Oe Lie «τῳ. «αὐ NE Mr RM EATER 1 
u 181-56758 ` . BRACKET ASSEMBLY, Arresting gear control system fuselage 1 
station 325 pulley 
-53 AN219-4 s e. CPULLEY 608—755 οφ ig “βλ ο. ο EO USC € "APTE οφ ᾱ; τς 1 
-54 181-31678-3 . FITTING, Fuselage station 286.5 arresting hook trunnion kick 2 
-55 181-31678-4 . FITTING, Fuselage station 286.5 arresting hook trunnion kick 2 
-56 EBO6A . NUT, High tensile (EN). . . . . . . + M Loser x ο Bee à 
-57 AN960D616 . WASHER... wol ὁ iS τῳ Sen. se p18 eee κ Wy tet Biel de ο ο 4 
-58 NAS143-6 D WASHER, Plain... sve eee t cv aes a slew ow Ὁ A 
-59 NAS143-23 . BOLT, Internal wrenching + gre e aA cates aves Said Oy Su tac tt Te 4 
-60 AN365-1032 μι 4 4 wo ir ο ο io a Se τ. οὖν. ιν Wen δρ us à 
-61 AN960D10 e WASHER . . . . + « s +s s e < s 0 s s + e or s evoe t t! t! ° ng 4 
-62 AN3-5A . BOLT , ... δὶ ὀψ, καὶ a» SC dide ri 4 
-63 181-316120 . KEEPER, Fuselage “station 239. "188° upper "1ongeron aft stud .. 2 
-6h 181-31689 . STUD, Fuselage station 236.25 upper longeron fitting aft . . 2 
-65 181-31688 . NUT, Fuselage break station 236.25 disconnect upper . . . a. 2 
-66 AN365-428 £ μμ νυν" ee ο Sng, Le ο Ca de Sa esd Wy Ga 4 s: 
-67 AN960D!16 E MOL EE 
-68 AN4-5A Y BOLE o a ee ᾱ n i ὑφ, δ 4 
-69 181-316121 . KEEPER, Puselage “station "239. "188" lower "1ongeron fitting MET 2 
-70 181-31697 . STUD, Fuselage station 236.125 break lower aft . . ENS 2 
-71 181-31698 . NUT, Fuselage break station 236.125 disconnect lower ouis 2 
-72 181-316233-1 . TUBE ASSEMBLY, Fuselage station 256 lower longeron ζο . . . 1 
lower deck well LH 
181-316233-2 . TUBE ASSEMBLY, Fuselage station 256 lower longeron to . . . 1 
lower deck well RH 
-T3 181-31623h-1 . TUBE ASSEMBLY,  Fuselage station 266 lower longeron to . 1 
lower deck well LH . 
181-316234-2 . TUBE ASSEMBLY, Fuselage station 266 lower longeron to . . . 1 
lower deck well RH ` : 
, -74 181-316262 . HOOD, Fuselage station 291 lower deck RH fume 1 l 
9. 
* 
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FIGURE 96 - STATION 236.25 TO STATION 410 AFT FUSELAGE ASSEMBLY 


FIGURE & PART 


UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
96 181-31602 FUSELAGE ASSEMBLY, Station 236.25 to station 410 aft . . . . . . Ref A-B 
(see figure 71 for next assembly) 
181-31602-101 FUSELAGE ASSEMBLY, Station 236.25 to station 410 aft . . . .. . Ref ς- 
(see figure 71 for next assembly) 
181-31102 ; . FRAME ASSEMBLY, Fuselage station 236-1/4 to 410 complete . 1 A-B 
181-31102-101 . FRAME ASSEMBLY, Fuselage station 236-1/4 to 410 complete . . 1 c- 
-1 181-31606 τ . FUSELAGE ASSEMBLY, Station 236.95 to 331.5 complete .. 1 A-B 
181-31606-101 s . FUSELAGE ASSEMBLY, Station 236.25 to 331.5 complete . .. 1 ς- 
-2 181 -31075 - >. + DOOR ASSY, Fus sta 248-1/2 to 275-37} lower deck access 1 
-3 181-31083 + + . . HINGE, Fus sta 248.5 to 275.75 lower deck access door 1 
-h 98265-2-170 6o Xe uw Ὡν STUD: πολι νο ier ecco dye UB 
-5 , 98265-2 -180 a 7 . . STUD Uc . eve ale er  «δ- A . w ὦ; ^v se 4 
-6 98265 -2- .230 èb ee Se SPUD uc rot ise ο et tor ώς ο ah cate ο ο Meyer ας 1 
-τ 98265-2-.250 0... . STUD Uc W TW. iw Ter "anis ome. ue - T Cel Pie: eer I Per vel ος oye, 3 
99836 ; 2. Ὁ κ. e ΡῈΝ (UC) 221-4 ο ο EC ο qe μι 


190 RESTRICTED i Revised 15 September 1953 


.SECURITY INFORMATION — RESTRICTED Section. 11 _ 


AN OI EAH Group Assembly Parts List 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
96-8 2PT-9-9-5/8 . . . PIN ASSEMBLY, Hinge (NA) . . . .. + + + s eee eee 2 

-9 181-31658 . . . FILLER, Fus sta 258 to sta 263 lower deck well hinge . H 

-10 AN365 -1032 e ah $, ντ ο SU ο ow. ο εφος αἴ ὁ ος, ce OCT a G ο ES c. we 2 

-11 AN960D10L wo) LO S- WASHER a αν ον bu sous WO» ον, κότῳ ws ct on tl eet - ο) 

-12 NAS221-12 ο a “ç Idi PTT EM 2 

-13 181-71629 . . . COVER, AN/ABA25 radio antenna fus sta 304.5 to 323.125. 1 

-14 AN509-10R8 3.457 20 SCREW $255 νων ἪΝ ο ka L Q ο ste ks mace ents: BO AES 

-15 181-31077 . . . DOOR ASSEMBLY, Fuselage sta 239.188 to sta 244.75 ants 1 

fuel vent disconnect(LH only) 

-16 98265 -1 -070 ae d Se “STUD UC ECRIRE 3 

' -17 98265-1-.140 oer αν “e JSTOR uc Qu Gos Ρα C E Da Ge oe SS ee Pa (rs 1 

-18 98265 -2-.190 £ ode os . STUD UC "REN a PS A ees us. 2 
9983 sod PIN QUO) μον ies το 3) ο. ια, «Ὁ 

-19 9C1-2-1 . o. . . CHAIN, Safety (NA) ss + + es s.s ea s sce rn. 1 

-20 181-310804 ` . . DOOR ASSEMBLY, Fuselage station 236-1/4 to 239-3/16 . . 1 & 

lower longeron disconnect 
181-31080-2 . . . DOOR ASSEMBLY, Fuselage station 236-1/4 to 239-3/16 . . 1 
lower longeron disconnect 

-21 98265 -2 -210 vod y gs STUD (ue v $709 ο UAR S DATE, ο a NE Meh ο ο ας 

-22 98265-1-.120 σι ῳ STUD UC μη; um. "ων ο Gay ο ο ο ο ο ας 3 

$ 99836 ο ο PIN νην eC oo ο ο Gers re Le tes ante, Mae tee ce? 96 
-23 181-31079-1 . . . DOOR ASSEMBLY, ‘Fuselage sta 236-1/4 to 239-3/16 upper . 1 
longeron disconnect 
181-31079-2 . . . DOOR ASSEMBLY, Fuselage sta 236-1/4 to 239-3/16 upper. 1 
longeron disconnect 
-24 98265-1-.100 we w. ver STUD fuc) ο ce ie Ts ο ο ο p ce “es! et οᾷς -Ὁ " ^ 4 
-25 98265-1-.120 0. . « STUD UC w A ery cove. ο Ἢν’ ο ë 4 
99836 v.s a SPINE (UC) V $0 olx es D ο. os sé». 8 
-26 9C1-2-3 "s . CHAIN, Safety (NA) ...-. eee ee s s s e 9 e » 1 
181-31611 oy Ὃν FRAME ASSEMBLY, Fuselage station 236.25 to 331.5 ... 1 A-B 
(see figure 95 for detail breakdown) 

181-31611-101 . . . FRAME ASSEMBLY, Fuselage station 236.25 to 331.5 ... 1 σ- 

: (see figure 95 for detail breakdown) 
181-39001 | - . . SPEED BRAKE INSTALLATION, Fuselage ...- . e » » Ref 
ü (see figure 107 for detail breakdown) 

181-58010 .. . . HYDRAULIC EQUIPMENT INSTALLATION, Fus sta 236.125 to . Ref 
fus. sta 331.500 (see fig. 177 for detail breakdown) 

181-58011 . . . HYDRAULIC EQUIPMENT INSTL, Fus sta 244 to fus sta 275 . Ref 
aft panel (see figures 180 & 181 for 
detail breakdown) 

181-71611 . `. . RADIO EQUIPMENT INSTALLATION, Fus sta 236-1/4 to fus . Ref 
sta 410 (see fig. 240 for detail breakdown) 

-27 181-31607 . . FRAME ASSEMBLY, Fus sta 331.5 to 400.844 complete .... 1 A-B 
181 -31607 -101 . . FRAME ASSEMBLY, Fus sta 331.5 to 400.844 complete . . . . 1 C- 
181-31711 . . . FRAME ASSEMBLY, Fuselage sta 331.5 to sta 399.781 . . . 1 Α-Β 

: (see figure 98 for detail breakdown) 
181-31711-101 . . . FRAME ASSEMBLY, Fuselage sta 331.5 to sta 399.781 . . . 1 C- 
(see figure 98 for detail breakdown) 
181 -34 701 . . . TAIL BUMPER INSTL (see fig. 276 for detail breakdown) . Ref 
181-58012 - . . HYDRAULIC EQUIPMENT INSTALLATION, Fuselage sta 331.5 . Ref 
to fus sta 410 (see fig. 191 for detail breakdown) 

-28 181-31741 . . ASPIRATOR ASSEMBLY, Aft fus engine tailpipe cooling}... 1 

-29 AN507 -1032R7 v4 SCREW S. μα Οσο ο PR. ο Va Me’ EO ος 

-30 AN3-3A & Oe. ABOUTS 1$ 2 X. a € ew ww. ὃς ων Ne je o mug "PPP T 

-31 AN960D10 ~~ ae “WASHER οἱ g 4 49» -ᾱ S es ow 9n ce e ὁ ο ο ὁ ^ c^ ὁ * * T 

-32 EBO64 . . NUT, High tensile (EN) ...... κ de ο c RI Ue 

-33 NAS143-6 s. oc WASHER, Plain i. 47. 4759 Ὁ 09 X 9 € ws ee See Ὁ 

-34 NAS143-6C . . WASHER, Countersunk .. ο s ο ety Ge Vai, “a Sar, συ 2 

-35 NAS 146-22 . < . BOLT, Internal wrenching Bede. S PEE 2 

-36 EBO98 . . NUT, High tensile (EN) Er ο Ip ο ola, IP Uam a, ἐρίῳ τῷ "Ὁ 

-37 NAS143-9 ο. WASHER, Plain 4 125.5 24 4 29 ee ee BO ew HS 2 

-38 NAS143-9C . . WASHER, Countersunk . , . . « + + + ο eo ο See Mee te 2 

-39 NAS1419-23 a . BOLT, Internal wrenching . + < < < . . 9 ο ο ὁ «© «© + «© « « 2 
181-48032 . FUEL SYSTEM INSTALLATION, Aft fuselage complete . . . . . . . Ref 

| (see figure 120 for detail breakdown) 
181-48670 . PURGING EQUIPMENT INSTALLATION, Fuel system nitrogen ... . Ref 
(see figure 119 for detail breakdown) ° 
181-52012 . SURFACE CONTROL INSTALLATION, Aft fuselage deck area ... . . Ref 
(see figure 137 for detail breakdown) 
181-5203? . SURFACE CONTROL INSTALLATION, Aft fuselage . . . . . . . ... Ref 
(see figure 137 for detail breakdown) 
181-54032 . + ELECTRICAL EQUIPMENT INSTALLATION, Fuselage station 236 to . Ref 
410 (see figure 173 for detail breakdown) 
181-56001 . ARRESTING GEAR INSTALLATION (see fig. 270 for detail breakdown )Ref 
181-56004 . CATAPULT HOLDBACK INSTL (see fig. 266 for detail breakdown) . Ref 
181-58022 . HYDRAULIC MATING INSTALLATION, Fuselage sta 331.5... . . . Ref 
(see figure 177 for detail breakdown) 2 
. 181-67701 . CONTROL INSTALLATION, Tow target release system . . . . . . . Ref A-B 
(see fig. 232 for detail breakdown) 
181-67701-101 . CONTROL INSTALLATION, Tow target release system... . . . + Ref C- 
(see figure 232 for detail breakdown) 
181-71132 . RADIO EQUIPMENT INSTALLATION, Aft fuselage complete . . . . . Ref 


(see figure 240 for detail breakdown) 
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FIGURE 97 - FUSELAGE STATION 236.25 TO STATION 331.5 LH AND RH SIDE PANEL ASSEMBLY 
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FIGURE & PART UNITS USEABLE ON 
INDEX. NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
97 181-31613 PANEL ASSEMBLY,  Fuselage station 236.25 to 331.5 LH side Ref A-B 
(see figure 95 for next assembly) 
181-31613-101 PANEL ASSEMBLY,  Fuselage station 236.25 to 331.5 LH side . Ref ς- 
(see figure 95 for next assembly) 
181-31612 PANEL ASSEMBLY, Fuselage station 236.25 to 331.5 RH side Ref A-B 
(see figure 95 for next assembly) 
181-31612-101 PANEL ASSEMBLY, Fuselage station 236.25 to 331.5 RH side . . Ref ς- 
(see flgure 95 for next assembly) 
-1 181-31076-1 . DOOR ASSEMBLY, Fuselage station 255.125 to 265.438 LH side. 1 
181-31076-2 . DOOR ASSEMBLY, Fuselage station 255.125 to 265.438 RH side. 1 
-2 181-31076-11 . . PIN, Fuselage station 255.125 to 265.438 door hinge. . Ç 1 
-3 181-31085 . . SPRING, Fuselage station 255.125 to 265.438 door torsion . 8 
-4 181-31076-9 . . HINGE, Fuselage station 255.125 to 265.438 . . . . . . . 1 
-5 181-31076-7 . . HINGE, Fuselage station 255.125 to 265.438 door LH... 1 
181-31076-8 HINGE, Fuselage station 255.125 to 265.438 door RH. 1 
-6 H5000-064 -102 . LATCH ASSEMBLY, (HWL). . . . . . + + s s s s s s s + n 2 
-T 181-31078 DOOR ASSEMBLY,  Fuselage sta 271.75 RH hydraulic inspection. 1 
-8 9C1-2-3 CHAIN, Safety (NA) .................... 1 
-9 H5000-072-072 . LATCH ASSEMBLY (HWL) . . . . . . es s + s s s s + é ο» À 1 
-10 181-31081 E DOOR ASSEMBLY,  Fuselage station 286.5 to 298 arresting hook . 1 
5 snubber access (RH only) 
-11 AN509-10-6 SOREW. Ρο αν t LP Ow ο ο ce Be τον ᾱ, el. 9 ορ, pe r e 18 
181-31081-13 DOOR ASSEMBLY, Fuselage station 286.5 to 298 arresting . 1 
> hook snubber access door 
-12 9C1-2-5 . CHAIN, Safety (NA) .............. . 1 
-13 H5000-040-080 LATCH ASSEMBLY, (HWC). . . . . 4. 4. 4 4 s. s s s eee eee 1 
181-31617-1 LONGERON ASSEMBLY, Fuselage sta 236.25 to 331.5 upper LH. . . 1 
1 181-31617-2 . LONGERON ASSEMBLY, Fuselage sta 236.25 to 331.5 upper RH. x 1 
-14 181-31670-3 . . FITTING, Fuselage sta 236.25 upper longeron fwd LH. . : 1 
B 181-31670-4 : FITTING, Fuselage sta 236.25 upper longeron fwd RH. . š 1 
-15 181-31672-3 FITTING, Fuselage station 331.5 upper longeron aft LH. ; 1 
ç 181-31672-4 FITTING, Fuselage station 331.5 upper longeron aft RH. . 1 
-16 AN365-1032 s μμ το 09; 00 eS δ. Sa ο ye e Ὁ ο rece" Aor 91 08 2 
-17 AN960D10 e “WASHER: δ; a wisa Teta. ο ο ο ο ο ο ο aS: Sore et A 9 
-18 AN960D10L a WASHER: V Q EIU 
-19 AN3-4A S. a BOLT S. Cu N et GL Saya. et ο ο Ἦν. qe ο a a ο ο 
,181-31618-1 . LONGERON ASSEMBLY, Fuselage sta 239.188 to 286.5 lower .LH . . 1 
181-31618-2 . LONGERON ASSEMBLY, Fuselage sta 239.188 to 286.5 lower RH. . 1 
-20 181-31671-3 . . 'FITTING, Fuselage station 236.25 lower longeron fwd LH . . 1 
181-31671-4 . . FITTING, Fuselage station 236.25 lower longeron fwd RH. . 1 
frame attach LH 
181-31677-2 . . FITTING, Fuselage station 275.75 lower longeron to side. . L 
frame attach RH 
-21 181-31619-1 . LONGERON ASSEMBLY, Fuselage station 286.5 to 331.5 lower LH . 1 
181-31619-2 . LONGERON ASSEMBLY, Fuselage station 286.5 to 331.5 lower RH . 1 
-22 181-31673-3 s FITTING, Fuselage station 331.5 lower longeron fwd LH. . . 1 
181-31673-4 . FITTING, Fuselage station 331.5 lower longeron fwd RH. ç 1 
-23 181-316127-1 . DUCT ASSEMBLY, Fuselage station 236.25 to 260 LH. . . A . 1 
181-316127-2 . DUCT ASSEMBLY, Fuselage station 236.25 to 260 RH. .... Ρ 1 
-24 181-31644 LEADING EDGE, Fuselage station 255.125 engine burner . š 1 
compartment cooling duct 
181-31695-1 INTERCOSTAL ASSEMBLY, Fuselage station 286.5 to 298 lower . . 1 
hinge closeout LH š 
181-31695-2 INTERCOSTAL ASSEMBLY, Fuselage station 286.5 to 298 lower . . 1 
hinge closeout RH 
-25 181-31695-7 HINGE, Fuselage station 286.5 to 298 lower closeout LH . . 1 
181-31695-8 HINGE, Fuselage station 286.5 to 298 lower closeout RH. . 1 
-26 181-39011-1 DOOR ASSEMBLY, Fuselage speed brake lower hinge beam LH . . . 1 
181-39011-2 DOOR ASSEMBLY,  Fuselage speed brake lower hinge beam RH . . . 1 
-27 181-39011-9 HINGE, Fuselage speed brake lower door LH. . . . .. "as 1 
181-39011-10 HINGE, Fuselage speed brake lower door RH. . . . . + atte 1 
-28 AN253-2-975 PIN: εν ο ὁ sa ος τώ; eo ee Sadie Ser -ᾱἳ Se Lg. «ᾱ- oe ο ve S ow 1 
-29 181-39012 SPRING, Tension... x k oa! τῷ 4 -ᾱ, < S de, dw SS te. 1 
-30 AN365-1032 » NUT. $039 ὁ 0 e 6s $ " . o QU d VUES S tS ki < ος US Za 1 
-31 AN960D10 WASHER . . . . . . ον ον i 2 PECES! 
-32 AN42-3A wee BOLT Vu eo ees Ca -ᾱ- καὶ 16. Be aa a o9 WQ WS OS. 4 MARL Rds. Sa 1 
: 181-31645-1 . FRAME ASSEMBLY, Fuselage station 286.5 LH . . . . . Yves zn H 
-33 AN365-1032 P NUT . 4 4 9 ew. ᾱ; ὦ ὁ c. de Φ ὁ ο e mo 4 cho mi ο oie ee 1 
AN960D10 WASHER. «© <.  ὁ ὁ ὁ 6 ὁ ὁ 6 © ὁ ο ὁ ὁ ὁ er ae Jae 2 
AN42-4A ῃ . “BOLT. ; . $ ο ὁ ο ο €09 Ὁ 5 9€ es ᾱ- ὁ ὁ ee -ᾱ e ° e ο e 1 
-34 181-39013-1 . LATCH ASSEMBLY,  Fuselage speed brake LH . ον ος: wide ue de 1 
181-39013-2 . LATCH ASSEMBLY, Fuselage speed brake RH . . . "E » qe 1 
-35 :181 -39013-3 SUPPORT, Fuselage speed brake latch assembly LH. . . . ` + 1 
181-39013-4 . . SUPPORT, Fuselage speed brake latch assembly RH. . . 2 x 1 
-36 AN365-720 e NUT 2 x 0-71. Ὁ ο ae se sm Se Se eo αν, τὰν TWO lotes tae e NE 2 
-37 AN960D716 . WASHER. . « « . 2 « ο ο ὁ ο ὁ Om on on "E 39 L 2 ο uo eye 2 
-38 AN7-22A y BOUT ο ο E Tua -ᾱ- ὦ g . š: ate ἃ a τα λες 1 
-39 4B21M-D7-113 . . BUSHING, Spacer (ΝΑ)... .......... NOE 
-40 AN365-1032 e - NUT won ο ο ο ce Low < E "P ME i 1 
-41 AN960D10 sos “WASHERS. oia 926 cev oU yes e ἃ ιά ας BAS EARS 2 
-42 AN3 -20A sr BOLD: e. οἱ ο ο. το do Q Sas A PEE E og. ως τὸ 1 
-43 NAS43DD3 -42 . SPACER, Screw and bolt . . . x U ο cee a ο. 2 
-44 AN310-4 a ΝΟ ee 4.4 τα νο ce ee S PE τος ο, δῷ wet a 1 
-45 AN960D4 16 s "WASHER: τον εως ο. Ὁ 25) IENE tes Ya De E c uai sot aie: as ye 2 
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FIGURE & PART : UNITS USEABLE ON 
INDEX NUMBER NUMBER ᾿ 1 2 3 4 5 é 7 NOMENCLATURE PER ASSY. CODE 


97-4 AN21-31  , BOLT... : SEDIPS ETUR . CODE 
AT AN365-624 ο ur NUT κ ο ο We oe ee lok esa PU NU να. 
'-48 AN960D616 a Le ων ο ο RON ο e 3€ J Std $n vnl “Ὁ 
-49 AN6 -22A ουν BOT... Ν νον οὐδόν ο. Reges eer - SŠ 
-50 1BB1986-113 ` ` BUSHING, Plain (NA) . DDD . . . να . ο. sow x «e E 
-51 165-39015-3 . . SPRING, Tension . . . : i τ, Ga ye ος οσο d No od oe Ὅν ig 1 
> 187-39021-9 . . LEVER ASSEMBLY, Fuselage dive brake latch LH. . e os PNE l 
187-39021-10 . . LEVER ASSEMBLY, Fuselage dive brake latch RH. T" 1 
-52 187 -39021-5 . . . LEVER, Fuselage dive brake latch LH. ....... . 1 
187-39021-6 . . . LEVER, Fuselage dive brake latch RH. ...... ο 1 
-53 HSBGOSA . . . BEARING, Roller (Halfco Bearing Co. Br) E e τῷ “ < 1 
-54 RL33SB9 + . . RING, Locking (ROSN). ................. 1 
-55 RAD2078H756 - . . INSERT (ROSN). . N M mean SA μα ES 
-56 4B20B9-010 1 1 1 BUSHING, Press fit flanged (NA). 122 . J ο l J l 2 O 2 
-57 NAS497 - v ο FITTING, Lubricator Es inch drive flush type. ... ç 2, 
-58 AN6 -16A E * BOLT we cL NE NOE νο ο ο NES ETE US 1 
-59 74220 ` 1 BEARING, Roller (RBC) . . . . ! QN e E o mma de e SL 
-60 NAS428-5-10 . . BOLT, adjusting crowned hexagonal head. ets 5 οὶ SHS EC 1 
-61 AN316-5R τα % ; v alera cs eus» ob 
187-39032-20 Ç HOOK ASSEMBLY, “use lago Speed brake latch . . . . . . . . . 1 
-62 4B20B4 -006 š . BUSHING, Press fit flanged (NA). . ο ος ο” 2 
187-39032-11 A . SUB ASSEMBLY, Fuselage speed brake latch hook. ¿7 £ Qu) Ὁ 1 
-63 187-39032-3 Ν . HOOK, Fuselage speed brake latch . . . . . —— hea ὦ 1 
-64 187 -39032-9 . . . HUB, Fuselage speed brake latch hook... š S eiue 1 
-65 181-39016 . SEAL, Fuselage speed brake lever cutout... Y 5-8 1 
181-48675 š ερ xen Fuel purging system nitrogen bottle upper. 9 1 
' RH only 
-66 181-18675-7 V Er UA IRIS. Fuel purging system nitrogen bottle upper support. . 1 
RH only . 
-67 16118-10 . STRAP ASSEMBLY, 1/4 T-Bolt special cradle i EA Mn " 1 
-68 16118-12 . STRAP ASSEMBLY, 1/4 T-Bolt special cradle (RH only MAR). . . 1 
-69 181-40003 š d viser ML Engine midframe side leakage air discharge. 1 
` ` RH only 
181-56131-1 . BRACKET ASSEMBLY, Arresting gear snubber attach LH 5 επ P 1 
181-56131-2 . BRACKET ASSEMBLY,  Arresting gear snubber attach RH (RH only 1 
9 


-TO 4B20M-S10-010 . . BUSHING, Press fit flanged (NA) ........:.:... 
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; AN 01-60JKB-4 ` Group Assembly Parts List 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
98 181-31711 FRAME ASSEMBLY, Fuselage station 331.5 to station 399.781. . . . Ref A-B 
(see figure 96 for next assembly) 
181-31711-101 FRAME ASSEMBLY,  Fuselage station 331.5 to station 399.781. . . . Ref c- 
E (see figure 96 for next assembly) : 
181-31712-1 ` . PANEL ASSEMBLY, Fuselage sta 331.5 to sta 400.844 LH side . 1 A-B 
181-31712-101 . PANEL ASSEMBLY, Fuselage sta 331.5 to sta 400.844 LH side . 1 cC- 
181-31712-2 . PANEL. ASSEMBLY, ` Fuselage sta 331.5 to sta 400.844 RH side . 1 A-B 
181-31712-102 . PANEL ASSEMBLY, Fuselage sta 331.5 to sta 400.844 RH side . 1 ς- 
181-31717-1 . . LONGERON ASSEMBLY, Fuselage sta 331.5 to sta 400.687 . 1 
. upper LH 
181-31717-2 - .  LONGERON ASSEMBLY,  Fuselage:sta 331.5 to sta 400.687 . 1 
k upper RH I 
-1 181-31701-3 N - . . FITTING, Fuselage station 331.5 upper-longeron aft LH . 1 
181- -31701-4 5 n . FITTING, Fuselage station 331.5 upper longeron aft RH . 1 
181-31718-1 . .. LONGERON ASSEMBLY, Fuselage sta 331.5 to sta 393.406 . : 1 
lower LH 
181-31718-2 s . LONGERON ASSEMBLY, Fuselage sta 331.5 to sta 393.406 . +y 
: lower RH E 
-2 181-31702-3 š . . FITTING, Fuselage station 331.5 lower longeron aft LH . 1 
181-31702-4 . . . FITTING, Fuselage station 331.5 lower longeron aft RH. 1 
181-31720-1 . ., FRAME ASSEMBLY, Fuselage station 350.930 canted side LH. 1 
181-31720-2 . . FRAME ASSEMBLY, Fuselage station 350.930 canted side RH. 1 
-3 181-31706-3 1. « . FITTING, Fuselage station 350.930 canted frame upper. 1 
splice LH 
181-31706-4 . . . FITTING, Fuselage station 350.930 canted frame upper. 1 
: Splice RH 
181-31714 . DECK ASSEMBLY, Fuselage station 331.500 to station 393.4406. . 1 A-B | 
upper 
τ 181-31714-101 . DECK ASSEMBLY, . Fus sta 331.500 to station 393.406 upper . . 1 C- 
-4 187 -52209-5 SUPPORT ASSEMBLY, Horizontal stabilizer rear sector. . . 1 
ATTACHING PARTS 
-5 AN315-5 ο ο ο BE ey ο ο ο ο OS ey BON SEG 8 
-6 AN960D516 μην..." κ ο ο ον DM M EI 
-7 AN175-10A s οκ ices ος ak Bore e OU Ger a ο wig Se -ᾱἱ a ο ek os 8 
M 
-8 187-52209-3 . . . SUPPORT, Horizontal stabilizer rear sector. . . . . . + 1 
-9 AN2O1KP6A - . . BEARING. . . . WR e, RR et CRS RS esl Yel t RP Runde ο 2 
-10 187-52212 . + . GUARD ASSEMBLY, Horizontal stabilizer rear sector upper i 
_ cll 181-52440 . . BRACKET, Rudder control fuselage station 356 pulley LH. . 1 
-12 AN315-4 « INU E v.n usto. ο w w ο ο ο 9) Ta αἱ Get wise la tl. κο οι τς 4 
-13 AN960D!16 b ἐμ’ SWASHER 1/159 auri ow da A θεοῦ Nie uer. ue en AS. ee -ᾱ "M 4 
-14 AN960DH16L . ο WASHERS. ¿ X 48. 0x ok ux oe e X m P DAE ο” 4 
-15 AN4-6A ο tor ara Se far de EUIS CELUM, ο ο lm cor ABE --- 1 
-16 ANh-TA : £ . BOLTS 4 oc. ο 4 ο s mo uev CIS à elas, ου 3 
-17 181-52441 . . BRACKET, Rudder control fuselage station 356 pulley RH . . 1 
-18 AN315-4 ov NUT o. ose c ὦ Ὁ. ἐδι id an a m s u ueq sit Set es να FE 4 
-19 AN960DH 16 š WASHER. . . » « + + + ο 20 S wolelu cee ο ο ο 4 
-20 ` AN960D!16L " WASHER. . . . . oa š 2 4 ON DUE qe : -. 16 
-21 ΑΝΗ-ΤΑ ; ° BOLT, s 0 x 7 x Š ο πο W a og 4 
181-31715 ` ΡΒΑΜΕ ASSEMBLY, Fuselage sta 331. .500* to sta 400.843 lower. . 1 ‘A-B 
181-31715-101 . FRAME ASSEMBLY, Fuselage sta 331.500 to sta 400.843 lower . . 1 C- | 
-22 181-34765-3. . . STOP, Tail bumper oleo forward aft bellcrank ......-. 1 
-23 AN365-428 . os ΝΠ; v. πε: τόσο. ok ele IM UN Sy Sey Gat ws Pha) od WAWQI VSE Sa οὐδὲ, 8ὶ ὃν τὰ 8 
-24 AN960D416 soc SWASHER o 53-6) 5x07 το as a wre ἡ ανα, δν ger S. Lip; eS Ge ¿es E 8 
-25. AN960DÀ16L - . WASHER (RH side oniy), EEEE E E Ern ας 4 
-26 AN4 -6A s . BOLT. ....:.- è . ο — jS us 8 
-27 181-56151-5 FITTING ASSEMBLY, “arresting. gear bumper support. " ¿us se 1 
ATTACHING PARTS . 
-28° AN365-521 I NUT oo aoe. cw ad mets ο ο ATUS ου ο ο ο 8 
-29 AN960D516 : « WASHER. ; 2.24 906€ 929 o. 9 wo 90€ € lm m moo 4 Φ κ 4 8 
-30 AN5-7A . 4 1 ABOLTIQ v2 tese ο Eod ο ο RUE ο ο wU ο ο 8 
Z= s= ZS ; 
-31 181-56151-3 . . . FITTING, Arresting gear bumper support. ... . . . + . 1 
-32 4B19M-S8-011 .' + < BUSHING, Press fit plain (NA) a "n 4 
181-31780 . . FRAME ASSEMBLY, Fuselage station 381. 812 buttock line. Y 1 
3-3/16 LH to buttock line 3-3/16 RH lower i 
-33 181-34722 . . . FITTING, Tail bumper up stop. . aig tates 1 
` 181-31716 . . WEB ASSEMBLY, Fuselage station P350. 930 canted “to station 7 1 A-B 
. 384.5 tail bumper well 
181-31746-101 . . WEB ASSEMBLY, Fuselage station 350.930 canted to station . 1 ς- 
. 384.5 tail bumper well 
-34 181-31746-5 : . COVER, Tail bumper well web . . . , . + + +s + + + ον 1 
-35 AN509-10R12 a . SCREW. ... δει ter hap 18’ EE TE ὁ ER 4 
181-31740 z FRAME ASSEMBLY, Fuselage station 38h. 5 lower os ; 1 
-36 181-55035-3 š . FITTING, Fuselage station 384.5 mooring.ring and jack oe 1 | 
point attaching 
RD208SH12 . + . . INSERT (ROSN). . e. s. ο $ ὑφ ο ᾧ e e 1 
RL38SB9 . e a RING, Locking (ROSN) ο ὡς $ “= SOB a ο ο 1 
-37 AN365-428 .c-cwo cies NUT V uc ue uy S s ο ο ο M ὦ) te a ο Be m ουσ 5 
-38 AN960DH 16 4236.3 WASHER: d$ 1. 23€ es "ARE CPC ec . T 
-39 AN960DH16L » . . WASHER . . . . « s . ο ο ο ο US. ο m er ee «Ὁ 3 
-40 AN4 -6A we (Qe Sot BOET oue ο κας SP tea κ ο. 5 e. 3 
-41 AN4 -7A met a BOLT < Q . αμ ο 42, ο ὉὉ a κα» . °. 2 
181-31732 * INTERCOSTAL ASSEMBLY, Fuselage Station 350.930 danted to š 1 


station 381.5 tail bumper support LH 
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. FIGURE 98 - FUSELAGE STATION 331.5 TO STATION 399.781 FRAME ASSEMBLY 
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ΑΝ 01-60JKB-l Group Assembly Parts List 
FUSELAGE (Cont) 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 ó 7 NOMENCLATURE PER ASSY. CODE 
98-42 181-34760-5 . . . FITTING ASSEMBLY, Tail bumper actuator cylinder fwd . . 1 
attaching bellerank support 
-43 181-34760-3 . + . . FITTING, Tail bumper actuator αμα fwd attaching 1 
; bellcrank Support 
-44 4B20818-024 . . . . BUSHING, Press fit flanged (NA). .....-.4.. 2 
-45 4B20M-S12-014 Ae ο . BUSHING, Press fit flanged (NA) ey Q 1 
-46 181-34761 "E FITTING, Tail bumper actuator cylinder “aft ‘attaching 1 
Š bellerank support 
-47 AN365-1032 MGs s. GNU: 2 SMe pe αἱ webs ey a ο ο es est uk ο ο ρω 2 
-48 AN960D10 EE 5o DEP 2 
-49 AN509-10R13 . «τ. SCREW. SL SU I cy Lo tes οψὲ gi ave cet for 04 ο ον, ey ZS 2 
-50 181-34762-5 . PITTING ASSEMBLY, Tail bumper uplock support .... 1 
ATTACHING PARTS 
-51 AN365-1032 > NUT yo a ο ΙΝ a Ze a a a ay ο 3 
-52 AN960D10 ^ ema SWASHBRS μμ ο w. w AUR ο ο αν. 
-53 AN509-10R13 i024 f nV SSOREW- utu $t Z μας ο tan οἱ we ο Me να. 
pecu. ΕΝ y 
-54 181-34762-3 . + . . FITTING, Tail bumper uplock support . . .. 1 
-55 -B87 E . BEARING, Roller (TOR). . ; 2 
181-31733 : q" Z (Q INTERCOSTAL ASSEMBLY, Fuselage station 350. 930 canted | to 1 
station 384.5 tail. bumper support RH 
-56 181-31731 . . . FITTING, Fuselage station 350.930 canted frame to RH 1 
tail bumper intercostal attachment 
-57 4B20M-3S12-011 . . . BUSHING, Press fit flanged (NA) . ° 1 
-58 181-31092 . . COVER, Fuselage station 362.625 and 370. 1563 ‘at: buttock A 2 
& line 4.75 LH lubrication access 
-59 AN507-10R7 . . SCREW... νο RUNE SER S we eee tH 
-60 4B20M-$12-011 . . BUSHING, Press fit flanged (NA). . ae 
181-67713 . . BRACKET, Tow target release system station 346 pulley m 1 
-61 AM219A4 Do. . PULLEY (Aero Marine Products) . (1 
` 181-31719 . FRAME ASSEMBLY, Fuselage station 393. 406° to station 399. 781 : 1 
-62 187-31729-3 . . FITTING, Fuselage horizontal stabilizer pivot LH... . .. 1 
187 -31729-4 . . FITTING, Fuselage horizontal stabilizer pivot RH . r 1 
-63 AN363-521_ ο NUI. να ο ορ LAG ο ο ΓΑ. a ο πο. 6 
-64 AN960D516 X £2. WASHER: 3/5. 2 Ses sa anar Vac» νόμο ου miim ον aie So τος xo Pes 6 
-65 AN5-6A ; š BOLT Jee I Masten. κ 6 
181-31747 n FIN ASSEMBLY, Fuselage "sta 331. 5 ` to sta 343. 25 'aorsal "e 1 
-66 | 181-3174T7-5 . . DOOR, Fuselage station 331.5 to station 343.25 dorsal . . 1 
fin assembly LH 
181-31747-6 . . DOOR, Fuselage station 331.5 to,station 343.25 dorsal .. .. 1 
3 fin assembly RH 
-67 AN509-10-10 b. we, COCREW a Helwan ο το ο ο ο oe eh SU ο ο ο 4 
-68 9C1-2-5 . . CHAIN, Safety (NA) e. ο c W: € oem Th ie LUE DUE ig SS LIS ο 1 
-69 181-31755-1 . FITTING, Fuselage station 350.930 canted side to lower frame 1 
, . attaching lower LH 
181-31755-2 . FITTING, Fuselage station 350.930 canted side to lower frame 1 
attaching lower RH ` 
-70 181-31756-1 . FITTING, Fuselage station 350.930 canted side to lower frame 1 
attaching upper LH 
181-31756-2 . FITTING, Fuselage station 350.930 canted side to lower frame 1 
attaching upper RH ` Š 
-71 AN363-524 v NUT 4 21,4 uk ode lf OS ο” m cel ch CW Saat Wa mew gl DW. hs oh ο. . ο 2 
-72 AN5-7A . “BOLT . ο ο PR TORNA E. . v 2 
-73 181 -48192 . TUBE ASSEMBLY, Fuel vent streamlined . . . ... qct ἕῳ, ο 1 
-74 181-48192-7 . . PITTING, Fuel vent streamlined tube A ο » 2 ᾷ 1 
-75 181-67002 . MECHANISM ASSEMBLY, Tow target release š wu 1 
Ç 103ΤΤΗ . . MECHANISM ASSEMBLY, Release (Harley- Buckle Sales). aes 1 
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FIGURE & 
INDEX NUMBER 


99 


-1 
-2 
-3 
-4 
-5 
-6 
-7 
-8 
-9 
-10 
-11 
-12 
-13 
-14 


I x 


-17 
-18 
-19 
-20 
-21 
-22 
-23 
-24 
-25 


PART 
NUMBER 


181-31896 


D17438-6 
D17747-1 
AN73-4 
A17560 
D17766 
AN509-10-17 
AN509-10-13 
AN960D10L 
AN365-1032 
A17832 
D17703-1 
AN4-3A 
AN936B416 
AN365-1032 
A17836 
A17931 
B17320 
NAS221-8 
AN960D10L 
AN365-1032 
D17700 
NAS222-25 
AN960D10L 
AN365-1032 
181-31895 
181-31895-31 
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AN 01-60JKB-4 


FUSELAGE (Cont) 


H-181-31-40A 


FIGURE 99 - COCKPIT ENCLOSURE WINDSHIELD WIPER INSTALLATION 


UNITS USEABLE ON 


1 2 3 4 5 6 7 ` NOMENCLATURE PER ASSY. CODE 
WIPER INSTALLATION, Cockpit enclosure windshield . . . . . . . . Ref 
(see figure 71 for next assembly) 
. BLADE. AND CHANNEL ASSEMBLY (MQ). . . . . - + + + + + + + + + + 1 
. DRIVE ARM ASSEMBLY (MQ). . . . . du grid. $2 E ος 1 
€ BOLT 427.94 Ὁ [eo dmi». rcm c9) im. ὁ ὁ Sw Je ista ie nS ea e 1 
. ADAPTER, Mounting head (MQ) . . . . . . + + + + + +< +< + eee 1 
. WINDOW UNIT ASSEMBLY (MQ)... . . « + 1 + + + + + + + + + ος 1 
= BCREWS 4 p. “Ye e ο Le y Lm ο, ΟΦ οσο ο δν ο (a S. IO -ῳ ce 1 
e (SCREW. 4 40x ο we ow mio». jm ϱ ose oce ce δν. ο Ag οἱ oim -ὁ 3. 
€ WASHER... Q 1549.19 4 403 0 v9 Merl Cep eee asw Rp SEL MIC CIRCLE. a 4 
s ΝΟ; Se cee aaan an ο € ο ο ο ο Go as, 9 Q ὁ ο Y SES 4 
. SLEEVE, Drive (MQ). 4. . a . - 50-24 9 om ος eee ος. 1 
. CONVERTER ASSEMBLY, Window unit (MQ). . e . . . - + + + + + . 1 
s BOLT ν 2 4 4 9. e le ee ο YS: ο οἱ e ww er Eee 9 Y jw Gs e 4 
« WASHER . > o + + + w « ο e ο ὁ 5» ὁ « ο ορ ce a)! s 4 
vs NUT, ο m tae ese mue s ου. (ure. ο” ΟΡ 2 
. PULLEY, Drive (MQ). . . s. 2 4. 2 4. 4 a νο ο ο 8 
4 “BEETS, "Tee. (MQ 5822 iq s ry vec τὸ τον de ο ie Biren More TR ie SU UE HRS 1 
. FILTER ASSEMBLY, Connector and radio noise (MQ) . . . . . . . 1 
. SCREW, Brazier head Phillips recess . . e . . . + +s + s sro 2 
o WASHER s. s| ντο e U Ua. Tel Q ο QU i ο ο ο ο ο ο ο” 2 
oY "NUT X03 ανω; το; ο ast ο πα nei seh, ο br ay bet κοιλίαι cou πό ο. 2 
. MOTOR AND MOUNT ASSEMBLY, 1/6 ΗΡ 27 volts DC 10,000 RPM (MQ). 1 
. SCREW, Brazier head Phillips recess . . . . . s .'. + . o < + 2 
o> WASHER . 1. 3.5.95 mE el δν ie EL E ο. ee OS ELO. Le. uS aiiai, DOS 4 
"DA. 'β- ο ae Sa 2 
. SUPPORT ASSEMBLY, Cockpit enclosure windshield wiper motor. . 1 AA-AK 
. SUPPORT ASSEMBLY, Cockpit enclosure windshield wiper motor. . 1 AL- 
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PART 
NUMBER 


181-318124 


181-31821 
B538 
181-318103 
AN1H2-5A 
AN960D10 
AN365 -1032 
181-318101-3 
AN509-416-21 
AN960D416L 


181-318106 
AN23-13A 
AN364 -1032 
AN960D10L 
AN200K3L 
181-318107 
181-318133 
AN365-428 
2W1A 
ΑΝΟΘΟΡΗ16 
181 -318109 
AN4-12A 
AN365-428 
AN960D416L 
181-31811r 
181-318123 
AN3-12A 
AN960D10L 
AN365-1032 
181-318132 
4B20B6-11 
AN4-24A 
AN4-23A 
AN365-428 
AN960D416 
AN960D416L 
4B21S4-113 
'NAS428-3-6 
AN315-3R 
AN960D10L 


9 29 9222092092992 ο 6 9 ὁ » 9 » ο ὁ ο ὁ ὁ 5 


WASHER. . t s re ο 
Cockpit enclosure canopy 
Cockpit enclosure canopy emergency release 


. € 9 9 oc 9 9 9 9 9 ὁ ο ο ο 5$» o 


WASHER. . 


. 


. 


. 


. 
. 
. 
. 


. 


5 
LOCK ASSEMBLY, 


. 


WASHER. . . . 
BEARING. PES . . 
Cockpit enclosure canop 
Cockpit enclosure canopy 


" 


` 


BUSHING, 


Spacer (NA): 
Adjusting crowned h 


. 


ee ον 


SECURITY ΙΝΕ. 


. 


Cockpit enel 


9 


LINK ASSEMBLY, 


. 


NUT Ὁ 3: we oe a eee ae ar a ταν 8 
WASHER, Plain (NA). . . . . 


. 


. 
. 
. 


FUSELAGE (Cont) 


7 NOMENCLATURE 


Coekpit enclosure canop 

(see figure 102 for next assembly 
FITTING ASSEMBLY, 
BEARING, 


.. Me ew wee 


. 
osur 


ove o 


FITTING, Cockpit enclosure canopy r 


Cockpit enclosur 


. e e è s * o 

* > s ο * ο ο 
eo: e è s o 
. . > 

. 


FITTING, Cockpit enclosure release actuating 


>. e o è o ο ο 


* 9 °> ο ὁ o ο 


° o 9 ο ο : 


ROLLER ASSEMBLY, Cockpit enclos 
Pressed fit flanged (NA) 


. . . . 


. . 
9 ο e. 
ee ο n 
`. 5 9 . 
. . . 
. 


eo 5 o è ο 


e. Dew ewe 


4. ο ° ο o 


Aor m 
Sr eH 
RM 
μὴ 
.. Òe 
= 
°. + Mee νο ο 
p 
Me 
oO 


e canopy release. 


release torque. 


ure canopy rear 


` ο 9 n n 


3 

9 9 Me ο we we 
= 
= 

. 9 De `. .. 
w 


oe Ü. » aa 


. 
` +. 9 ο 79 ο ο 


xa, 


ORMATION — RESTRICTED 
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Section 11 _ 


Group Assembly Parts List 


ο πε πα 


Cockpit enclosure canopy 
Ball (FAF). 
Tension. . 


remover 


m 
a 


le 
e 


° ° * o s 9 q s n n t! Ὧν uo ο ο a ο onn 


oe 


°` ` ° e e ° s o 9 s Cto s + ὁ o o 0 ο n o 9 9 ὁ on n 
8 


+ < 9 s e n n] n (B9 


9. 0 * + 9 0 ο ο ο 
. ` ° " * + s + ο n 


o 


eot 6 9^9 09 ο HUS 9o ο ος V9 κο v 4 ο ὁ ο SC 9. ὁ € o» $$ ὁ 
. 


Support 


` 9 o9 9 ° s 9 9 ὁ e ο + 5. 


9 0 e w. 0 e? 0 s 9 9 * *$ 9 5» < 0 4 » ο ὁ 4ο ο 9 ὁ ο ὁ ὁ à * e ο ο 


* * * Ü 9 9 s s 9 s e s 9 s ο 5 ο 


9 ə e @ e 34 9 0 c$ 9 0 ὁ ο ο ο 


E — —OI—,rIVW—A— ——————————————————————————————————————————— 
RESTRICTED i 


e.e + s 9 s 9 ο c5 5 


UNITS USEABLE ON 


PER ASSY. CODE 
. Ref 


- 


ee +° + 9 9 ο 9 5 


` * 9 s o9 9 | e 9 +ç s s 9 ο ο 


TO fO i2 ο TO IO i2 EP E TO CO. I IO EP PNP PEPE 2 RA I2 ND EDP EP PEP PENN HE TO FO TO = 
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Group Assembly Parts List 


FIGURE & PART 
INDEX NUMBER NUMBER 
105 181-318114 
-1 F9242-1 
-2 BLX32-1 
-3 181-318115-17 
-4 AN833-4 
AN960D716L 
AN316-7 


-5 MS28741-4-124 
-6 181-318115-3 


-7 181-318115-7 

-8 AN833 -4 
AN960D716L 
AN316-7 

-9 181-318115-33 


SECURITY INFORMATION — RESTRICTED 
I ΑΝ O1-60JKB-l 


FUSELAGE (Cont) 


FIGURE 105 - COCKPIT ENCLOSURE CANOPY EMERGENCY SYSTEM 


1 2 3 4 5 6 7 


LINE INSTALLATION, 
(see figure 102 for next assembly) 

CABLE ASSEMBLY, (ARN) . . . . + + + + + + + + + + 
INITIATOR, Type M-3 (GFP) . . . . . . . 
LINE ASSEMBLY, Cockpit enclosure canopy 
ELBOW. . . . . . . 
WASHER . . . n . 
NUT. s . ο. Sos ὁ W e - 
HOSE ASSEMBLY. . . . ο — - 
LINE ASSEMBLY, Cockpit enclosure canopy emergency 
LINE ASSEMBLY, Cockpit enclosure canopy emergency 
ELBOW. . 2 2 « 6 © ὁ ὁ ο ο ο 4 ο « ο ο » ο ὁ ὁ ie. ο 
WASHER. ος ο k. Se er s ὦ νά" Rel (model (eU δι ejos! e 

NUT. . . . . . 
LINE ASSEMBLY, 


NOMENCLATURE 


emergency 


. 
. . > . . s e ο 
* . e.o a o o o 


"P 
. a o . “< * e e n 


Cockpit enclosure canopy emergency 


Cockpit enclosure canopy emergency system . . 


STA 
137 


H-181-31-39A 


UNITS USEABLE ON 
PER ASSY. CODE 


Ref 


ea sis 1 
πο Rue. Cdp e 2 
system. . . 1 

EP IDEE 1 
ο 1 
4 6) .-ᾳ . 1 
$ Wei Wes 1 
system. . . 1 
system. . . 1 
oe ἡ P 1 
ois ώς "a 1 
PPP 1 
system. . 1 
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AN 01-60JKB-4 


FUSELAGE (Cont) 


Section. 1i . 


Group Assembly Parts List 


Š £ 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 ^ NOMENCLATURE PER ASSY. CODE 
107 181-39001 SPEED BRAKE INSTALLATION, Fuselage . . S i τῷ E. -ᾱ- oe ee: Q . . Ref 

(see figure 96 for next assembly) 

-1 , AN365-524 SENUT W τω SS γί cee top ones “fos ert fat ο πο ο ο 1 

-2 AN960D516 . WASHER . . . . ¿S Meas Yawar, oe. fe. LO de YET ο ta, NO speeds 2 

-3 NAS143-5C . WASHER, Countersunk n ο der ο Ies eire 1 

-4 NAS145-47 . BOLT, Internal wrenching steel 5/18- 24` ο cee he! Sat Oe ene 1 

-5 1B21M-S5-126 . ` BUSHING, Spacer (NA). . . . . Z: AO say ο Queries Suen cei! v Ub 

-6 AN365-720 μι ο ο ο ο 21, ο Sa ow οἴ, Ὁ) ο ὑφ, ο” 1 

-T AN960D716 « WASHER <5) ee oe ο 04€ 0 ᾱ ews E Te κ ies ο. a 2 

-8 ANT-31A : + S BOLT SIS ο ο a o ule X Q E en m a vie wi dae Ὦ 

-9 ° 4B21M-S7-202 . BUSHING, Spacer (NA). . . . . . . POT ο Code bal 2, vo ak cole the ον 1 

-10 AN520-10R8 . SCREW .. S. Ὅς ls Q ls e τὰ v de Bs wet “ος τὸς. dies 2 

-11 6043-3-3-8 . BONDING JUMPER "(Juniper and Norris Co.) . . . . . . + + + + + 1 

-12 AN520-10R7 . SCREW .. . ο eer a e e ies VE. TUE pe a 1 

-13 6043-3-3-10 . BONDING JUMPER ` (Juniper and Norris Co. Voice we! sa Yaar penc ere 1 

-14 181-39009- . SPRING, Tension... we ο ο WU. ο ο 1 

-15 181 -39002-1 . DOOR ASSEMBLY, Fuselage speed brake LH. $^ ur ο ο 1 

ç 181-39002-2 . DOOR ASSEMBLY, Fuselage speed brake RH . E e Ὦ " 1 
181-39003-1 . . BEAM ASSEMBLY, Fuselage speed braké upper "hinge "LH "Au 1 
181-39003-2 n BEAM ASSEMBLY, Fuselage speed brake upper hinge RH . . .. 1 

-16 4B20M-S7-009 . + . BUSHING, Press fit flanged (ΝΑ)... . . . Ue uw og 2 

-17 AN365-1032 e ἵ ο NUT Cw ο US €! αν δις I οἱ nter TW. AE Je δν ὃν I, ο -ᾱ 1 í 

-18 AN960D10L — WASHER xxr 1 

-19 AN509-10R11 . + SCREW .. ee * d. AS 1 
181-39008-1 - . SLEEVE ASSEMBLY, `Puselage speed Drake upper hinge FM 1 

beam lubrication LH 
181-39008-2 . . . SLEEVE ASSEMBLY, Fuselage speed brake upper hinge . . . 1 
beam lubrication RH 

-20 181-39008-3 . . . . SLEEVE, Fuselage speed brake upper hinge beam. . 1 

i lubrication LH : 
181-39008-4 . + . . SLEEVE, Fuselage speed brake upper hinge beam . . . 1 
lubrication RH ; 

-21 AN944-101 Gi. ο, ded. ru SIDING t ως Ὁ νο. ο», δ) ο tone ο ὁ.“ Vou Ice) ο. 1 
181-39004-1 . . BEAM ASSEMBLY, Fuselage speed brake lower hinge LH... . 1 
181-39004-2 . . BEAM ASSEMBLY, Fuselage speed brake lower hinge RH... 1 
181-39007 . . . CHANNEL ASSEMBLY, Fuselage speed brake lower hinge beam 1 
181-39007-5 D^. l . CHANNEL ASSEMBLY, Fuselage speed brake lower . . . . 1 

hinge beam 

-22 181-39007-3 . . . . CHANNEL, Fuselage speed brake lower hinge beam... 1 

-23 4B20B9-016 - + . . BUSHING, Press fit dnos (NA) . e ο... 2 

-24 AN944 -201 + a φ..' PITTING «ο » AUN 1 

-25 181-39006-1 . + FITTING, Fuselage speed "brake cylinder attaching LH aro Ud 1 
181-39006-2 . . FITTING, Fuselage speed brake cylinder attaching RH . .. 1 

ATTACHING PARTS : 7 

-26 NAS144-18 . BOLT, Internal wrenching steel 1/4-28 ... PR 4 

-27 AN960D416 « « WASHER .. ὁ ο ο © ο ὁ ο 9.0 ww wo 9 ο 9 ο ὁ o 9 0 ὁ ὁ ο ze 4 

w iran ram ws sas x 

-28 181-39015-1 : . . FITTING, Fuselage speed brake door latch LH . . . . + + + 1 

181-39015 . . FITTING, Fuselage speed brake door latch RH .... 5; = i 
ATTACHING PARTS 

-29 AN365-428 ο NUT $. ο να ee aah oe ος a) D 4 

-30 AN960D416 . + WASHER . .. ... . oe ο e we ew . ο & "A 4 

-31 AN4-10A eas BOLL) κ eg a es . 5 ο ee on ο n euo. rw. - $ . . 4 
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.30 
iz Gr 
E. AR 
μα. 
3132 
H-181-48.27A 
FIGURE 108 - FUEL VALVE SHUT-OFF CONTROL INSTALLATION 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE ‘ PER ASSY. CODE 
108 1601-46701 CONTROL INSTALLATION, Fuel valve shut-off. . . . . . . . . . . Ref 
-1 AN507-1032R8 νος": stay m e ο ο SP nina? ice tae ta La cae ο... 1 
| -2 NAS123B125 . KNOB, Control 1 inch diameter x 5/8 oval plastic. . . . . . . H 
-3 181-48702 . HANDLE ASSEMBLY, Fuel valve shut-off control. . a Se? η 482 ES vo 1 
ATTACHING PARTS 
-4 AN365-1032 . LT" ο wu a Ae dae DE 
-5 AN960D10 sr MASHER a Dos s vog bowie e d te perm κα Volevo A Re ο Ὁ CD 
I -6 4B21-53-018 . BUSHING, Spacer (NA). . . . . . . . A and ia c rts αι 1 
-7 AN173-11A ο μμ ο μμ aeu. EI Εμ αγ. 5. 6 1 
---Ἐ...- 

-8 AN392-51 πον" "ΙΟ O aT SA ο ο @ sa PP 1 

-9 181-48706 . + HANDLE, Fuel valve shut-off control. . . . . s s . . . . . 1 

-10 181-48717 - + HINGE, Fuel valve shut-off control handle. ........ 1 
181-48716 - . ARM ASSEMBLY, Fuel valve shut-off control handle ..... 1 

-11 181-48707 - + + SPRING, Fuel valve shut-off control handle. ...... 1 

-12 4B20B5-014 op V . BUSHING, Press fit flanged (NA) . . . . ESAME DE 1 

-13 AN200KS3L 3) ere: 9 BEARING. 4x0 ies ee ia a) TN. τὰ ον q ο S. Te ο, ες τς ιο IU 1 ` 

-14 181-48716-3 - < . ARM, Fuel valve shut-off control handle ........ 1 

-15 NASA464 -3A8 . BOLT, Shear close tolerance . . . . . . . . . που 1 
AN960D10L o WASHER C; uS osse. 9o dE ce oe ace te, Bo bola Q ur ERR UM NI bu [P 
AN364 -1032 sd NUTS να Ck ΟΝ XE ο IA EU ae Ye res ο πμ.» 1 

-16 181-48715-5 . CLEVIS, Fuel valve shut-off control cable threaded. . . . . . 1 

-17 AN316-4R af OGNUEIII US πε Ta 215 0595. 2a a "usa. FW ου αν. "MESS 1 

-18 C6334-18 . TELESCOPIC UNIT ASSEMBLY (TEX). . . « .. . . . + , + ο eae 2 
181-48708 . CABLE, Fuel valve shut-off control. . . . . . . . . e , + νο 1 

[| -19 181-48709-103 . CONDUIT ASSEMBLY, Fuel valve shut-off system cable. . . . . . 1 

-20 AN3-4A a BOLD, 25g ο ορ agb. ο we lag μμ ay certa ος 3 
AN960D10 €. WASHER z^. 4.0.9 05609 qw imo vro ce Jeru ρω LAO TES dense al hows a «Ὁ 
AN365-1032 αμ επ ο Er hte; IET ασ Rua cles Far et νοῶ, ον "E 3 

-21 181-48719 - CUP, Fuel valve shut-off control cable seal retaining. . . . . 1 

-22 A6603 . CONNECTOR ASSEMBLY (TEX) . . . . . . . a eco a e PECES 1 

l -23 181-48709-105 . CONDUIT ASSEMBLY, Fuel valve shut-off system cable. . . . . . 1 

-24 AN316-4R sc0NUTS < πα em a Stee Ge meno o edu sal dirlo μμ aA ο Marcas ος ος 1 

-25 RE3BN è ROD END: (BAR) ο ο wes Ue ey eb ae ο..." 

-26 AN173-10A a “BOUT 2 a e ο Deb 1 Ye erue ean --- ᾱ- els “axe ter ett ele eh Ὁ 2 
AN960D10L «^ WASHER 2: .-.4 x» ueccsie cw e 9h ip wu ὃ. E ee, «ο. ce ce, aD a UB 4 
AN365-1032 s NUT. 2 ο ὃς o9 E TE @ EINE dy. Spe tee HR. ἐφ 2 

-27 RA3M4 -2 . QROD«END. (BAR) ... 2. 2 2 oe o9 VR ee o Q aie lee -ο RI coe sues is 1 

-28 AN316-4R s ANUT ve cs No Ὁ ο ele ο Baan ο a ee ea ak erri Q gc, ed oe ae te coe 1 

-29 181-48715-3 . CLEVIS, Fuel valve shut-off control cable threaded. . . . . . 1 

-30 AN173-7A a BOLT e ο tea ee at | oves aoe eNOS a ο Tel Sel ws veh ee m alid 1 
ΑΝΟΘΟΡΙΟΙ, οι ο Mae ons vm Qe. wee vell v ο oR, Danu a er T ο 2 
AN365 -1032 s NUT. Ql eur We esae oes Ble E i-us oup vn ub 

-31 181-48718 . ARM ASSEMBLY, Fuel valve shut-off control valve actuating . . 1 
AN2OOKS3L . . BEARING . . ο Sed a ο ο ο EE 1 

-32 AN3-10A «BOLT . SAU G C M siue. Es va ret e fuc E © Selzer ES 1 
ΑΝΟΘΟΡΙΟ . WASHER. . . . 2€ By S «wo "3n ο ο SE e S ο De Doe ο. 2 
AN365-1032 s^ NUTS Siu ^ tery te, Pet ού ον δὲ ολ e Satta ai ος ον fare can ay er «ὦ 1 
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H-181-48 -25A 
FIGURE 109 - FUEL SYSTEM FILTER ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
: INDEX NUMBER NUMBER 1 2. 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
109 Š 181-48077-11 FILTER ASSEMBLY, Fuel system, (supersedes 181-48077 for future . Ref 
procurement) (see figure 110 for next assembly) 
-1 181-48320 . HOSE ASSEMBLY, Fuel center wing cell outlet to filter . . 1 
9890-20 à FITTING (AQ) 4 e QU e * ο ο ὁ 4. € 9 4 € * 4 ὁ 4 9» 9 ο 4 5 1 
-2 AN365 -428 ς NUT : ο $c xw 9 Ὁ -ᾱ- os .. . 6. 9 ο ο 9 ὁ ο ο ο š 4 
-3 AN960D416L a WASHER: Z U 0) cos, e 8-9), esses tossed al ο, o nD a ο, Yel ar D. 
-4 AF934 -5 . PACKING . .. <+ + < . οὖν ον a Te” ee val “νῷ, Beas SI Cee -ᾱ 2 
-5 AN4-23A oe BOLT ο...» 4 09 o 90 (€ o9 9 ὁ 9; ο 9L) -ᾱ κ ὁ ee U `e 2 
-6 ANH-25A s BOLT 4 ο”. ὁ ὁ ὁ 9 sa. ο Cam € sr ὁ- Yay la, “κ ὁ m (m Sei tel le au αι ᾱ a 2 
-T 101037 s: . VALVE ASSEMBLY, Manually operated gate shut-off . . . . . . + 1 
Ë 1-1/4 T.S. (WTR) 
-8 39771 . FILTER, Fuel Hs e να G e a a s e a e e e e e e a e (Ee 0 De 1 
-9 7901-1 . VALVE, Drain KOB PI Ge! Ce ee δ. ὦ τῶ; as Sy μον 1 
-10 AN924 -4D ee NUT 620.24 9 o ke YQ eros AG. coe uU ce baa uy a ο." 
-11 AF934-7 ` s “PACKING . 4 0 τῶ ὦ. ὦ ceo S ο τῳ c9 Ὁ ο ὁ Ὁ 08S 9 Ὁ. ο 4 e ῳ ee 4 1. 
-12 AN520-10R12 . SCREW (on-ll assembly only) . . . e e , + + ee + + s s + ος 2 
-13 AN960D10 . WASHER (on-11 assembly only) . .. es + + + s ee + s ewe 6 ; 
-14 AN501A10-10 . SCREW (on-11 assembly om AN ο ey ο ο ο Gait soya Ra 4 
-15 181-48428 . PLATE, Fuel shut-off valve bearing (on-11 assembly only) . . 1 
4B20B10-0004 . . BUSHING, Press fit flanged (NA) . ... Lac od 
-16 181-48427 : 1 


SUPPORT, since shut-off valve.bearing plate (on-11 assembly » 
only : 
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AN 0O1-607KB-À 


FUSELAGE (Cont) 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
110 181 -48031 FUEL SYSTEM EQUIPMENT INSTALLATION, Forward fuselage complete . Ref 

(see figure,71 for next assembly) 
No Number FUSELAGE FORWARD FUEL CELL AND ACCESSORIES . . . . . ... +s « « Ref 
(see figure 112 for detail breakdown) 
No Number FUSELAGE AFT FUEL CELL AND ACCESSORIES . . . . s , . + + s . « Ref 
(see figure 115 for detail breakdown) š 
No Number CENTER WING FUEL CELL ACCESSORIES . .. koX ox wo e Ga e Ref 
(see figure 118 for detail breakdown) : 
-1 181-4830? ., LINE ASSEMBLY, Fuel vent cross ship balance LH . . . . . + ο H 
-2 181 -48308 . LINE ASSEMBLY, Fuel vent cross ship balance RH . . . ... 1 
-3 181-48325 LINE, Main vent fuselage station 131 '. . 3 1 
-4 . 181-18270 LINE ASSEMBLY, Main vent fuselage station 131 to fus sta 160 1 
; ‘(supersedes 181-48315-12 for future procurement) 
ATTACHING PARTS š ° 
AN520-10R10 ` SCREW 4a ue Dese uh e ah ος ο quruy r durs cu ue o e πα. 1 
AN960D10L WASHEH. Cy «not ae DU IE. ROSAS πος ο c o Yayaqa ο ο ο ap ο BP et AE 2 
AN365 -1032 puo ας ο ο eI E IM 
ο ο AMEN 
-5 181-48315-1^ . LINE, Main vent fuselage sta 160 to fuselage sta 181 .... 1 
-6 181-48315-19 . LINE ASSEMBLY, Wing outer panel dive vent RH upper ..... 1 
-7 AN815-20D Ιλ ΡΕ oa ο 9 oo Pl ο GU Pe Se ο 9 v UU S 1 
-8 181-48304 LINE ASSY, Fuel pressure fueling manifold to ship dive vent . 1 
-9 181-48303 LINE ASSY, Fuel forward cell dive vent to check valve .. i 1 
-10 181-48313 LINE ASSY, Fuel main vent bulkhead fus sta 180 wing dive .. 1 
š vent "Y" 
-11 1111 -51Ττ-τ . VALVE, Check E $E» ο Sey ο dt SES ὡς ιο S Ce AS AN RE SQ 1 
-12 8-3044 -75 . VALVE, Check PA e TÑ dut. Tyr auras 1 
-13 181-48315-17 LINE ASSEMBLY, Aft fuselage cell “elim "vent RH. $i τος ὧν νο ος 1 
-14 AN815-16D UNION ene νο E S 1 
-15 181-48306 LINE ASSEMBLY, "Fuel aft fuselage “cell climb vent to "v" ` . . 1 
-16 181-48305-31 LINE ASSEMBLY, Fuel main vent to dive vent line mounting check 1 
` valve (supersedes 181-48305 for future procurement 
-17 181-48315-16 . LINE ASSEMBLY, Main vent fuselage sta 204 to fuselage sta 236 1 AA-BC 
181-48429 _. LINE ASSEMBLY, Main vent fuselage sta 204 to fuselage sta, 236 1 BD-F 
181-48315-16 . LINE ASSEMBLY, Main vent fuselage sta 204 to fuselage sta 236 1 G- 
-18 181-48197 FITTING, Fuel vent line disconnect forward . . . . . + + + x 1 
ATTACHING PARTS z : 
AN3-6A "Es c MET 2 
. AN3-12A sc BOLT 204 22x απ «πᾳ τά eer ee PRECES I 
AN960D10L MET cM acd nc E. 
NAS43DD3 -32 . SPACER, Screw and bolt >. . ... . ai τωρ φως P . + ο ο on 1 
AN365-1032 3o NUT. uso ox uos Quo Ue SEN ay al SE AU ϱ $i ld ou). o. δι I Yar y ναὶ ὁ 3 
Pas ei un a ge 
-19 181-48315-77 . LINE ASSEMBLY, Fuel aft fus cell climb vent to "Y" first sect. 1 
-20 181-48315-3 .. LINE ASSEMBLY, Single point or fueling fwd cell to aft cell. 1 
-21 181-48315-68 . LINE, Fuel filter drain overboard . s. . . e + , + + + eee 1 
-22 3H2-4-15 HOSE (NA) . ο Wie. cay ο φον a 1.8, ο στ iat fae ου 1 
ANT3TRM22 CLAMP. ο SU Ὁ oea. oB ua fem AO De» Role ST w ο ο 2 
-23 3H2 -4-36 HOSE- ΝΑῚ} ο ear ο ο RS ο ο DEUS sa 1 
ANT3TRM22 CLAMP ... Ce ae ο er iem ο ο ο ο ο. 2 
-24 181-48318 LINE ASSEMBLY, Fuel wing outer panel dive vent LH ο Tass 1 
181-48060 I . WASHER, Fuel wing outer panel dive vent . . . . . . + + s « 1 
181-48114 -. NUT, Fuel wing outer panel dive vent line . . . . . . ὁ + + x 1 
AF931 -23 PACKING , . κ Yan W Te ο ο ο C7 o. W ee τ 739 CA 1 
-25 AN6264 -20D31 HOSE ASSEMBLY, Hydraulic and pneumatic detachable end type . 1 
swivel fittings for AN-H-24 hose 
-26 181-48315-22 . LINE, Wing outer panel dive vent RH lower . . A EA H 
-27 181 -48315-6 . LINE, Wing outer panel climb vent LH first section δν y 1 
-28 181-48315-72 . LINE, Wing outer panel climb vent LH second section . . . . . 1 
-29 181-48315-74 . LINE, Wing outer panel climb vent LH third section . . ... H 
-30 181-48315-37 . LINE ASSEMBLY, Drop tank fuel transfer line refueling s $e 1 
manifold to buttock plane LH 
-31 AN837 -8D 2; cCELBOW- a5 ο ο οφ. ος we). o9 Ls . ο "m "P" 1 
AN925-8D ¿8 NUT OS 2o ο raga ὦ; vi δῶ», ο ο s ete e, o. 09V E W Ὁ Der Ὁ WAG Q 1 
-32 AN837 -16D o ELBOW 04.4 04 9x9 909.09 3 CES ὁἳ ἃ ç "I CREE αμ τον 1 
AN924-16D e^ NUTS «dius ces se ο ο Me que Sar tue, ο πο . d; i. φ Ὁ l 
-33 181-48612 . LINE ASSEMBLY, Single point filler to center wing defueling š 1 
first section 
181-48131 WASHER, Fuel 1-1/2 in. packing gland. Mod eus uo νο ο. 1 
181-18132 NUT, Fuel 1-1/2 in. packing gland . . . s . . + + + + + «ο + 1 
AF931 -27 PACKING ον e oom aan 9 ES ἃ ὁ US να, BP Aor εν ον, ue 1 
-34 3H2-8-TT . HOSE (NA). stad ο ei at ο Qa ἡ UE) ο ue ο ο μονο 1 
ANT3TRM3O . CLAMP .. EpoWhoe ck spo ae sw er v 2 
-35 181 -48315-36 . . LINE, Single "point "filler to center wing defueling second sect. 1 
181-48131 . WASHER, Fuel 1-1/2 in packing gland ¿ . . . . + + + + + + + ο 1 
181-48137 . NUT, Fuel 1-1/2 in. packing gland . . . . . . + + + + + < « 1 
AF931 -27 » PACKING .... ets du. NL LER ους BNR κιν. Te 1 
-36 181-48315-45 . LINE ASSEMBLY, Fuel drop “tank transfer valve assembly to .. 1 
buttock plane 29 second section 
-31 181-48315-44 . LINE, Drop tank air pressure overboard drain upper . . . . ο 1 

-38 181-48315-57 . LINE ASSEMBLY, Fuel drop tank transfer valve assembly to . 1 

buttock plane 29 first section LH 

-39 181-48315-22 . LINE, Drop tank air pressure overboard drain upper ..... 1 

-40 181-48050 . VALVE ASSEMBLY, Fuel tank pressurizing equipment ...... 1 

(see figure 111 for detail breakdown) 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
110 ATTACHING PARTS 

AN3-5A s BOLT ao03x0€ -ϱ els . ç ος aoe oy, aus ον ον p ar o er A 8 
` AN960D10L | WASHER. 2201670. Del ee ue tel ο . et beni? ce AE US aa 8 
AN365-1032 ee. NUT Og κο ο να O Su ο ο ο Eo sns WU EA 
rax nh ME ill z 
-41 181-48315-69 . LINE ASSEMBLY, Fuel drop tank transfer valve to buttock plane 1 
29 first section 
-42 AN815-16D : z, UNION so εώς Ὁ. μόνα ος Meo SE τα ses WU Y ο ας nay oe ele US Fed κος. ee EL R, 1 
-43 181-48315-76 . LINE, Wing outer panel climb vent RH second section..... 1 
E 181 -48315-39 . LINE ASSEMBLY, Drop tank fuel transfer line refueling . . 1 
manifold to buttock plane: 29 RH I 
-45 AN832 -16D ec UNION G ¿Yu q e Su e xv Naar or Ὁ E E ο. δν ο ἐν πα 1 
ΑΝΟΖΝ -16D » NUT ... un 167- cat sore ὑφ; ae’ ca ver 284 ο μα αν. ees Ἐν ο ας 1 
-46 AN832 -8D s UNION: oiea "ES. 140 serenely ÑU: τῷ è νο “ἐξ Ag S 1 
AN924 -8D . NUT . : . s.s 3 ο ο we 1 
-47 181-48315-47 . LINE ASSEMBLY, Fuel drop tank fransfer valve ee » —— 1 
assembly to buttock plane 29 second section RH 
-48 181 -48315-49 . LINE ASSEMBLY, Fuel drop tank transfer air pressure regulator 1 
to 181-48324 line assembly 
-49 181 -48315-8 . LINE, Wing outer panel climb vent RH first section ..... 1 
-50 181 b 53 . LINE ASSEMBLY, Fuel drop tank air pressure supply shaft . . . 1 
-51 ο. . UNION .. wh a d sed. ο se! Sah Ses ο S Q: ο. ο 2 
-52 . 181-48324 . LINE ASSEMBLY, Fuel drop tank transfer air . . . ae se ise. um r^g 1 
-53 AN815-4D . UNION oe lu -ᾱ WT Kernel Ὅν UR. es Ted wU e LEN er Ca a ce des eri νὰ 1 
-54 3H2-8-15 ` HOSE (NA) Acs gr . . douce ee ee IE 
AN737RM30 s. ΙΝΕ ο eo a lox X oo ee δν ο er a ο ο 4 
-55 39-16-13 s ΉἨΟΒΕ ^ (NA) Velo oe. UK, te Meare ο ο ο Pe wc». cw. d 
AN737RM46 ΗΑΕ 2. τον ya eS ee QUIS αφ A we RS α d 2 
-56 3H2-16-15 s ο (NA): SOY ee ce $0 ο SE a en aes Latte. Ὁ UA de So eres Ὁ Ὁ 8 
AN737RM46 . CLAMP .. Bri» ὦ Tee Vete wee; diei ο Dec ST She ο ἐς ᾱ ο. α6 
-57 3H2-20-15 + HOSES- (NA) νο Riu ο eae De QK ol νο a won w ane “GI 
ANT3TRM58 a CLAMP c qoo απών Κ.Σ Qe ο DX w AL Cw x ᾱ- OY €T. ο “ἰφὶ ie. ce 8 
-58 3H2-24-15 * SHOSE 34 (NAS). ex Ἂν dee rer Lue ο alae a 4 ο Secr ο ο ο. 
AN737RM66 C GQOHAMPo Μα ο ο ο S: aly ie ο ο ο ο ο ο Er. LO 
-59 3H2-32-15 . HOSE? (NA) Lecce wc. 09 o Il» we ee ao Te, ος Ὁ Wo 2 
AN737RM82 . CLAMP ... ο ος ο acne, OR "LED 
-60 3H2-40-15 z HOSE- (NA) & uv μις ἃ ο. Mead οι νος, ly Th ee φορ ω φον Wl ee 1 
AN7.37RM98 . CLAMP ο ο ο 3 08» ο ο. ο ee ee e τῳ WT Sel 2 
-61 181-48315-51 . LINE ASSEMBLY, Fuel drop tank transfer valve assembly . . . . 1 
š to check valve 
-62 11-344-75 s- VALVE, ‘Check, (PA) < 4.09 eee ws Bw oy LR o ὦ 1 
-63 181-48319 . HOSE ASSEMBLY, Fuel filter to engine ............ 1 
-6h ANHH6A μα ç SL sQ 4. ci 
-65 AN960D416L a> WASHER s: 22e refed ag wa ee wu wap ve EUR Ele “ο 
-66 4G2 . GASKET, Swivel fitting flanged (NA). . . . . . , + . + + + + 1 
-67 AN4-6A « BOLT quoe ο nc SANG, te ae Save: IE -ϱ ευ” w We (δι eevee ter % 2 
-68 ' QW1AL 4s WASHER; “Plain: (NAJ) uou. ο Yar sp τν τοι ml “er Basel Baw Ὁ S OE 2 
-69 AN365-428 «x UNUT ο 97 e eon ο πα ον ὁ cores lar aa =e 2 
-70 AN4-5A x. ΡΟ ΟΕ Ae κ he α el SE «XU W a yw" ee a eR "MEE . 4 
-71 ANA-TA . BOLT EP EE oe ο ο ο 8 
-72 181 -48076 . BRACKET, Fuel filter "mounting outboard i 2 
-73 181-48077-11 . FILTER ASSEMBLY, Fuel system (supersedes 181 “48077 - for. A 1 
future procurement (see fig. 109 for detail breakdown) 
/ 
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FIGURE 111 - FUEL DROP TANK PRESSURIZING EQUIPMENT VALVE ASSEMBLY 


H-181-48-17 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 ó 7 NOMENCLATURE 3 PER ASSY. CODE 
111 181-48050 VALVE ASSEMBLY, Fuel drop tank pressurizing equipment . ... . . Ref 
. (see figure 110 for next assembly) 

-1 4-1750-78 . VALVE ASSEMBLY, Pressure relief and drain (PA). ... š 2 
-2 AN784D4 a πο ο fal. Bs cy as Sa tale m ο ο Oa Ab unde te 1 
-3 AN832-4D oe) UNION: (UR ο Wt S ee omo w 6 ee es ME ste e, layer yale ο k x 1 
-4 AF934-7 PACKING, "O" Ring gasoline or kerosene resistant i 3 

-5 AN924-4D ΜΗΝ ΑΟ ο ρα ο ο Te Ge 2 ^ 
-6 181-48315-59 LINE ASSEMBLY, Fuel drop tank transfer valve to press reg valve 1 
-T AN919-6D REDUCER X. wo We ode 9 NI eX SU X UE UK P Var HAE ORO ο va "EC 1 
AF931 -89 PACKING, "O" Ring gasoline or kerosene resistant . . -— l 
-8 AV2A1390B . VALVE ASSEMBLY, Shut-off (GCO) . . . .. . . . s... . 1 
-9 AN3-4A s BOLT. ue act tee an τῳ sa ο YAN tsa ee? sa er ap Nes el, WS . me ὁ 4 
-10 - AN960D10 z WASHER 404 wo le ae -ᾱ-ς ae Re a ee Se, BO ο ο Re Ke cO e a 8 
-11 AN365-1032 e NUT κε ο κ. XSL wy Re ες εδ ay ιν A p. U TS we w Ny ες ας ` w 4 
-12 AN919-12D . REDUCER σου $i. fe 1 
AF931 -89 É . PACKING, "O" Ring gasoline or kerosene resistant . . . a cw 1 
-13 181-18315-65 . LINE ASSEMBLY, Fuel drop tank air press tee to transfer valve 1 
-14 AN834-8D 2 ΡΕ, ΑΣ ων ο iet adi fa fos Sa δα e. 1 
-15 AN924-8D ae NUT. uUo sare Sa, ern ο -ϕ-- 84 4: ο "utc eink lal aas p tas EM δ he Ὦα) ë 1 
-16 AF934-92 . PACKING, "O" Ring gasoline or kerosene resistant . . . . ; 1 
-17 AV9C1108D . VALVE ASSEMBLY, Shut-off (GCO)......2... ow " 1 
-18 AN832-8D &c CUNTUN. o uou ᾱ οὐ own de Jeu εν φ a LUND aic, ορ SS: AS Ayay, T . οἱ 1 
-19 181-48026 . FITTING, Fuel drop tank air pressure line orifice $e ace 1 
-20 AN833-8D g η. =a: ὦ. qiu yey Ce, Ain, w S. ce zr Du! Merve ae, Ὅν, τν yeh Me eras Ge (ea yaqa TC a 1 
-21 11-344-75 . VALVE ASSEMBLY, Check (PA). . .... . + + + s + + + + eee 1 
-22 AN921-8D "E IMEEM EVITE ERE eee Ca % 2 
-23 AF931 -92 . PACKING, "O" Ring gasoline or kerosene resistant — Yaya δὲ 4 
-24 181-48315-63 . LINE ASSEMBLY, Fuel drop tank transfer check valve to tee . . 1 
-25 AN815-8D e. UNION o Ge da eut SiS) gu E ce: κ ας > Ὅν. a τὸ 1 
-26 AN926-8D ve HER S de ο ο κο «θὰ, ὃν fea ὃν EET m 1 
-27 AN919-10D a REDUCER? Q Ὁ loge νο ya ο ο... $ Lad xD) 1 
-28 AN833-8D . ELBOW ...... š. SPS See ο ο προ 1 
-29 ANQ24-8D x NUT ara at Ao as org Sat get ο RE ο ο... *ow-] ee 4b 
-30 AF93! -92 . PACKING, "O" Ring gasoline or kerosene resistant ER 3 
-31 181-48315-61 . LINE ASSEMBLY, Fuel drop tank air pressure regulator to tee . 1 
-32 181-48316 . LINE ASSEMBLY, Fuel drop tank air pressure regulator to tee . 1 
-33 AN833-4D a ούτος Se ο ο ο ο. 
-34 AN924 -4D orne NUT: ο era Aun argar ο ο Ga, i CA ο Fo) UC ο AE aE eae 1 
-35 AF93l-7 . PACKING, "O" Ring gasoline or kerosene resistant iw s 1 
-36 AN815-4D UNION MEE ἅντα Gq cee ae CS ἃ ἃ; mb 9 1 
AF931-7 PACKING, "O" Ring gasoline or kerosene resistant . . . . . . 1 
-37 AN3-5A BOLD - St Ss hoe IS M WT C Kuy. QU Y Gy Sg μα $9 Don Bed fer. te 
-38 AN960D10 WASHER = zzz ο 0 GAG Gedo ck old ο usw are. 19 
-39 AN365-1032 NUT. iat 28s ey, Must ree p ete + Y ος Ὁ ο πω ος 6 
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AN 01-60JKB-4 Group Assembly Parts List 


FUSELAGE (Cont) 


a —  — n R 
UNITS USEABLE ON . 


FIGURE & PART " 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 B NOMENCLATURE PER ASSY. CODE 
112 Nó Number FUSELAGE FORWARD FUEL CELL AND ACCESSORIES. . . . . . . + + + + + Ref 
(see figure 110 for next assembly) 

-1 ANHH5A BOLT C Ne S. wwe. vec ο” οἱ -ᾱ r 2 12 
1 AN960D416 WASHER... . ENS semis ç " 10 
2W1AL18-24 -64 . WASHER, Plain (NA). " 2e s 2 
-2 . 181-48093 . FITTING, Forward fuselage fuel “cell vent cross line THe ος. 1 
-3 AN4HAA | : s POLT S -ᾱ- Ὁ οι AUD se Ix) toos WE τς ιδ cm m WOCEQUS DECUS τν SU ο) monec s 20 
-4 AN960D116L . “WASHER: 35 Ὁ -ῳ-ε-- e v. ue G w Ya δι τῶν v4) δ ο. 6) em ος Se D δν vet BL Uer ow 20 
-5 181-48033 . SUPPORT, Fuel cross ship vent fitting LH. . . . . + + + + * * 2 
-6 AN3-HA 2 αμ μμ a μμ ον ο ο μα. 
-7 AN960D10L . WASHER . 4 ο 4 e e 9 wow 9 ο ὃν o9 αν mom cee 9I 9 8 
-8 AN365-1032 a NUT: sx ç ; * . ay Ca AE e s be Xe à 
-9 181-48070 l FILLER ASSEMBLY, ' pressure fueling . ος aie -— 1 

(see figure 114 for detail breakdown) 
-10 181-48082 . SEAL, Fuel cell fuselage station 131 pressure fueling inlet LH 1 
-11 181-48083 . SEAL, Fuel cell fuselage station 131 pressure fueling inlet RH 1 
-12 AN3-4A 4 © BOLT: ο, ge IR ο UR V SS WL. SO xe DR Tec ROSA. ee sie «τας ΟΦ) ew eL i9 “ss 5 
-13 AN960D10L |. WASHER... "C" "Ix 5 
.-14 AF955-3 s. WASHER 2X sz ioe eC 8 s ον Sw PGS Gl ο ορ ὃν < 5 
-15 AN365-1032 E NUT qc. “Ὅν δὲ ipsum λα; a S š k cap š ” 5 
-16 AN3 -5A e BOLT ο y e ο g cen tes ο) er ce $ “ὁ : EA 7 SE 16 
-17 AN960D10L . WASBER . . . . « Eo š . $ i 32 
-18 AN365-1032 . NUT... . es A H - 16 
181-48108 . FITTING ASSEMBLY, Fuel '"aefueling line to inlet "adapter. w 1 
-19 181-48106 . . FITTING, Fuel defueling line to inlet adapter. . . eus 1 
-20 1111-518020 - . VALVE, Swing check (BA) S Vv uou wee eU oap rt epe ei τῷ PIS 1 
-21 AN935-6 ο ο G2 Reo | Ux ore ενω mom Vesp Seah urs e Gla wur Wes ον, Se 
-22 NAS202 -632-4 . . SCREW, Round head Phillips recess low carbon brass and . . 2 

steel 
-23 ANHH5A μον Ic 
-24 AN960D416 S "WASHER . 4 V ο 9 ww 03.9 3 δ. ο. 6 ᾱ Ὁ, ov. S ὁ, te c ὑφ os 4 
-25 181-48113 . GASKET, Fuel defueling line to inlet adapter fitting. . ο ο . 1 
-26 K98005 ` VALVE ASSEMBLY, Link mounting dual fuel level control (KOE) . 1 
-27 AF934 -8 < PACKING. 4. 2 2 < ο wo € 9S ow WU a sm a er Vence a αν o ya 2 
-28 AN919-6D -. ἩΕΡΙΟΕΗ νε. CE "---——r 
-29 181-48111 . GASKET, Fuel dual level valve inlet elbow. . . . + + + * * * 2 
-30 AN960D!16 . WASHER . . ç . + à ο + © © © © © © © ὁ 9 ο ὁ t | 9] 9 t t9 ο 8 
-31 ANHH5A &. ο μμ l ο wu a tak. ὁ. ο oe ο. ; ές 8 
-32 '181-48102 . FITTING, Forward fus fuel cell single point filler outlet . . 1 
181-4808h . CUP ASSEMBLY, Forward fuselage fuel cell pressure fueling. . 1 
š outlet 

-33 181-48084 -3 . . CUP, Forward fuselage fuel cell pressure fueling outlet . 1 
-34 181-48084-5 . . CUP, Forward fuselage fuel cell pressure fueling ..... 1 
-35 AN960D916L . WASHER . ¿ . . š < w © š © 0 Ü ὁ 9 ο ὁ 9 ο 9 o9 u ο 4 6 
-36 AN4 -4A x BOLT L ZU y uw ος αὶ Sm uq a dele GS a εὖ e a eh Mee Woe Meda dium «6 
-37 AN960D416 2 WASHER Z S: > ce a eb Y SU Ὁ Ἵν a ea C9 δι a Oe MU ee e e. a 1E 
-38 ANHH5A a BOLT . . .. . as OLY w Bin au E. S Sar mese el SEL: A fe odd ve! c SLO 
-39 181-48136 . CLIP, Fuel forward fuselage cell level control access door. . 3 
-40 AN960D10 : , WASHER αμ v e 9 Ὁ 49 €; 09 €» ο € 0 SU oko oes αν τς m RU φ' e 3 
. -41 AN3 -4A » BOLT & 0 elo.) ο ος ὃς. UO ep WE URS AS cR e ciem] ue E SUE S e S 3 
-42 181-48135 š . DOOR ASSEMBLY, Fuel forward fuselage level control valve access 1 
-43 AN9HHA 2s BOLT C ce 41e Ὁ ϱ e 1.9544 G0» w ia ree SU U oum Ue ο αι ὦ 16 
-44 AN960D116 o WASHER; o dich a: NX SOS Yer reete YU ep Do Ae Ta ὄν. Mo I erat. og 10 
-45 AN960D416L .. WASHER... . s enge we Zaman uta, 2 O' 
-46 181-48087 . CELL ASSEMBLY, Fuselage fuel forward ' complete PESCE DOES 1 

(see figure 113 for detail breakdown) 
181-48097 . FITTING ASSEMBLY, Fuel forward fuselage cell dive vent. . . 1 
-47 181-48096-11 š FITTING, Fuel forward fuselage cell dive vent (supersedes, 1 

‘ 181-48096 for future procurement) 
-48 1111-518112 . . VALVE, Swing check (PA) (may be. used interchangeably with. 1 

6-2000 (SAHR)) 
6-2000 |. . VALVE, Swing check (SAHR) (may be used interchangeably with 1 
: 1111-518112 (PA)) 

-49 NaS202-632-6 . . SCREW, Round head Phillips recess. . ............ 2 
-50 AN935-6 ¿ WASHER 104 vos Ca SS Cal a Gu Selig we oe Sh use sa we ἃς 8 
-51 AN960DH16L H WASHER FEMMES Msc 14 
-52 ANHHHA e -BOLT o p-o S ρω 0 o2 4ο ὃς, ον Δ cs ab a a SY τα. -ᾱ- Re. RS 8! Φε 8 
-53 181-48198 . BRACKET, Fuel forward fuselage cell dive vent fitting. . . . 1 
-54 ΑΝ -4A e BOLT 5/252 ww [le oc 49 09.0. ο Ὁ ue. Wu oi LG LR ο. τς Ñ... do Ci TI, τς 6 
-55 181-48092 . FITTING, Forward fuselage fuel cell vent crossline RH . . .. 1 
-56 AN960DÀ16 2^ WASHER ;.-.. 2 ah ca xo rece cx) sese Ἣν, “Sn De Se APTE TAS Ae c9 ο Ge 
-57 ANHH5A . BOLT 2 21-94 ο 0 de 9 €: ὁ ος L9 9 LOAD ἀρ ο NOT ο kU 9 pa 12 
-58 181-48034 . SUPPORT, Fuel cross ship vent fitting RH. . . PE ae 2 
-59 AN3-4A . BOLT . . « . « « oo ὁ «e ὁ e * 5 e e ee W « z OR x ow 4 
-60 AN960D10L . WASHER . . . « «© ο ^ we à. © ὁ à ὁ a ο 9 a ὁ 9 ὁ « 9 ο 9 c£: ὁ ο | 8 
-61 365-1032 s NUT X ο; ος ος ce TR Ya E ο mU ὦν ο! εν, 4 Sl E Jer Jes S ᾱ- D, ces τῷ ey dn 4 
-62' 181-548098 . FITTING, Fuel dual level control float support upper. woe 1 
-63 181-48100 . FITTING, Fuel dual level control float support lower. . . .. 2 
-64 AN3-4A 26 BOLT Z y ο ede Bee Se fos pte οἱ κω Sate el ate Se ie, BSS, e. a ep ος ο ia! 6 
-65 AN960D10 E . WASHER... ca wes IESUS. M. ο 6 
-66 K96485 ` VALVE ASSEMBLY, Fuel level control (KOE)... . . . . . . . . I 
-6T ANHH5A 2 BOLT 2-9 $9 xw $2 £t x Qi ^q τὰς geo το) cu. lee oe Ics ^ue £18 
-68 ΑΝΟΘΟΡΗ16 ow WASHER ¿ o x £s . ecd " $$; ne 5 ορ, 1 
-69 AN815-6D . UNION. . . « « « « «9. os ^ra . . PETSIE 2 
-70 AF931-10 . PACKING. as - eee . < a a en eo ae wa 8 a s s 2 
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FIGURE δ 
INDEX NUMBER 


113 


-1 
-2 
-3 
-h 
-5 
-6 
-7 
-8 
-9 
-io 
-11 
-12 


-14 - 
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PART 
NUMBER 


181-48087 


181-48002 
181-48042 
165-48299-3 
AN74.-3 
AN960D!16L 
181-48054 
181-48054-3 
163-48450 
AN502-416-12 
181-48035 
181-48165 
AN6264-4-50 


181-48310 
181-48307 
181-48110 


1 


SECURITY INFORMATION — RESTRICTED 


ΑΝ 01-60JKB-4 ^ 


FUSELAGE (Cont) 


ROTATED 90° 


FIGURE 113 - COMPLETE FUSELAGE FUEL FORWARD CELL ASSEMBLY 


2 3 4 5 6 7 NOMENCLATURE 


CELL ASSEMBLY, Complete fuselage fuel forward . . .. ... 


(see figure 112 for next assembly) 
CELL ASSEMBLY, Fuel forward fuselage ....... 
DOOR ASSEMBLY, Fuel forward fuselage access . . . . 
GASKET, Fuel wing outer panel access door . . . . . 
BOLT 5.2544 exem ο RS Ὁ τῷ ος UE Ve ϱ 0h ὡς UNU DEL τῳ. ^ LE 
WASHER. ΑΣ SO NS QA SU Ὅς het qe can rer ἐφ» νε ο. 
CAP ASSEMBLY, Fuel aft fuselage cell gravity filler . 
. SLEEVE, Fuel aft fuselage cell gravity filler .. 
GASKET, Aft fuselage fuel cell gravity filler . . . . 
SCREW, “< RLW. ceu us e ae ο ο at er ep a ed EY T, EL La AV TEL -ᾱ 
STUD, Fuel center wing cell inter-connector . . . . . .. 
SPRING, Fuel cell support Τ-1/72............... 
HOSE ASSEMBLY, Detachable end fitting type . . . . . . . 
swivel fitting medium high pressure fuel 
LINE ASSEMBLY, Fuel pressure refuel inlet to level control 
valve complete 
LINE ASSEMBLY, Fuel pressure refuel inlet to level , 
control valve 2 
. ELBOW, Fuel dual level valve inlet . . . . . . . . 


RESTRICTED 


H-181-48-15 


UNITS 
PER ASSY. 


Ref 


Ww 


m 
^" e e mQOrmmoemnQOoom|mmBí!m2 


USEABLE ON 
CODE 


FIGURE & PART 
INDEX NUMBER NUMBER 
` 111 181-18070 
181-48071 
-1 181-48058 
-2 RD206SH6.5L 
-3 RE28SB8 
-4 1111-518115 
-5 AN935-6L 
-6 NAS202 -632-5 
-T 181-48099 
-8 AN4HOA 
-9 ΑΝΟ6ΟΡΗ 161, 


-10 181-48072 
-11 'RD2068H6.5L 
-12 RL28SB8 
-13 AF931 -32 
181-48062  - 
-14 181-48015 
-15 1111-518111' 
-16 AN515-6R6 
AN935-6 
181-48016 
-18 181-48015 
-19 1111-518111 
-20 AN515-6R6 
-21 AN935-6L 
-22 181-48199 
-23 AN3-10A 
-24 AN960D10L 
-25 AN365-1032 
-26 5054 
-27 42-1102-00 
-28 181-48089 
-29 AN4 -7A 
-30 ΑΝΟΘΟΡΗ 161, 
-31 AN365-428 


SECURITY INFORMATION = RESTRICTED 
ΑΝ 01-603KB-4 


FUSELAGE (Cont) 


FIGURE 114 - PRESSURE FUELING FILLER ASSEMBLY 


1 2 3 4 5 6 7 NOMENCLATURE 


FILLER ASSEMBLY, Pressure fueling. . .. 
(see figure 112 for next assembly 
. FITTING ASSEMBLY, Pressure fueling adapter. 
. FITTING, Pressure fueling adapter. ... 
. INSERT, Two-piece locked in (ROSN). . 
š . RING, ‘Two-piece locked in (ROSN). . . 
. . VALVE, Swing check (PA). . . . . . «νο 
. « WASHER, . «4. ὁ © ` s s ο 9. e “a s 0 8 9 
. + SCREW... o e ap ae ο ο ο ο. 
. GASKET, Forward fuselage fuel cell pressure 
e ΟΠΕ. xd «le de ἅμα w δν Να wl κ. κ -ῳ. Oy 


WASHER 4. -. G y 4 “dl w Q a | LC SL N. E 
MANIFOLD, Pressure fuel filler. .... 
INSERT, Two-piece locked in (ROSN) . 
. RING, Two-piece locked in (ROSN) . . 
PACKING. < 473 ote a u e ε΄ Ὁ eo ets ela ees 
ADAPTER ASSEMBLY, Pressure fueling manifold 
ADAPTER, 
VALVE, Swing check (PA)... bui d 
SCREW “.; αν ο ο πο κ ρα 
. WASHER. . . .. 
ADAPTER ASSEMBLY, 


co ο μα woo, SX o EO OR Y cR urs ROC 
Pressure fueling manifold lower . 


. 


GASKET, : 
PROUT LS το uiae d aes Bae aS 


Pressure fuel manifold drop tank inlet. 


Press fueling manifold drop tank inlet L 


ADAPTER, Pressure fuel manifold drop tank inlet. . . 
. VALVE, Swing check (PA). . . . . . . . . “a 
«so SCREW a uoo ele T ZS αν κκ . 


NUTT. ο ME cag 
ADAPTER ASSEMBLY, Single point refueling (CTB). 


Single point refueling receptacle fitting 


CAP, Fuel filler (AS). . . : < 

GASKET, š; s ` 
BOLT . 24 ow os 8080 0 ROB ο RIRs e msc ; ç . 
WASHER ;-. 1 5 o * er ki eese wee es EH H ; . 1 


NUT. ¿ v « « Q s - 4 e er orn ος : e.e’ 


t 
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H-181-48-14 


UNITS USEABLE ON 
PER ASSY. CODE 


+ + 9 e s oe 5. ο Ref 


Me s e e t ont n 


er fitting 


drop tan 


` 9 9 * 9 ο 


i 
k 


= 
3 

eo ` 9 je. 9 » s 9 ο 
oO 


. . 
. . . 
. . . 
. . . 
. . 


> 
σι OY PP OOOD OOP AAF AAFO i Ep = 


. . ο ὁ arees o. + 9 € S ϱ moe Cha m ὁ 9 ὁ 5 ο e ὦ C d 5 


Revised 15 September 1953 


RESTRICTED 


S Section ΙΙ. SECURITY INFORMATION — RESTRICTED 


Group Assembly Parts List t AN 01-60JKB-À 


FUSELAGE (Cont) 


H-181-48-12A 


FIGURE 115 - FUSELAGE AFT FUEL CELL AND ACCESSORIES 
I : 
noo RESTRICTED Revised 15 September 1953 


FIGURE & 
INDEX NUMBER 


115 
-1 


| -2 
-3 
-ᾱ 
-5 
-ó 
-7 
-8 
-9 
-10 


-11 
-12 


PART 
. NUMBER 


No Number ` 


181-48051 


181-48309 
181-48043 
RD206SH6 .5L 
RL28SB8 
AN74-3 
AN960D416 
AN4-4A 
2W1AL18-28-64 
TF51200-15 


A8349 
122390-012-01 


220023-040-01 
ANHH6A 
ANHH5A 
AN960D416 
ANTH -3 
8350i-1 
AF934 -7 
AN924 -4D 
181 -48094 
AN! -5A 
181-48065 
AF934 -23 
181-48170 
3H2-4-17 
AN737RM22 
181-48040 


181-48039 
1111-518112 


6-2000 


AN935-6 
NAS202-632-1 


ANHH5A 
AN960D116 
181-48038 
AN3-4A 
AN960D10L 
AN4-5A 
AN960D416 
AN4H6A 
AN960D416L 
2W1AL18-20-64 
181-48031-3 
AN960D416 
159-48070 
181-48069 
181-48063 
181 -48068 
AN502-10-8 
1111-518038 
ΑΝΙΗΡΑ 
AN960D416 
181-48119 
AN3-4A 
AN960D10L 
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SECURITY INFORMATION — RESTRICTED 


AN 01-60JKB-4 
FUSELAGE (Cont) 


1 2 3 4 5 6 7 NOMENCLATURE 
FUSELAGE AFT FUEL CELL AND ACCESSORIES ....... 
(see figure 110 for next assembly) 
CELL ASSEMBLY, Fuel aft fuselage complete . . . . 


(see figure 116 for detail breakdown) 
. LINE ASSEMBLY, 


. DOOR ASSEMBLY, Fuel aft fuselage cell access RO 

ç INSERT, Two piece locked in (ROSN) ara a aline 

. + RING, Locking (ROSN) ... ο... 

ED. «IP 

+ WASHER ç SC ο e rte ο xD EDI ode gu ο 
BOLT 4 6. 46x ty τῷ Zio ο SUQ ah EDD al z 
WASHER, Plain “(naj re 


` PUMP ASSEMBLY, 
122390-012-10 pump assembly (PE) 


. . MOTOR, Electrical 1/3 hp 27 Y de 6500-8700RPM (DE) . 
. PUMP ASSEMBLY, Fuel booster (PE) (interchangeable with t ὃς 
TF51200-15 pump assembly (TP) 
. . MOTOR, Electric (PE) eg Wu Se? RO IN. ig £ ew ὧν oe 
κ BOLE ο ee ee cv γκο we cas Se $ Sad % p Kem ase 
. BOLT wow By TO Wow ο C E. SASS Ap S: το. á ee 
e- WASHER S 25 s£ 90v sag Sack oa e NU SM aha SES E να 
s BOLT 6S4 A ser, os ο ο RI RÀ ο us. Yor a ve wy ὦ ο ού ὃν 
v; VALVE, “Drain. (KOE)- io looo eins c e ορ αν ovs aA Se 
s. PACKING |o 06:3 4e ο ο Uy Gh ouo ee oh el es Depas J 3 
s. NUR. x^ ir GA aa lecce oc wiwa FS. cu. ac 22 Sot Ni epu ο qiie i Corns ptr 
. FITTING, Fuel cell aft fuselage seal drain Ge. ey bes pe, Sere -ᾱ 
S 2 BOLT a ο war ο lt ος ο Σο. sa, 
. MOUNTING, Aft fuselage fuel cell transfer pump . . . .... 
. PACKING ... $18 1. of S W "m 
. ELBOW, Fuel aft cell "transfer pump "outlet NES 
. HOSE (NA). MCI PE CH a Sere ιν RO E si OK 
. CLAMP .. . ο ο 
. FITTING ASSEMBLY, Fuel “aft `fuselage cell pressure fueling . . 
inlet 
- . FITTING, Fuel aft fuselage cell pressure fueling inlet 
. . VALVE, Swing check (PA) (may be used interchangeably with. 


6-2000 (SAHR) 


. . VALVE, Swing check (SAHR) (may be used interchangeably with 
1111-518112 (PA) 

. + WASHER .. s 

. . SCREW, Round head “Phillips recess “Low “carbon steel 
brass 


» BOLT .. ... 
WASHER . . . . 


. o e 9 9 c9 c $9 c5 20 ὁ o£ ὁ e 5 c5 5 


nm 


aft ο. a 


Fuel booster (TP) (interchangeable with 


. 


. CUP, Fuel pressure fueling inlet 
ta BOLT- i a ο Jan pe bie πο ο πο War ο ο... x ῷ zz 
WASHER πο oo m ο ο ο PT uei τ . 
BOLT 5.::- "X ei . . 
WASHER . . . . ο. . š κ. ὦ . T 
BOLT 4; 4 9.4 S δὶ W^ oas -— "Ln 
WASHER . . . ο ο ας "ἃν ο... ç . ο 
WASHER, Plain (NA) ο ων DES 
SEAL, Fuselage aft fuel cell” oe °. ο ο oe 
. WASHER . . . . . . š ο cm Cal NL LACUS ee Se ae 
. SPRING, Wing center section fuel cell fitting suspension 
. FITTING ASSEMBLY, Aft fuel cell transfer outlet . . 
. FITTING, Aft fuel cell transfer line connector . 
. . GASKET, Aft fuel cell transfer fitting . . . . 
s dé SCREW ΙΟ ο oy sw ce iuh ο ο 
. . VALVE, Swing check (PA) .. .. ........ 
& BOLT νι eat od: Gov tah Bites dox) tare US Um DES τω ee mo s ο να 
WASHER G ὅς; ο ο uie ie regi Ea ero C EX "ry ta re 
CUP, Fuel aft fuselage cell transfer line "m 
BOLT v5. Gaerne ο ο ουν.” 
WASHER. X 23:610 99. ο e cese μ.ο 
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Fuel rear fuselage cell transfer pump outlet 


Section. ΙΙ _ 


Group Assembly Parts List 


UNITS USEABLE ON 
PER ASSY. CODE 
. Ref 
£ 


` + + 9 * n 


WW 
PWWADKWW HH 


Hu 


me 


BPR PNP RBA {τελειο ο το = 


HG Herp 
FrwwWWPNVPPVYPOOOD MN - 
i 3 
----------κς----ΞΞΞ-Γεπ-οτ----.η τ Se Lees 
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Group Assembly Parts List 


SECURITY INFORMATION — RESTRICTED 


ΑΝ O1-60JKB8-À 
FUSELAGE (Cont) 


15 
H-181-48-16 
, FIGURE 116 - FUEL AFT FUSELAGE COMPLETE CELL ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
116 181-48051 CELL ASSEMBLY, Fuel aft fuselage complete ....... . . . Ref 
2 (see figure 115 for next assembly 

-1 . 181-48003 . CELL ASSEMBLY, Fuel aft fuselage . . .. .. + + + x PEST 1 

-2 1111-517934 ` VALVE ASSEMBLY, Swing check (PA). . . . πο. ο. «ᾱ 

-3 181-48059 . FITTING, Aft fuselage fuel cell climb vent EP τῳ εν. ἃ 2 

-4 163-48262 . GASKET, Fuel wing cells purging fitting . . . . + + + Saa: sQ. 3 

-5 ANSHUA ο ο + + + + + + s + s + s + + 5 t + + ° + + ° ο να Ὁ 

-6 :AN960D416L . WASHER . . E E Be “αν es ral τάν D pRa 9 

-7 181-51054 . ADAPTER, Aft. füselage cell fuel gage NE RP ies Ὁ — 2 

RO206SH6 . 5L, : INSERT, Two piece'locked in (ROSN) . x ze ου. 
RL28SB8 . . RING, Two piece locked in (ROSN) ... ç DN 

-8 153-48710 . GASKET, Fuel wing tip drop tank pump adapter cover . ο ος, s: 2 

-9 ANHHHA š; BOLE V LB uve Ὁ Ὁ Ὁ SC ο ο Tas ο ο ο ο ο ο sec 36 

-10 ANQ60D416L . WASHER. ... " e & ^ 10 

-11 181-48024 . PLATE, "Puel cell "gravity "filler nozzle "protection < CNET 1 

-12 181-48054 . CAP ASSEMBLY, Fuel aft fuselage cell gravity filler , Ὅν, ὦν S 1 

-13 181-48054-3 k SLEEVE, Fuel aft fuselage cell gravity filler cap S UE iis 1 

-14 163-48450 . GASKET, Aft fuselage fuel cell gravity filler . . . . "e 2 

-15 AN502-416-12 ο ων ο ο ο Se ο τι ος ο ο euis 9 

-16 181-48166 . SPRING, Fuel cell support 5-59/64". . . . . .. + + + + + + + 21 
224 RESTRICTED 


SECURITY INFORMATION = RESTRICTED 


FIGURE 117 - FUSELAGE FUEL CELL LINER INSTALLATIONS 


AN 01-60JKB-À 
FUSELAGE (Cont) 


Section 11 . 
Group Assembly Parts List 


H-181-48-18 


UNITS USEABLE ON 


FIGURE & PART 
INDEX NUMBER . NUMBER l 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
117 FUSELAGE FUEL CELL LINER INSTALLATIONS 
181-48641 - LINER INSTALLATION, Fuselage fuel tank station 131 to . Ref 
station 180.906 (see figure 87 for next assembly) 
-1 181-48645 - . LINER ASSEMBLY, Fuel bay fus sta 131 to 156.656 fwd duct 1 
-2 181-48646 - . LINER ASSEMBLY, Fuel bay fus sta 131 to 156.656 aft duct . 1 
-3 181-48643-1 + + LINER ASSEMBLY, Fuel bay fuselage sta 131 to 180.906 LH 1 
-4 181-48643-2 - . LINER ASSEMBLY, Fuel bay fuselage sta 131 to 180.906 RH 1 
-5 181-48642 + e LINER ASSEMBLY, Fuel bay fuselage sta 180.906 tank . S cce 1 
181-48647 - LINER INSTALLATION, Fuel cell fuselage sta 204.5 to 236.25 . Ref 
(see figure 87 for next assembly) 
-6 181-48658 - . LINER ASSEMBLY, Fuselage fuel tank canted sta 216 RH. . 1 
-7 181-48659 - + LINER ASSEMBLY, Rear fuselage fuel cell fuselage canted 1 
Station 216 LH 
-8 181-48650-1 - + LINER ASSEMBLY, Fuselage fuel tank inboard side LH . $- Ὁ 1 
-9 181-48650-2 - + LINER ASSEMBLY, Fuselage fuel tank inboard side RH . SS 1 
-10 181-48651 - + LINER ASSEMBLY, Fuselage rear fuel tank top LH... s: 1 
-11 181-48668 + .' LINER ASSEMBLY, Fuselage rear fuel tank top RH . OS 1 
-12 181-48649-1 - + LINER ASSEMBLY, Fuselage fuel tank outboard side LH ` ᾿ 1 
-13 181-48649-2 - .. LINER ASSEMBLY, Fuselage fuel tank outboard side RH ` ES 1 
-14 181-48648 - + LINER ASSEMBLY, Fuselage fuel tank outboard center — ο 1 
-15 181-48653 - . LINER ASSEMBLY, Rear fuselage fuel cell fus sta 236.25 LH 1 
-16: 181-48652 ° - LINER ASSEMBLY, Rear fuselage fuel cell fus sta 236.25 RH 1 
-17 181-48654 | + + DOUBLER, Rear fuselage fuel cell fus sta 236.25 LH... . 1 
-18 181-48664 * . FILLER, Fuselage rear fuel cell access door ...... 1 
RESTRICTED 225 
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Group Assembly Parts List AN 01-60JKB-4 
I FUSELAGE (Cont) 


H-181-48-13A 


FIGURE 118 - CENTER WING FUEL CELL ACCESSORIES 


`ə26 RESTRICTED š Revised 15 September 1953 


SECURITY INFORMATION — RESTRICTED ` Section 11 . 


ΑΝ 01-60JKB-4 Group Assembly Parts List 
FUSELAGE (Cont) 


FIGURE & i PART . UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 é 7 NOMENCLATURE PER ASSY. CODE 
118 No Number CENTER WING FUEL CELL ACCESSORIES . . . k e e πμ cer uv cul Re f 
(see figure 110 for next assembly) Š 
-1 181-48175 . CUP, Fuel center ying cell transfer line. . . . . . . + . + x 1 
-2 AN4 -5A : z ο... €—— ÁO ον Oa. A 
-3 2W1AL18-22-64 ^ . WASHER, Plain (ÑA). ES j εν ἄνοδος ο 4 
181-48179 . FITTING ASSEMBLY, Fuel center wing cell transfer line SW T 
-4 181-48178 . . FITTING, Fuel center wing cell transfer line. . Dia 1 
-5 1111-518112 . . VALVE, Swing check (PA) (interchangeable with 6- 2000 (SAHR) 1 
6-2000 . . VALVE, Swing check (SAHR) (interchangeable with. . . . . . 1 
ROC I 1111-518112 (PA) 
-6 AN935-6 sc, te ο ISU S 1 479 9.9 Ue α “οφ $ Sg ise err qui pues Nel ο. 2 
-T NAS202-440 . . SCREW, Round head Phillips recess low carbon steel a 2 
and brass 
-8 ΑΝΦΗΡΑ ot. BOLT pongen io apr wee uve arb ue e owe ο ο Ghee, Fai ue ts 22 18 
-9 AN960D416 +: WASHER coorta cs ο Spa ο Ite red ir ue e με qA SZ . 8 
-10 1111-518072 . VALVE, Swing check (PA) . . . . . , + + + + + s + + + + < A 1 
-11 AN935-416 a" NMASHER. ο ο De ο; ο τών a Se ο ο ο ος . 24 
-12 AN365-428 EAM UDP ο PO να ce vee ο Sere Sea. με apa EE 6 
-13 181-48044 . WASHER, Fuel system center wing to wing outer panel... 2 
: interconnector bolts 
-14 165-48128-3 . .GASKET, Fuel after burner line tank outlet. . . . . . . + + + 1 
-15 AN4-23A e.r BOLT Z. Z νιν e Loe lohan nes ww arret de! iiM tees VO 
-16 181-48045 . WASHER, Fuel system center wing to forward fuselage . goss 2 
: interconnector bolts 
-17 TF51200-15 . PUMP ASSEMBLY, Fuel booster (TP) (interchangeable with. . 2 
122390-012-O1 pump assembly (PE) 
A8349 . . MOTOR, Electric 1/3 hp 27 volts dc 6500-8700 rpm (DE). . . 1 
122390-012-01 . PUMP ASSEMBLY, Fuel booster (PE) (interchangeable with. . . . 2 
TF51200-15 pump "ad (TP) 
22003-040-01 . . MOTOR, Electric (PE)... ` Ç x š 1 
‘ 181-48080 . ADAPTER ASSEMBLY, Center wing fuel cell booster pump. os ο uy 1 
-18 181-48078 . . ADAPTER, Center wing fuel cell booster pump. . . . . . . < 1 
-19 181-48079 . . BRACKET, Center wing fuel cell booster pump... . e858 2 
-20 AN507 -1032-6 Bites pl ο ο απ mace πι πα Mea poe ed ta tle hve Ce) Def a tias ce 6 
-21 ANH-16A . . BOLT... Z wU ες uw erar cA e ROLE ess ta à αν VIB 
-22 2W1AL18-32-64 . WASHER, ` Plain (NA). "EP HE εν Ἐξ $ vx Jee 8 
-23 187-48370 . NIPPLE, Fuel boost pump Seal drain. Shek teh reds NON wow wet 2 
-24 AF934 -7 s PACKING: 4-4 oe ἂν ο ο, E ee. Qe s ο fer lcd, τς CU aa (Ie οκ 5 
-25 AN960DH16 oe WASHER: ^ue ο; e OS RIT lE dm ον” δν ο CU Ee Re e 20 s. Ῥ8 
-26 ANHH12A . BOLT... M Y bei a "ο MOE 
-27 K83501-1 . VALVE, Drain (KOE): ae ae ο er ο”. 8 
-28 181-48180 . DOOR ASSEMBLY, Fuel center dne cell sump ολα μμ ο 1 
-29 ANHHHA a ο μι αν a WU ο Ta ο ο ο Ὁ ϐ) Ver SS κ ο, ie LO 
-30 ΑΝΟΘΟΡΗ16 z- WASHER: ooa ow τα Ὁ ο ο ο ο Ὁ el lei ο. iya sw E 
-31 181-48176 . FITTING, Fuel center wing cell outlet line. vs Ei xp acp ADS. SS yo 1 
-32 AF934-27 . PACKING. o  « « « « e e « 9 tw w lq o 9 om o9 om o9 9 om on t n ng 1 
-33 AN921-20D μμ I EP" EE A 1 
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H-181-48-23 


FIGURE 119 - FUEL SYSTEM NITROGEN PURGING EQUIPMENT INSTALLATION 
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SECURITY INFORMATION — RESTRICTED 
ΑΝ 01-60JKB-À 


` 


FUSELAGE (Cont) 


Section i1 . 
Group Assembly Parts List 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PERASSY. CODE 
124 No Number PILOTS INSTRUMENT PANEL EQUIPMENT. . . νος τν ἨΘΕ 
: (see figure 123 for next assembly) i 
181-54007 . HARNESS ASSEMBLY, Instrument panel (wiring diagram). . . . . . 1 
.-1 AN3108-22-11S . . PLUG, Electrical connector angle 90°. ....... n 1 
AN3057-12A . . ADAPTER, Electrical accessory to cable. . . . . . . . . . . 1 
-2 AN3108-18-208S - . PLUG, Electrical connector angle 90°. . IW Nh ten! da SAS. Ze 1 
AN3057-10A - . ADAPTER, Electrical accessory to cable. ον ια AE E RUE 1 
-3 AN3108-10SL3S - . PLUG, Electrical connector angle 90°. . . , soso ao . e , e n 1 
: AN3057-ÀA - . ADAPTER, Electrical accessory to cable. . . . . . . . . . . 1 
-4 AN3106-18-1S - + PLUG, Electrical connector straight . . . . . . . . . , <, 1 
AN3057-12A .` . ADAPTER, Electrical accessory to cable. . . s. so . . . . . . 1. 
-5 AN3106-32-13P - . PLUG, Electrical connector straight . . ... . . . . . ο ο ο 1 
AN3057-20A - . ADAPTER, Electrical accessory to cable. . . . . . , , , νο 1 
-6 AN3106-28-12P + + PLUG, Electrical connector straight , . . . . . , , . , . . 1 
AN3057-16A - . ADAPTER, Electrical accessory to cable. . . . , . . . . š 1 
-T AN3106-28-12PX - . PLUG, Electrical connector straight . .. . . . e e s , < & 1 
AN3057-16A - . ADAPTER, Electrical accessory to cable. . . . . . . . . . . 1 
-8 AN3106-28-12PW - + PLUG, Electrical connector straight . . . . s so . . s . . a 1 
AN3057-16A - + ADAPTER, Electrical accessory to cable. . . . . , , , <+ . . 1 
-9 AN3106-20-27S + + PLUG, Electrical connector straight . . . . . . so e s + .. 1 
AN3057-16A . + .ADAPTER, Electrical accessory to cable. . . . . . . , , . . 1 
-10 AN3106-14S2S - + PLUG, Electrical connector. straight . . . . . . . s . . . . 2 
AN3057-6A - + ADAPTER, Electrical accessory to cable. . . . . . , , . . ο 2 
-11 AN3106-10SL3S - + PLUG, Electrical connector straight . . . .. Rei re eis «Ὁ 7 
AN3057-4A - + ADAPTER, Electrical accessory to cable. ... ru lee gece 7 
-12 AN3106-10SILAS - + PLUG, Electrical connector straight ..... πα ο a S 1 
AN3057-16A : ; ADAPTER, Electrical accessory to cable. . . . . . , , , νο 1 
-13 63316 ; FASTENER (uc). mice moder ὃν δι EO TRE v.i WAKES εἷς e E DE NER 2 
~14 AN960D10L ο". αν μμ CN E ο, ie, ae Gi TES 
-15 AN365-1032 ss NUT o Ὁ ο 26, SP ο E au ου... wl Ue qe s. Ter nae wy «ῷν τῷ 2 
-16 C10FA548 + VIBRATOR, Instrument panel (GLI) . . . UE 1 
-17 AN507B10R15 s SCREW ΝΥ ο oe WU n ο ο ge Vers oce ce er tay ge NE e 1 
-18 AN507UB10R15 4; SCREW: "¿I pa veh ti, de Go: fe ee oh tae TX NQ N ο ο που 1 
-19 181-51016 . SPACER, Instrument panel vibrator. . . . . . . . . . sç s ο .. 1 
-20 AN507-6R12 ο ον ο κ Grove ο ο ο Sul Su ο Μπ... 1 
-21 181-51011 ` . HOOK, ΕΗ servicing support . . . . . . . . . . . 2 
-22 AN507-6R: . SCREW. . Ὃ etal, AR Fe ο ΙΟ Medie ie eo IE Ie. eus E αμ. 4 
-23 AN6270-4-16 . HOSE ASSEMBLY, Detachable swivel fitting low pressúns. τρ. doka 1 
-24 AN822 -4D . ELBOW .. $0») WD. πο ας z $1. ιδ 9 3 
-25 AN6270-4-14 . HOSE ASSEMBLY, | “Detachable swivel fitting low pressure. A τος, S 1 
-26 AN826-4D « TEE. . di" Gear ο). σάν νο N ο) tel fe da s.d ow x v cue 
-27 AN62T0-4-8 . HOSE ASSEMBLY, Detachable swivel fitting low pressure, εν 1 
-28 AN6270-4-17 . HOSE ASSEMBLY, Detachable swivel fitting lowepressure. . . . . 2 
-29 AN816-~4D - NIPPLE. . . . ο πο W mr SA ο πο ο κ... 2 
-30 181-51046 . SUPPORT ASSEMBLY, Instrument panel terminal block. . . . . . . 1 
-31 AN3436-2-10 - + TERMINAL BLOCK ASSEMBLY, Electrical . . . . , . . +, + , , x 1 
-32 AN515-4R5 wv. SCREW ο ¿ ¿ 910€ d; 79 Tus es ον «ο ὧν «ο $ tsi ον 2 
-33 AN935-4 2. e WASHER Sii ο κ ο ce cela d ms Jes Ὁ Seether Sav pa Se! EO Oe 2 
-34 AN341-440 DEED ULM 2 
-35 AN3434-1 » . STRIP, Terminal block mounting nut insulating . . . . . . . 2 
-36 AN509-8R2 -31/32 2s SCREW L4 vs. e leo oe Uy ow Sd a Pe eee ee “re ee 4 
-37 NAS43DD3 -156 . SPACER, Screw and bolt . .............. ες, Ὁ 4 
-38 AN960D8 «= WASHER. . 2520.9 2 Ὁ ὁ QU Q9 ὦ. le v. . . "m Poe g. 9 4 
-39 AN365 -832 NUD ο s. Sw 3604 14. 9. 9 X oe ta) ο. ο, σαν τον τν ee νο. 4 
-40 AN3433-3-6 . BUS, Terminal block. . . . 2... + + s s< s s s 4 s s e wane 1 
-41 AN3433-2-2 . BUS, Terminal block. . . . . κ κ ο νο fer fab SD qu. E 1 
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jm cred | 
9 m NE 
E-— 2) 8 
J, 7 ες 


Em Gee 


2 


STA. 131 


H-181-51-11A 


: FIGURE 125 - FUSELAGE STATION 23 TO STATION 125.5 INSTRUMENT EQUIPMENT 
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c 


FIGURE & 


INDEX NUMBER 


125 


PART 
NUMBER 


181-51111 


AN815-4D 
AN6290-4 
AN6270-4-16 
AN833-4D 
AN960D716 
AN924 -4D 
181-51801-57 
181-51211 


AN821-4D 
AN804D4 
AN960D716L 
AN924 -4D 
181-51801-39 


181-51801-51 
AN837-4D 
2W1L28-24 -62 
AN960D716L 
AN924 -4D 
181-51801-41 
181-51801-53 
181-51801-37 
181-51801-49 


AN821-4D 
181-51801-35 


181-51801-47 


AN833-4D 
AN960D716L 


: AN924 -4D 


181-51801-33 
181-51801-45 
181-51802-15 


AN821-5D 
181-51802-13 
AN815-5D 
181-51802-11 
ΑΝΘ33 -5D 
AN6289D5 
AN6291-5 
AN6290-5 
181-51804 


3H2-10-9 
A3122-16 
AN837 -10D 
AN960D416 
AN924D10 
AN6538-2 
181-51041 


146-51547 
1811-51049 
3H2-10-9 
A3122-16 
181-51129 
181-51020 
1640 
SP101-10 
7002M 


181-51006-1 ^ - 
181-51006-2 `` ` 


181-51114 
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SECURITY INFORMATION — RESTRICTED 
ΑΝ 01-60JKB-4 


FUSELAGE (Cont) 


1 2 3 4 5 6 7 NOMENCLATURE 


FUSELAGE STATION 23 TO STATION 125.5 INSTRUMENT EQUIPMENT 
INSTRUMENT EQUIPMENT INSTALLATION, 
station 53 (see figure 73 for next assembly) 

UNION z ¿ ο 32m ve cm ο ge: wed tae ἃ ον RU š 
GASKET. . . ES : NY Se bei XE ug u 

. HOSE ASSEMBLY ENS E XAR ὃν ve GI ο PEE k 

Se ELBOW Ts e a ο πο NI S adie eS es tee Tel s 
WASHER. . . . . . A 

NUT ο... ο . ú 

x TUBING ASSEMBLY, 
r INSTRUMENT EQUIPMENT INSTALLATION, 
station 125.5 (see figüre T3 for next assemb1y) 

s. BLUBOW ss oe RSS, ow» eu EN E $ As . E S 

v. EET I ο μα Wo wp Sr S zu i PI ἂν ο di Sieh ἃν O ο -ᾱ πο 
WASHER. -ᾱ- wwe xe eee v eom on eL EHE, ve rac Roe 


Station 53 bulkhead tee to computer | 


sump to center. 
1 (pitot) 
sump to center 


. NUT ary τὸ; wil Sy MSs ek RT 
A TUBING ASSEMBLY, Wing root drain 
electrical pedestal section 
+ . TUBING ASSEMBLY, Wing root drain 
pedestal section 1 (static) 
es. 8 ELBOW M uA gie ee Nx eod nr erre wee ο 
; WASHER, Plain (ΝΑ)... 2... 2 see ete an ες 
WASHER. 642.85 ο ls iem ae upon! wr led Ve cima ee dete era 
NUT... ees ie 
TUBING ASSEMBLY, Wing 
pedestal sëction 
TUBING ASSEMBLY, Wing root drain 
pedestal section 5 (static) 
- . TUBING ASSEMBLY, Wing root drain 
pedestal section 3 (pitot) 
. . TUBING ASSEMBLY, Wing root drain 
pedestal section 3 (static) 
ELBOW . . 
TUBE ASSEMBLY, 
pedestal section 2 (pitot) 
TUBE ASSEMBLY, 
pedestal section 2 (static) 
ELBOW 434 3 19 oe mov dou ο Ba de ws ge eds vie ves erus 
WASHER, μα ο. ο 20m 4o boo e lus a ee ἃν RI ve te, MG S e 
NUT... 
TUBING ASSEMBLY, . 
pedestal section 1 (pitot) 
TUBING ASSEMBLY, 
pedestal section 1 (static) 
TUBING ASSEMBLY, Elbow at station 79 to regulator. . . 
center pedestal 
ELBOW... 
. . TUBING ASSEMBLY, 
s + UNION... 
. . TUBING ASSEMBLY, 
e ELBOW .  « .. 
ο tye NUT Lc 
. . RING... 
. . GASKET. ... 
. . TEE ASSEMBLY, Turn 
` station 113. ον 
HOSE (NA). B ο... " 
. CLAMP, Hose ` (PIN). νε. ΗΝ. A 
ELBOW. e son S deed de Ae Va Saree? sate tale 
. . WASHER. — 
. NUT . . 
. . VALVE. 
- . LEAD ASSEMBLY, 
to bulkhead disconnect 
á . GASKET, 
+ + TUBE ASSEMBLY, "G" suit air pressure . . . . . . . . 
ix. HOSET ANA) qoem alie oon so UN E Gn G INO E 
. . CLAMP, Hose (TIN). . . . 
PANEL ASSEMBLY, Pilots’ Speed brake indicator complete. 
€ w . REFRACTOR, 
. . . LIGHT ASSEMBLY (WMAC) . . 
- + . INDICATOR (KWC) (interchangeable with BpJ5GBF (e8)) - 
Š SHOCKMOUNT (RAI)... 
SUPPORT ASSEMBLY, 
(see figure 121 for detail breakdown) 
- . SUPPORT ASSEMBLY, 
(see figure 121 for detail breakdown) 
FRAME ASSEMBLY, Pilots instrument panel complete . . 
(see figure 121 for detail breakdown) 


root drain sump to center 
5 (pitot) 


sump to center 


sump to center 


sump to center 


` 
ee ο ο 


Union at station 94 to. elbow at 
` Elbow at station 113.5 to union 


and Dank and "G" suit lines at 


. . ο e| 9 ο ο ο ο PM . 


o 


RESTRICTED 


Fuselage station 33 to 


Fuselage station 53 to 


“Exhaust temperature thermocouple indicat 


Pressure bulkhead thermocouple disconnect plug 


Wing root drain sump “to center electrical 


sta 79. 
at sta 94 


Instrument panel upper stabilizer "LH : 


Instrument panel upper stabilizer RH. 


or. 


Section. ΙΙ . 


electrical 


electrical 
electircal 
electrical 


electrical 


Wing root drain sump to center electrical. 


Wing root drain sump to center electrical 


Wing root drain sump to center electrical 


. 


Speed brake positive indicator identification 


UNITS 
PER ASSY. 


Ref 


ΓΣΠ p EEHp μι 


PPYPPP m Pr 


= 


B= ΑΛ) 0 


PREFER ο = 


[s] 


PRE EERE EE 


Group Assembly Parts List 


USEABLE ON 


CODE 


΄ 
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Group Assembly Parts List | AN 01-60JKB-l 
_ FUSELAGE (Cont) 


H-181-51-13 


FIGURE 126 - FUSELAGE STATION 131 TO STATION 236-1/4 INSTRUMENT EQUIPMENT INSTALLATION 
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SECURITY INFORMATION — RESTRICTED Section ΙΙ 
ώς, Group Assernbly Parts List 
FUSELAGE (Cont) : 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. - CODE 
126 181-51411 INSTRUMENT EQUIPMENT INSTALLATION, Fuselage sta 131 to _236- 1/4. . Ref 
(see figure 87 for next assembly) 
-l 181-51051-3&-5 - CABLE ASSEMBLY, Aft fuselage cell tank unit EA730D846 LH . . . 1 
. : side to tee connect station 215 
-2 295202 -10B - GROMMET, Wire protecting split (Monadnock Mills) . ὃν οι i ue 6 
-3 EA5203S . ΤΕΕ CONNECTOR (LI)... « ... + + ç ç ea sç e eller 2 7 
-4 EA5203R . TEE CONNECTOR LI) . 4. ` j I 2, 
-5 181-51051-7&-9 . CABLE ASSEMBLY, Aft fuselage celi "tank unit `EA730D816 RH DE ES 1 
. Sideto tee connect station 215 à 
-6 181-51040 . LEAD ASSEMBLY, Exhaust temperature thermocouple. . : 1 
-T 181-51051-11&-13 . CABLE ASSEMBLY, Forward fuselage cell tank unit EA730D817 LH 5 1 
; Side to tee connect station 215 
-8 AN837 -10D e: ELBOW ο ο ο 0$ Set vy Joa, BL Ro ee e UA. URP UE EA H 
-9 AN960D1416 s (WASHER, 4-4 Loo wy Qs ο Q Ca Ce a env. qu ss s ee ne wee eee, OE 
_710 AN924D10 s e NUT ο ο ης eae Ὁ Mg Her es ode ο E 1 
-11 181-51803-7 `. TUBE ASSEMBLY, "G" suit station 139 bulkhead elbow to filter . 1 
-12 3H2-10-9 se HOSE (ΝΑ 2. a κο a vos ο al Oe ον a Nee οι Ὅλ e A ος 2 
AN737RM34 . CLAMP. . . « QUAS ve uw a et el eh ῳὶ Sn obit Vel else. tals on Tere eS ὑφ Ie Se 4 
-13 181-51043 . FILTER ASSEMBLY, Pilots anti "G" suit installation . . . . , . 1 
-14 AN935-6 Jo. WASHER 42-7. WS, $0525 49 09 μαι μα... 4 
-15 AN515-6R3 . . SCREW. . . ; c XE e δν er CH 
i -16 AN6538-3 . . FILTER, Anti "Q" suit air "m WD πο ie ος 2 
-17 181-51036 ο. SUPPORT ASSEMBLY, Anti "G" suit air filter. Sx s ο 1 
-18 AN515-8R8 πη... νυ S q See “Sie ο EN n ἫΝ ο As 3 
-19 : AN960D8L . WASHER. . .. HN NAME Ac Er. 
-20 181-51803-5 . TUBE ASSEMBLY, "G" suit canted station 115.5 bulkhead to... 1 
Station 139 bulkhead elbow . x 
-21 181-51051-15&-17 . CABLE ASSEMBLY, Forward fuselage cell tank unit EAT30DS1T LH. 1 
side to tank unit EA730D847 RH side 
-22 295202 -10A + GROMMET, Wire protecting split (Monadnock Mills) . , i š 3 
-23 181-51106 - CABLE ASSEMBLY, Fuel quanity gage relay unit interconnecting .. 1 
~24 181-51051-31 . CABLE ASSEMBLY, Power unit EA727K3 to relay unit ΕΑΤΗΤ-Ι . . , 1 
-25 181-51051-33 - CABLE ASSEMBLY, Power unit EA727K3 to center wing cell af tof sae 1 
bulkhead connect 
-26 295202-14A . GROMMET, Wire protecting split (Monadnock Mills) . š Q δη 1 
-27 181-51051-27 - CABLE ASSEMBLY, Tee connect RH shelf to tee connect power. c 1 
unit EA727K3 
-28 181-51051-29 . CABLE ASSEMBLY, Tee connect RH shelf to tee connect power. . . 1 
: unit EA727K3 
-29 181-51051-25 - CABLE ASSEMBLY, Tee connect RH shelf to cross connect. . . . $ 1 
_ center wing 
-30 181-51051-23 - CABLE ASSEMBLY, Tee connect RH shelf to tee connect RH... š 1 
center wing 
-31 181-51051-21 + CABLE ASSEMBLY, Forward fuselage cell tank unit EA730D847. . . 1 
: RH side to tee connect RH shelf ; 
-32 181-51051-19 + CABLE ASSEMBLY, Forward fuselage cell tank unit EA730D847. . . 1 
RH side to tee connect RH shelf 
-33 AN4H5A - BOLT. .... ο ae ee ος. ο ο ο ο ος: 
-34 AN960C416L - WASHER. ........ 5. 9 0 6 ο ο ο ο ° ° e e 25... 32 
-35 AN3-5 . BOLT. ο ο TR d S Val cy nw ie 6 Sie ο πο. 4 
-36 AN960D10 e WASHER. w 2o. 1 0 vo» 99 490 9 oe we ec ο. 9 ο 2.5.52... 3e 
΄ -37 AN363C1032 v SNUT v ο. SU as Se Ç ον γώ ο μμ ος 
-38 181-51053 . ADAPTER, Forward fuselage cell fuel gage ue ur 2 
-39 .  181-51055 . SUPPORT, Forward fuselage cell fuel gage adapter . . . . . . . 4 
-40 165-48312-5 - GASKET, Fuel control valve fitting seal (NA) . . . . .,. . . . 2 
-41 AN3-4 . BOLT. . Coat ae 7€ 795 eC See m lm τῳ WD ΟΦ 'ϱ, 9 9o o9 umo» ov 10 
-42 181-51803-9 . TUBE ASSEMBLY, "G" suit filter to-heat and vent tee. . . an fe 1 
-43 AN825-10D s ΤΕΕ...: 12 ο 137 ο S ο Sua ele) o 9 πο. 1 + 
-44 AN5534-1 . RESISTOR, Thermocouple lead spool. . . . . s Vu. em τῶν ii c rae τ 1 
-45 AN515-8R14 s (SCREW e wv Ορ”. δν ρα δν M TS δν ο ον PS 2 
-46 AN365-832 « NUP κ wl ee P "P °. "ws ep nw Ie W Set vd. I US. Wc W rhy € de 4 
-47 .AN74-5 @ BOLT. 5.» -. «Ὁ... ἃ ds σα men στο, ο Pony LO 
-48 AN960CH16L ` . WASHER. . .. . . . . + + ec m o9 s n n n ο νο. 46 
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FIGURE & 


PART 


SECURITY INFORMATION = RESTRICTED 


FIGURE 127 - COMPLETE AIRPLANE SURFACE CONTROLS INSTALLATION 


H-181-52-19A 


UNITS USEABLE ON 


INDEX NUMBER NUMBER 1 2 3 4 5 ó 7 NOMENCLATURE PER ASSY. CODE 
127 :181-52001 SURFACE CONTROLS INSTALLATION, Airplane complete . . . . . . . . Ref 
-1 181-52312 . ROD ASSEMBLY, Aileron control wing center section LH .... 1 
REAFS | . . ROD END, Self aligning bearing (FAF) .... ow Wee Cae ὃς 1 
AN316-5R w^ xec NUT ^e uL Etuis Le Yor ce Us. epum ο op er Tek 79 ας » Ç: 1 
181-52312-3 ` . . ROD, Aileron control wing center section LH NM TEE 1 
-2 181-52313 . ROD ASSEMBLY, Aileron control wing center section RH .... 1 
REYF5 . . ROD END, Self aligning. bearing (FAF) .... a ᾱ . ο 1 
AN316-5R . . NUT: ç (ss Z se ο au ο Su Je, Ὁ al ————g c T 1 
181-52313-3 . . ROD, Aileron control wing center section RH es ler ὃς EP 1 
-3 D6-1001-3L . QUICK DISCONNECT Haar ο UP ο” ¿ . : oa d 
-4 D6-1001-5L . QUICK DISCONNECT PAS). 24.4 2 Sus Mu gay Aa du eo . ee 2 
-5 181-5238 . SEAL ASSEMBLY, Aileron control push-pull rod . E 1 
-6 181-52385 . RETAINER, Aileron control push-pull rod seal . . . .. . + À 1 
-7 181-52311 . ROD ASSEMBLY, Aileron control fuselage to wing connecting . 1 
RE4F5 . . ROD END, Self aligning bearing (FAF) ..... ας Ga 2 1 
AN316-5R wow NUT. V eae SS ο ο ο ο des SEL Gane NO ο RU | ο YS ο 1 
181-52311-3 . . ROD, Aileron control fuselage to wing connecting . . . .. 1 
-8 D1430-2 . ACTUATOR, Aileron bungee trim (HOOV) (NAdwg spec. 187-954708) 1 
A {supersedes D1430 for future procurement) 

-9 181-54715 . BRACKET ASSEMBLY, Electrical actuator aileron bungee trim . . 1 
181-54714 . . FITTING, Elec actuator aileron bungee trim flexible shaft 1 
-10 481-54711 . SHAFT ASSEMBLY, Aileron bungee trim actuator extension ... 1 
-11 181-54713 . . CORE ASSEMBLY, Aileron bungee trim actuator extension shaf 1 
2 181-54713-3 . . RING, Aileron bungee trim actuator extension shaft .. 1 
-12 181-5471 . . CASE ASSEMBLY, Aileron bungee trim actuator extension shaft 1 
-13 2W1P20-18-31 .o WASHER. Plain (NA) . V ο 4 Wo Q s l Se ks eos, AL 
-14 SK729 . . COUPLING (SEW) . « . . .. + + + + + s 208. Sd Ga ue 1 
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AN 01-60JKB-h ` Group Assembly Parts List 
: FUSELAGE (Cont) 


μου... i A ALL — HP 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
130 No Number MANUAL EMERGENCY FLIGHT CONTROL CHANGEOVER CONTROLS FUSELAGE . . Ref 
STATION 194 AFT (see figure 129 for next assembly) ` 
-1 181-52046 . CABLE ASSEMBLY, Manual emergency flight control changeover 1 
forward fuselage aft 
-2 NAS427K16 i . PIN, Pulley guard . . . ο. βαν x τν cw Q παν ὦ 1 
-3 NASA?TK9 -= PIN, Pulley guard... of. tet sz . "ES τ š » 3 
A -4 AN210-2B η, -s e θεος ve Ye AA i es R esie Soda decis, @ A © 1 
" -5 AN3-6A UUBOLT- le exe imo τς ος -ᾱ BY aise ορ. πὲ . 1 
: -6- AN960D10L . WASHER... - + + + + ee ee ES 3^ duos N 17 
-τ AN365-1032 - vs © NUT = Sear cd can? Sa eta SE w wen eee). ete: Cal ο coe ce i eh elon Ls 9 
; =8 181-52047 . CABLE ASSEMBLY, Manual emergency flight control . . . . . . 1 
Š changeover aft 
-9 AN3-14A 2. OBOLE Q ο ο ο a SQA αν ο... 1 
-10 AN960D10 . WASHER... Q SU den ο αι «ο. Rp UE ues οἱ UE VE Mer Fe OC ue 9: w He 2 
-11 181-520137 . DRUM ASSEMBLY, Manual emergency flight control changeover . . 1 
switch actuator cable 
-12: AN201KP3A > . BEARING . . . 5), w š WU ae Rae ahh ee κᾶν, ὃς 1 
-13 151-43049. . STUD, Control cable locking š š » aUe E eter. m "E 1 
-14 NAS43C3-38 . SPACER, Screw and bolt ... + + + + + + eee eee Stee 1 
-15 NAS427K19 . PIN, Pulley guard . « 6 rn o onn : n ος τῳ 1 
-16 AN3-11A ; BOLT 262 ο Te NE aste 1 
-17 AN173-7A s BOLDE Οι 0.04 oc oce v SL Fe ος ο δν ος K U ete, ο WU W. ¿e š 1 
-18 NAS43DD3-14 ` e SPACER... š r Bend Gb NS 1. 
-19 187-52030-3 . BUNGEE ASSEMBLY, "Emergency "alternate power changeover 9.) ons eh, Ug 1 
: control switch 
-20 1187-52063 . . ROD END, Emergency alternate power changeover control . 1 
switch bungee rod ü 
-21 187-52061 - . BARREL, Emergency alternate power changeover control . . . 1 
. switch bungee 
-22 2W1-13-17-63 . . WASHER, Plain (NA) . . . ee ee eee f n n 1 
-23 187-52050-3 . . SPRING, Compression . . . . + ..- + + + * + * * * * * ° 1 
-24 2w1-13-19-63 .. . WASHER, Plain (NA)... 2 v.s ὃν κ 1 
-25 187-52059 . . ROD, Emergency alternate power changeover control ο dan δὴ 1 
$ κ switch bungee end 
-26 AN364-1032 cov ONUT es ο e ο Q. Z e cm ο Se β TR ϱἳ Se οἱ κα. J@ Sa oe Ri ὧν. τας Ses 1. 
-27 187 -52060-3 . . CAP, Emergency alternate power changeover control bungee . 1 
-28 AN316-5R ad Sts qe woe ου ο ο 
-29 REB3N2 š ROD END, Aircraft. type (FAF) . š V vv MEO H 
-30 : 172-54712-17 à SWITCH ASSEMBLY, Electric power control manual "override ο 1: 
ATTACHING PARTS 
-31 AN515-8R8 (2 SDREW? Au ο ο tes ghee συ. 
-32 AN960D8 τ... τν. ο ο Me ea ee a ae 
-33 2WlAIA8-32-32 . WASHER, Plain (NA) . .. + + + + + +a + + + + t t n or 1 
-34 187-52062 ` . . FORK, Emergency alternate power changeover control switch. 1 
-35 AN316-4R « Z NUT Qo 90e ΙΙΙ ΡΥ ele Ge LR Ro de ue Leet e Fa N 1. 
-36 S23-3B1A . . SWITCH, Toggle (Cam-Stat, Inc.) . . - + + so + ee * ees 1 
-37 AN509-10R21:  :. SCREW . . . . + + + + + + + + + st st s t t om om t t n n t t n ° 1 
+38 AN3-12A . . BOLT . . . . n eo 
-39 181-520135 . BUNGEE ASSEMBLY, "Manual emergency flight control ' changeover . 1 
` cable return (see figure 129 for detail breakdown) 
-40 AN320-4 e NUT. v 0 9599 ο. . o as a arg ο ται pai Fe? urs 1 
-41 AN96OD}16L . WASHER . ... . Bo ca SS ue Sei el e ^ jode Ce. o Ro ue. Ro, S: “e 9 
-42 NAS43C4-12 . SPACER, Screw μι ο ο dow, Ὁ o4 et ah ee 1 
-43 AN24-22 BOTT a oe ο eh ae (R USU ο a ar ο ο MU. ο Wu Yer πο... 1 
-44 . NAS221-18 ` . SCREW, Brazier head Phillips recess alloy steel 10-32... . 1 
-45 AN3-5A - o BOLT 04x 639 xo Q ο X08 J ss η RADO, ῳ ᾱ OU OR] Q w ο CR ee 1 
-46 181-52089 . CLEVIS, Manual emergency flight control changeover fuselage . 1 
: . Station 180 pulley 
-47 AN316-4 . NUT ... ἐνῶ des uh Dia, Ay ou Dec UR we Yen λα. 1 
-48 REB3N ` . ROD END, Aircraft type ` (FAF) uide. E Sa Saha να h WI WS res 1 


, 
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a / Sa] H-181-52-37A 
ae ~ 


FIGURE 131 - FORWARD FUSELAGE SURFACE CONTROL INSTALLATION 
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SECURITY INFORMATION = RESTRICTED Section. II 
S OON! Group Assembly Parts List 


FUSELAGE (Cont) 


' I 
FIGURE & PART I UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 ό 7 NOMENCLATURE PER ASSY. CODE 
131 181 -52031 SURFACE CONTROL INSTALLATION, Forward fuselage . . . a + + e.o Ref 
ο. (see figure 71 for next assembly) : 
V. No Number . FUSELAGE STATION 85 AND AFT SURFACE CONTROLS . . ses + ee ° Ref 
΄ (see figure 132 for detail breakdown) 
181-52401-1 . PEDAL ASSEMBLY, Rudder control complete LH . . . + + + ee ° 1 
š (see figure 139 for detail breakdown) 
181-52401 -2 . PEDAL ASSEMBLY, Rudder control complete RH . . . + + 1 
š (see figure 139 for detail breakdown) - 
-l 181-58426 . BUNGEE ASSEMBLY, Hydraulic brake system pedal return . . . : 2 
-2 REB3N2 ` . ROD END, Aircraft type (FAF) . «ο» + + + + + + eee 1 i 
-3 2W11A5 $ . WASHER, Tab lock (NA) ο wes oe om a, eS re SS "NEP 1 
En AN316-5R e o NUT ^D ἡ s "uu 5 Se pee We, TEL. ως ον. αἱ se. sS 1 
-5 181-58428 . . ROD, Hydraulic brake System “return bungee "Arana ma 1 
-6 181-58431 . . CAP, Hydraulic brake system return bungee . . ester arcu M 1 
-T 181-58429 . . PISTON, Hydraulic brake system pedal return bungee vos e ow m 
-8 ` 181-58430 . . SPRING, Compression . . e . + + +< + s + so ete ee * nm n7 1 
-9 ,  2W1AL13-21-032 |o. WASHER, Plain (NA) ... VH que 1 
-10 181-58476 . . NUT, Hydraulic brake system “return bungee i ri. de 1 
-11 181-58427 . . BARREL ASSEMBLY, papas, brake system pedal ' return bungee 1 
AN200K36 * s . BEARING . .. .... CIN MC EP ES ce Wu gU. νὰ A 1 
-12 AN173-7A « BOLT . à. 4 © » e » e se ὁ see 9 * $» e e * ο € 9 * "Eo 2 4 i 
AN173-12A ve BOLT WX w come è E E ER ο ce: Ast, SATs ie as V ὦ 2 
2W18-10 . WASHER, Flat (ΝΑ) νο σος oe fin ton λος Wy. αν 8 
AN365 -1032 > NUT . š aie 8 "n ο €x ee 
-13 181 -58426 . CABLE ASSEMBLY, Rudder control ΤΗ bus PEE E iow: rw. “Ὁ 1 
-14 181-52447 . SPRING, Tension... ss os ss < ee ee A sla Ge e vee l 
-15 AN155 -32S . BARREL ç « « ο « wl WA v us δ Wpow vile DA 3 
-16 181-52442 . CABLE ASSEMBLY, Rudder "control “RH bus ud τος 1 
-17 181-52403 . TUBE ASSEMBLY, Pilots brake pedal ad justment "center complete. 1 
(see figure 133 for detail breakdown) 
-18 AN210-4B . PULLEY .... ΕΣ; 2 
-19 157-52481 . BRACKET, Rudder control bus Cable swivel ets ERES 2 
-20 181-52565 . BUSHING, Rudder balance cable pulley: bracket support ACIEM 2 
-21 AN4 -16A ¿ BOLT 2e τος τα, win* $59 oe CS. τς δ. -ς sS AQ Bat ο ο ο ο 2 
2W18-416 V WASHER; Piat νι € 9 e elc wo; ο ο aan en a A 
AN365-428 e N μα ο ee pe EA EE E > SE 
i -22 ANH-1HA ;. BOLT 2.2. 4 1 ¿ew w Xe *» 04 $5 νυν νυν πο. 
2W18-416, : WASHER, Plat (NA) c eoe etene ee κ w Ç ee ee we ee ee: B 
ΑΝ365 -428 ο ώμο IPLE νην. 
-23 181-52435 . SHAFT, Pilots brake forward bellcrank . . . . + + + * * * * * 2 
-24 181-52433-3 . ARM, Pilots brake forward bellcrank inboard . . . . . + + * * 2 : 
-25 181 -52413-3 . PULLEY, Pilots brake pedal adjustment LH . . . . + + * * * + 1 
181-52413-4 . PULLEY, Pilots brake pedal adjustment RH . . , + + + + ees 1 
-26 181-52453 ` SHAFT ASSEMBLY, Rudder pedal adjustment cable pulley . . =. 2 
-27 AN174-13A τι BOLT νο wo. cee e Ro ee SU ik eh e. ar fal LS τω, EU οφ, TS τα: Ὁ ἡ 2 
` 2W18-416 ` WASHER, Flat (NA) oe eee s ses ez e s s s s s ea e n s. 4 
AN365 -428 . NUT 7 ; ο ου DOS HS 
-28 181 -52101 . STICK ASSEMBLY, Pilots "control complete MODERNE" 1 
(ER figure 135 for detail breakdown) 3 
-29 F5/8MM . SEAL (SAL) .. "νην: 
-30 .181 -52462 . BUSHING, Pilots brake forward bellcrank shaft ΙΗ 1 
-31 181-52434-5 . ARM ASSEMBLY, Pilots brake forward bellcrank outboard IH .. 1 
181-52434-6 . ARM ASSEMBLY, Pilots brake forward bellcrank outboard RH . . 1 
1ΡΤ . . PLUG, Control stop (NA) νυν, EIE Spe rd ee LE 
-32 AN4 -17A . BOLT . « « . ^ e ee «ο on on e c n ο ο .. oe eo 0 ee 2 
2w18-416 . WASHER, Flat. (NA) .... San cB ο Ρον. 
AN365 -428 + NUT Ὁ 2x x» yx 0979 kus w iis Be ed CR ο oy Ge εὐ uad xe 
-33 ΑΝΙΤΙ-13Α a> BOLT ως ὁ. αφ Ὁ Ὁ € 7 € x 7 deris tetas ὁ ως wy ee ee và 2 
2W18-416L . WASHER, Flat (NA) ... are ee ig camur ad Su qu SH: 
AN365 -428 . NT .. A " ç. χε Sex TE 
-34 181-52467 . CABLE ASSEMBLY, Rudder control "forward fuselage fo rward a 2 
-35 140-52301 LINK ASSEMBLY, Aileron control . . . + + + e © © © © * * * n 1 
ATTACHING PARTS 
-36 AN174~-15A +. BOLT . « « s « < e ὁ « s e ὁ a e e 0 e e <s o e < e cb LL 1 
-37 NAS464 -4A10 . BOLT, Shear close tolerance . .. . . + + + * eee 1 1 
2418-116 . WASHER, Flat (NA) . .. + + + + + + + + + ° ο.» . 4 
AN365 -428 ee NUT ο το ων p de ay ὢ ἡ ee s WU ὦ ος cer Ὁ eee er a 1 
AN364 -428 μα 72009799 a 9 cep 18s ah a W TE^ om. 9 RI es pote - . 1 
ú wo οσα - 
΄ -38 140-52304 . . ROD, Atileron control link swivel... Y PECES 
-39 140-52303 . . RETAINER, Aileron control link swivel bearing Qr AD -ᾱ- κῷ 1 
-40 140-52302 . . BEARING ASSEMBLY, Aileron control link swivel ..... + 1 
AN200KS4 . . . BEARING . .. « = © © © © © © © © ο ο © © 8 8 ay E ce 1 
-41 165-52008 . . ROD END, Surface control bearing . . « E τν e τν 1 
-42 ` AN207D4 - τ . BEARING . . . . 2 + - + e o «ο ὁ WE ete ο cee πω. 1 
-43 AN310-4 á «ΠΤ. .... « es qen ο Ὁ a-la ea ὦ. ἴφ. Ὁ OC ο ας τὸ ᾱ- ον 18. > 1 
-44 AN316-5R wet ay, καν ο ο ue ο ο Sar ZQ ar u E an dos "RH ME gots. Gere Ë 
-45 AN960-416L . .. WASHER ......- $t . uw dcm Wiles ας ες Y 
-h6 AN996 -18 3 RING .. EET ο "πε A ; ο Vos vu eu 
181-52479 E BRACKET ASSEMBLY, . Pilots rudder Sedai adjustment QE 1 
-47 AN219-2 Š E PULLEY . . < . s & ee se ο * w E $9 19 ee ET 1 
-48 181-52476 . CABLE ASSEMBLY, Pilots rudder pedal adjustment DE QE TS P ES 1 
-49 *  2418-10L . WASHER, Flat. (NA) . .. . + + + s s s s s + n s s n8 s n ns. 1 
-50 ΑΝ36Ρ-1032 we ΝΤ D. 4x 04 0x 0049. 0,908. "S 09/0. Tm Varo ος σα Sat e rel, ας τῷ, αι. νο) δι ass. (8 1 
-51 181-52178 . ROD ASSEMBLY, Pilots rudder pedal adjustment sector guard pin 1 
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H-181-52-39A 


FIGURE 132 - FUSELAGE STATION 85 AND APT SURFACE CONTROLS 


FIGURE & PART - UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
132 No Number FUSELAGE STATION 85 AND AFT SURFACE CONTROLS . . . . e s s e s Ref 

(see figure 131 for next assembly) 
-1 181-52305-5 BELLCRANK ASSEMBLY, Aileron control cockpit ... . . . . . +, + 1 
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usd rU Group Assembly Parts List 


z FUSELAGE (Cont) 

FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER > g 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
132-2 181-52305-3 BELLCRANK, Aileron control ae en "m . . . 

-3 DW5 BEARING, Bellerank mounting (FAF) . x E . ΗΠ 
181 -52356 BUSHING, Aileron control cockpit bellcrank š 


oe ee ο 


-4 NAS428H4 -14 . . BOLT, Adjusting crowned hexagon head š TE TRE. 
-5 1NT7-lA . . NUT, Check (NA) "cur š š str tee cs fe 
-6 2W18-416 ` ` WASHER, Flat (ΝΑ) νο νο ον ες ç ss t rog 
-T RL28SB8 z og) RING “CROSN?):. J <b ος su e ος «οφ wm S ὁ ote: Ne ES 
-8 RD206SH6.5L : INSERT (ROSN) .. AU der ο E^ eure. Meu oy LO 23 dee hd 
-9 AN175-14A 9 BOLT Sow ο ιδ αι (en my φ' ov we τῳ πο.” voe ον a «φόνος οφ νο 
j 2W18-516 ` WASHER, Flat (NA) ; ; . i. — ον ig Ὡς ος ο) Ti 
AN365 -524 @ NUT. ο ος. ο. ος ο N I ce scade. iar ὃς $0 AMI aote ee de 
-10 AN174-12A = BOLT «054 42467 6, Ue vs Wea ee i & Mer, wet ιτ τῷ $2 Vues g: cn. Vert 
2318-16 4 WASHER; “Plat: (NAJ wo e ky ded oto sus sb sr ie ος νι va aa. SM 
AN365 -428 «Ντ... "η Ἐς... νον al ος Nur. en ep: wa, W μας 
-l1 181 -52203 . TUBE ASSEMBLY, Horizontal stab. control fwd fus fwd push-pull 
-12 165-52016 . . CLEVIS, Surface control operating female EM ws say NI c 
-13 AN316-5R à . NUT "zv rM rrr RE ο το EC ES 
-14 r81-52203-3 . . TUBE, Horizontal stab. control fwd fus fwd push-pull . . . 
-15 AN220-2 ο ηλ -ᾱ 2e S < c. Ὁ ο --ῳ ὁ ο ο 0.5 09 Pb ο ο al. SSL SU Nw. -ᾱ < 
-16 AN174-25A a BOLT ev ο ο e rent eS οἱ c ce m Velim ο mw "αν ᾱ Ὁ eu. ce Bee G ¿Q 
i 2418-416 . WASHER, Plat (NA) s 2 46 Ὁ 5 φώς Ὁ. ὁ- 9 -ᾱ- oco Em mcm s 
Š AN365-128 e CNUT 0.4 ο ο Ta hs, ο ο κο Ot PR NS 
=k7 181-52446-1 . SECTOR ASSEMBLY, Rudder control fus sta 127.406 actuating LH. 
181-52446-2 . SECTOR ASSEMBLY, Rudder control fus sta 127.406 actuating RH. 
-18 AN200KS4 oo te. BEARING S Ul; ergot ce «ᾱ Ὁ s C 0 ο) Se m Ser er tte Ge ie 
. 4B22-4B > . . BUSHING, Insert (NA) . ............-«..«.. 
-19 AN2O1KP!A e . BEARING . . .:. ir isi wo vee e verc S dues 
487 -4~-1.485 . . SPACER, Flanged 'aual bearing “(nay . ο γῶν ete 
-20 181-52428, . CABLE ASSEMBLY, Rudder control fwd fuselage aft ο ας 
-21 181-52231 . CABLE ASSEMBLY, Horizontal stabilizer nose up fwd š 5 š 
-22 181 -52232 . CABLE ASSEMBLY, Horizontal stabilizer nose down fwd . DEC 
-23 AN3-10A . e BOLT. e o πο Ww 3S Λα. S DU ο I Hu se" SQ ee 2 Se τὰν ὁ $$ 
2W18-10 . WASHER, Flat (NA) Ἕν ce sso S9 eue mM HEU UIROS sS vos 
AN365 -1032 NUT . : 2 


ROD ASSEMBLY, Rudder control fwd fuselage push-pull 
. ROD, Rudder control fwd fuselage push-pull 


-24 181-52449 
-25 181 -52449-3 


` 


a s 9 s s 9 a c9 c9 bh 1» + 5ο 
`. + s ο 
* =< 9 ο s ο + 9 9 n n9 9 n] 


PEE PUD EE 2 B EPP PHBH D I I [D P ENE PE μι IB BO. I E EL IS TO. IB. ο e PE ο rm ΟΝΕ F) i B I O0 ο Αλ... 


S -26 AN316-5R ο NUP ο s ο Suwisa ese e Up Dar NP dw Qar ο ο a Ae 
-27 165-52016 . . CLEVIS, Surface control operating . .. .... . . ο 
-28 AN173-11A- v. BOLT i en a cig Sra us se ceo Sy ore τῳ) Ug swe v. ders . 5 V. 

2W18-10 . WASHER, Flat (NA) ......-..^-.2^.^.^-.^.2^.2^52^2 ; PC 
NAS43 -3-34 . SPACER, Screw and bolt, . . . + < S. d C ROME . ç. š 
AN365-1032 . NUT. . . < 
-29 187-52255-15 . BUNGEE ASSEMBLY, “Horizontal stabilizer control pobweight n 
balance (supersedes 187-52255 for future procurement 
-30 187 -52254 . . CYLINDER END ASSEMBLY, Horizontal stabilizer control ... 
bobweight balance bungee 
AN2OOKS3L . + + BEARING ... . . . 
᾽ ` -31. 187 -52252 . . ROD, Horizontal stab. ‘control "bobweight "balance "bunge [EM 
-32 2W1P18-19-94 . ο WASHER, “Plain. (NA) Co 4 ooo og ο BSG 
-33 187-52251 . . SPRING, Compression . ae aos 
-34 187 -52214 . . NUT, Horizontal stab. control "bobweight "balance `bungee on 
-35 187 -52260 . . »BUNGEE BARREL, Horizontal stab. control bobweight balance. 
-36 187 -52257 . . CAP, Horizontal stab. control bobweight balance bungee . 
-37 REB3N . . ROD END, Aircraft type (FAF) .... 2. + + + + s s + ne 
-38 AN173-6A ο BOLDT 4n SUS ic este bie As eet ο ου Ro e ο š , 
2W18-10 . WASHER, Flat (NA) € lw 7 c ὁ ὁ mp SQ ο LUNO im oe m 5 
AN365-1032 uw NUT cx ον w . . ο ο ο 
-39 181-52303 . ROD ASSEMBLY, Aileron control cockpit aft push-pull — 
-40 140-52308 . . FORK, Aileron control aft push-pull rod . . sys $1737 2 
-41 AN316 -6R . . NT. ew te de . . o 
-42 140 -52303-5 . . ROD, Aileron control cockpit aft push- “pull s NC ον. ον 
-43 AN174-13A e BOLT . . ο Nem fon Hé ανα. Roar Bete. “wr ον ὃς Ye 
2W18-416 1 WASHER, Flat (wa) κο MEC ο ον. rs +. ne 
AN365-428 4^ UNUT- s "wur p ο REP P y 
-44 181 -52427 . CABLE ASSEMBLY; Rudder control fwd fuselage intermediate . . 
-45 181-52348-5 . ARM ASSEMBLY, Aileron control cockpit idler . . . . - E ay 
-46 181-52348-3 . . ARM, Atleron control cockpit idler . . . . . + + +s + + ο x 
-47 DW5 . . BEARING, Bellcrank mounting  (FAF) μπα NE 
-48 AN2O6DS P4 è œ .BEARING . s . ο < w « ο e » ὁ » ὁ ὁ ὁ 9 ὁ ὁ 4 ο ο ο ο o. s 
-49 NAS335A17 . BOLT, 100° close tolerance high strength . « . s s s + + èo 
2W18-516L . WASHER, Flat (NA) .. 4... 6969 9 κ a w ss ὁ aon 
AN365 -524 ς -NUT ὁ ο... ο ο wel S IMEEM I E 
-50 181-52304 . ROD ASSEMBLY, Aileron control cockpit fwd push-pull . . . - . 
-51 REYF5 . . ROD END, Self aligning bearing (FAR). 4.2 woe Roe om S 
-52 AN316-5R oof UA" iets. cancers 
-53 181-52304-5 . . ROD, Aileron control cockpit fwd push-pull . RU eire ain tae. ο 
- -54 NAS464-4A12 . BOLT, Shear close tolerance . . . . + + MES S Gruss ibis 
-55 NAS464 -4A14 . BOLT, Shear close tolerance . . . . . + + +s so αν Ὁ, νι ca 
218-416 . WASHER, Flat (NA) .........-...«α..-....α.'. 
AN364-428 . NT .. IRURE IE . . P EP NE MS 
-56 M3357M1 . COUPLING ASSEMBLY, “Plexible shaft wing flap actuator (ΑΛ) . . 
(Interchangsabie with 7579X-0A (WD) 
-57 AN3-7A . BOLT... + φ ο 109, oo o ο ο... 
-58 2W18-10 . WASHER, Plat. (NA)' vw wo cue Su roe V ο ο veo D ο ο ᾱ- W. 9 
-59 AN365 -1032 S NUT 212029 mo BS ο ο ο tae S er ο des eyes a a Ὁ 
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š E H-181-52-41A 
FIGURE 133 - COMPLETE PILOTS BRAKE PEDAL ADJUSTMENT CENTER TUBE ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 ó 7 NOMENCLATURE PER ASSY. CODE 
133 181-52403 TUBE ASSEMBLY, Pilots brake pedal adjustment center complete . . Ref 
ς (see figure 131 for next assembly) 
L| -1 181-52406 . TUBE ASSEMBLY, Pilots brake pedal adjustment LH torque . .. 1 
-2 1811-52458 ; + + COLLAR, Pilots brake pedal adjust torque tube connecting . 1 
-3 181-52457 + >, SPRING, Rudder pedal adjustment torque tube disconnect . . 1 
-4 181-52408 . SUPPORT ASSY, Pilots brake pedal adjust torque tube center 1 
-5 4B20B12-006 . + BUSHING, Press fit flanged (ΝΑ). . . . . .. . . . .. 2 
-6 4B19B12-006 . . BUSHING, Press fit plain (NA). . . . . . .. ....... 2 
-7 181-52410 . RACHET ASSEMBLY, Pilots brake pedal adjustment. Wo ese os 1 
-8 AN174-13A ο ο ο πμ μα πμ αμ μμ κ αμα. 
-9 ΑΝ365 -428 μα ο qim reti Lc eh ce RE $c ves een à Ὃν ον es . '2 
-10. AN960D416 ;o^e WASHER Lo 02 l ών eme. W. Sl cec Q s E UR Se UD ace A 2 
-11 AN23-14 s BOLT o4 4 0644. cota’ Sum ls. des erc m; Se De " "E 5 € ¿ë ^v 1 
-12 AN310-3 z^ CNOT 55 So 25 cs. env S ων ra ue ος Sas m Ὁ 4 roe Sr ier ο ου 1 
-13 ΑΝΘ6ΟΡΙΟ μι ο ο ο e Roe ο aya iode er im o Dun 7 
-14 181-52477 SECTOR, Pilots rudder pedal adjustment . . κ once ἕν ες 1 
-15 AN4-14A DOD Tea. a ο ο aioe was ο eae de σα. 1 
E feu en τῷ ος x i" s 1 
A 5 
1 
1 
1 
1 
1 
4 


-16 AN173-11A BOLT Zu 2o ataok Sx š : 
-1T AN365-1032 NUT. X. tor neh eo" ta) ES es Mah orm S hates oe ο ο Go dec νύ αν . 
-18 181-52407 TUBE ASSEMBLY, Pilots brake pedal adjustment RH torque . . 
-19 181-52457 . . SPRING, Rudder pedal adjustment torque tube disconnect . 
-20 181-52458 . . COLLAR, Rudder pedal adjustment torque tube disconnect . 
-21 181-52416 . LEVER, Pilots brake pedal adjustment rachet release . . š 
-22 181-52421 . PLATE, Rudder pedal adjustment pawl guide . . . . . . . . 
-23 AN509-10R12 2.5 SCREW) 2445 371-26 413052 ον c9 E a ene ο ue ov ul mete wis 
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FIGURE 134 - DELETED 
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Group Assembly Parts List AN: 01-60JKB-4 


FUSELAGE (Cont) 


H-181-52-40 


. FIGURE 135 - PILOTS CONTROL COMPLETE STICK ASSEMBLY 


FIGURE & PART i i UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE : PER ASSY. CODE 
135 181-52101 STICK ASSEMBLY, Pilots control complete ...... - + ὁ < < x Ref 
: ‘(see figure 131 for next assembly) 
181-52101-3 . SUB ASSEMBLY, Pilots control complete . . o dan 1 
-1 .181-52104-5 . . HORN ASSEMBLY, Pilots control stick RH stabilizer οἱ τν ms 1 
181-52104-3 - + . HORN, Pilots control stick RH stabilizer . . . . . . . 1 
-2 AN200KP4 ο ο BEARING poy Ree igre re NE Pbi 
-3 AN200KS4 a> "s BEARING ο ο sa cor oh wae ΡΕ... 1 
-4 1P7 + + + PLUG, Control stop (ΝΑ) . . . . . . . τν . . ç οι A 
-5 181-52105 . . TUBE, Pilots control stick torque dr. VEN Pe. Ad 1 
-6 181-52102-5 - . HORN ASSEMBLY, Pilots control stick LH stabilizer Sealed 1 
181-52102-3 >. <+ «ὦ HORN, Pilots control stick LH stabilizer . . . . . . . 1 
-7 AN2O1KPHA ao ONS BEARING Ce ον a QU ας ο ως Ste .ᾱ be te? ο, ie 1 
-8 AN200KS4 . BEARING ... ilc ος ὃς Jm “Ἂν Sew Se, Fa ὃν š κος. ος... -ᾱς 1 
-9 152-52104-5 . . BASE, Pilots control stick ανν ος δε ων ENDE a eee SS 1 
-10 181-52103 . STICK ASSEMBLY, Pilots control upper ........ oe ew s 1 
-11 AN201KP10A τ . BEARING . . . . . . . . a Wa QW et ws raid; ο Du) -ᾱν τα DEL Tall iE SW 2 
-12 NAS50-137 - . RING, Internal retainer Xue ses dp cA το ο te, ἃ 1 
-13 212H-K2 . GRIP ASSEMBLY (MSE) .... νο κκ εν . . l.l lll. 1 
-14 AN931B7-11 .. GROMMET .. ο er Sew, ο ae LES ene ere ο ee ea 1 
-15 140-52102 . PIN, Pilots control stick pivot . . . . al ten Se a i DA δεῖ, τα 1 
b -16 2W2SP21-28-62 é WASHER, Thrust (NA)... . . . . . . ogden e aa s: 
-17 AN320-5 ο e ο etd aal i a πο a . ἑ-ω ` 1 
-18 48132 . PLUG, Button (UC) . . . . . . . . . μπα.» 1 
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FIGURE & 
INDEX NUMBER 


-21 
-22 


-28 


-60 
-61 


-66 


187-52202 
187-52202-5 
1R12-8-049-524 


. 1R12L8-049-524 


159-52249 
165-52016-3 
AN316-5 . 
AN316-5L 
AN174-13A 
AN17H-11A 
AN960DH16L 
AN365-428 
187-52240 


AN174-11A 
ΑΝΟΘΟΡΗ161, 
AN365-428 
187-52211-7 
AN2O1KP6AS 
487-9-1.187 
NASY64-4-11A 
AN960D416L 
AN364-428 
187 -52403 -3 
AN175-46 
AN960D516L 
AN310-5 
187-52404 


.187 -52504-5 


1R12P12-049-524 


REÀF5 
165-52016 
AN316-5R 
AN174-11 
AN960D416 
AN310-4 
AN174-15 
ANQ60D416L 
AN310-5 

187 -52444 -3 
41B22-5A 
AN2O1KP5A 
AN174-10A° 
AN960D4161L 
AN365-428 
187-58706-5 


187-58750-3 
187-58750-7 
ΑΝ320-8 
AN960D816L 
JYLC3909 
AN174-7 
AN960D416L 
AN310-4 

M2B 

AN3-13A 
AN960D10L 
AN365 -1032 
M4B 

AN4-15A8 
AN9Q60D416L : 
AN365-428 
AN6271-4-24-1/2 


AN6271-4 -28-1/2 


AN832-4 
ΑΝΟΡΗ -4 
181-52032 


181-52233 
181-52234 
181-52429 
181-52430 
187-52218 
AN3-4A 
AN960D10L 
AN365-1032 
NAS427K12 
NAS427K13 
NASH27K16 ' 
NASH27K20 
NASH27T14 


* ° ° e o o 9 9 e 9 o 0 q 9 à o e o 9 5 9 * 0 9 o sn o 9 ὁ o e 5 


SECURITY INFORMATION -- RESTRICTED 
AN 01-60JKB-4 


FUSELAGE (Cont) 


NOMENCLATURE 
NUT. . . . . 


ROD ASSEMBLY, | 
ROD ASSEMBLY, 


. ROD END, Riveting threaded (NA) . . . . . . . 
. . ROD END, Riveting threaded (NA)... 
Elevator control stick to bellcrànk 


. ROD END, 
. CLEVIS, 
NUT... 
NUT . 
BOLT . 
BOLT ... 


Surface control operating female . . . 


` . . . - . 
. . . . . è o . . 
. . . . T E . 
. . . . . . 


WASHER 
NUT. . a " 
BUNGEE ASSEMBLY, Horizontal stabilizer “unit 
feel (see'figure 128 for detail. breakdown) 
BOUE 4.1 fo) jen Vor ue a3 6 Jel les Ven tac S. gor wey S: Sans Ue, κὲ 
WASHER κκ ο He hes Nah ded cars gt ος, ae ας. E 1e 
πο απ as SO e Yar SP BS S ------ 
BELLCRANK ASSEMBLY, Horizontal stab control 
BEARING . 2$ 210960909 ovum ¿sue a w y Ie V es Q 
. SPACER, Flanged dual bearing (NA). 
BOLT, Shear close tolerance . . . . . 
WASHER . . . . . . . + ae 
NUT.. . . š 
SECTOR, Rudder. control surface "operating 
BOLT ο ον ege cU ME SS αὶ ος aay os ds 
WASHER νο Ὁ ος ο eae 906.999 ο. 
NUT. ¿ C 26h) en ο ο ο ο ο ορ on t ee ace 
ROD ASSEMBLY,  Rudder control surface operating. . 
ROD ASSEMBLY,  Rudder control surface operating 
T ROD END, Riveting threaded INS is 
ROD END (FAF)... E 
CLEVIS, Surface control operating female 


. . e o 


` * 9 9 ot on 
. ο ὁ ο ο 


$09 9 s 9 9 ὁ » ὁ o 9 9 ο 


κ... © n w 


* = * ὁ 5 o s . 


. 
. 
. 
. 


` +... 


. 
. 
` 
. 
. 
. 
. 
. 
. 
. 


* * * + + n n 


. . 
. . 
. . 
. . 
. . 
. . 


oe ee ee 


SUPPORT ASSEMBLY, Rudder c 
. BUSHING, Insert (NA) 

. BEARING. . . ` . 
BOLT S ah Sec ο, See o ee 
WASHER . . . . . . + 


n 


. . . 


e ° e Che s ο e e ο n ο 


. . 
. . . 
. . . 
. . . 
rol surfa era 
. . . 


ee ee Os s s o ο n ng. 


oe . 


° ° ° ° t o e o e 9 e oc: 9 c9 o o 0 o o o ὁ ὁ o e ὁ o * o 9 oo 


°. ` © © + Cho ο » » : » 


ing s 
ACTUATOR ASSEMBLY; Hydraulic stabilizer flight contr 
(see figure 138 for detail breakdown) 

. BOLT, Hydraulic power control cylinder rod end. 

BOLT, Hydraulic power control cylinder rod end, 
e "NUT. ο ο ο ο ο Te, US) e. m BES 
» WASHER . 4... +< +s © © © ο ο n 
- ‘ACTUATOR, Stabilizer trim (BCC) 
e BELT y o 343 ae -ᾱ 
v WASHER. ο s 9 a 9 ο € ο a 
. NUT... 
. PULLEY, Bronze “bushing” type ( AOM 
. BOLT . . e + 2 + ewe : 
. WASHER . . αν 2 «ια 
. NUT... A : . 
PULLEY, E 
BOLT 4 Ue XX 0141 o -ᾱ ce ο να 
WASHER . . v « « 4... ls. < < 
z. NUT. uu 07676, 2 Gw. δὲ ο ew ὁ ig . «ο ΓΤ 
. HOSE ASSEMBLY, Hydraulic pneumatic detachable end 
type swivel fittings for AN-H24 hose 
HOSE ASSEMBLY, Hydraulic pneumatic detachable 
type swivel fittings for AN-H24 hose 
UNION. 4 S 4 Wie c4 0€ τω 7 e o a Gs: e ας rs arc 


. . . 


Bronze "bushing type ( AOM 


VS Q e s ipsas 
ea alate ee Gi bass 


‘aft fuselage . . . . . . 
assembly 


& NUT. ou. lw wx wm ROC. S e 
SURFACE CONTROL INSTALLATION, 
(see figure 96 for next 


. CABLE ASSEMBLY, Horizontal stab control aft fus 

. CABLE ASSEMBLY, Horizontal stab control aft fus 

. CABLE ASSEMBLY, Rudder control aft fuselage LH. . . 
CABLE ASSEMBLY, Rudder control aft fuselage RH. . . 


GUARD ASSEMBLY, Horizontal stab control aft 
BOLT ο s. w. [We Chl eve ο ο νο ο. Fay Ὃν 
WASHER. . . . . + "a . 

ΝΟ. ως νι ie ce 
Pulley guard 


PIN, x «ox < "^ — è 
PIN, Pulley guard . . a? o ΡΕ CIO A MES 
PIN, Pulley guard . & 4 . s . + + + + . ο e sto e 
PIN, Pulley guard . . . « x< ° ° * ° ° "uS . 
PIN, Pulley guard... oe ew we e) Ve et mais Ὁ 
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fitting 
fitting 


nose-up . 
nose-down 


Sector lower. 
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Section. IL _ 


PER ASSY. 


Horizontal stabilizer control valve operating 
Horizontal stab control valve operating. 


` * 9 ee 
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Group Assembly Parts List 


USEABLE ON 
CODE 


257 


Section. 1 _ . SECURITY INFORMATION — RESTRICTED 
Group Assembly Parts List ΑΝ 01-60JKB-l 


FUSELAGE (Cont) 


1 : 52 H-181-58-4A I 


FIGURE 138 - HYDRAULIC STABILIZER FLIGHT CONTROL ACTUATOR ASSEMBLY 


FIGURE & “PART UNITS USEABLE ON 

INDEX NUMBER NUMBER 1 2 3 4 5 ó 7 ^ NOMENCLATURE ` PER ASSY. CODE 

138 187-58706-5 ACTUATOR ASSEMBLY, Hydraulic stabilizer flight control . . . . . Ref 
(see figure 137 for next assembly) : 

-1 187-58788 . NUT, Hydraulic flight control cylinder check. . . . . . . . . 1 
2 -2 187-58764-5 ROD END ASSEMBLY, Hydraulic stabilizer flight control cyl. . 1 
HSBG10SA i $-2$ BEARING, Roller (HUP). . . . s + . e s < l < < < < νο να 1 
-3 2W15-12 * WASHER, “Lock: (NA) c eos x 54:9 ὁ 2903.9 wo y ar a. 1 S CD Be 32 1 
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SECURITY INFORMATION = RESTRICTED Section. 1 _ 


ΑΝ 01-60JKB-l Group Assembly Parts List 
FUSELAGE (Cont) Í 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER š NUMBER 1 2 3 4 5 é 7 NOMENCLATURE PER ASSY. CODE 
138-4 187-58766 . NUT, Hydraulic stabilizer flight control cylinder barrel. .. 2 
-5 187-58759-5 . BARREL, Hydraulic stabilizer flight control cylinder. . . . . . 1 
-6  187-58768 . RING, Hydraulic stabilizer flight control cylinder barrel. 4 
-7 187-58759-3 . BARREL, Hydraulic stabilizer ΕΝ control eyes PX 1 
-8 2W12-19 . WASHER, Felt (NA)... νον ΗΕ ees Ws, S 2 
-9 5R12-19 . RING, Hydraulic spiral back- -up ` (NA) ην p Sul fen 2 ο 8 
-10 AN6227-19 š e- PACKING. a U ο ες ο, κ e- axa € Secum glow δν αν, Ὁ, he ο S ο ὃν ον 7 
-11 AN363C524 EE UE LE E 1 
-12 187-58786 . WASHER, Hydraulic stabilizer flight control cylinder. . . . 1.7 
-13 187-58761 . PISTON, Hydraulic stabilizer flight control cylinder. 3 1 
-14 187-58760 . ROD, Hydraulic stabilizer flight control ee 1 ` 
-15 176-58745 ` RING, Hydraulic spiral back-up. ..... 4 B 
-16 AN6227-32 P PACKING. ig ins "pr 2 
-17 181-58728 . RING, Ryáraulic spiral `bact- -up. s τα ο vem te RITE, Ae ὃν ον ds 4 l 
-18 AN6230-10 ` + PACKING. . . . a 2 
-19 187-58767 . NUT, Hydraulic "stabilizer fiight ' control "eylinóder end 1 
I -20 187-58763 i ` CYLINDER END ASSEMBLY, Hydraulic flight control . . . . .-. 1 l 
` " HSBG10SA . . BEARING, Roller (HLF). š ΠΚΕ 1 
-21 187-58769 . RING, Hydraulic stabilizer flight control cylinder end. . . 2 
-22 187-58773 . SEAT SCREW, μασ stabilizer paren control cylinder. . 3 
-23 1565 . PLUG, Hydraulic (NA) . . . δὶ Mey ay ce VELAT Qk; s 12 
-24 AN6227-2 . PACKING. . . . .12 
-25 187-58758-3 . BODY, Hydraulic stabilizer’ flight control cylinder "valve. rS 1 
. -26 187-58765 . CONNECTOR, Hydraulic stabilizer flight control σε αν 2 
-27 5R12-6 ` RING, Hydraulic spiral back-up (NA) KC 4s η NN 8 a 
-28 AN6227-6 . PACKING. . ¿ç . . . + «ο» w s anter E rese" LE ο ος 4 
-29 AN502 -416-8 - Cw. SCREW. . 209 9 ΝΡ aa m m νο X ΡΥ ΡΥ 8 
-30 ANQ60D416L B WASHER V 00 occ. a esa 9l eo tek SW OK BU. MP Se ο glee Oe Sa eet -ᾱ 10 
-31 187-58797. . COVER, Hydraulic stabilizer flight control actuator ..... 2 
-32 AN6227-21 a oPAOKING. 300 wo woe ο wi L ον το ὦ ue ον τῷ, VS AS "Ne 2 
-33 AN363 -428 . NUT... ER ERR MENO ο ΕΕ ο ος 2 
-34 2W1C18-24-63 l WASHER, Plain (NA). š D τῷ 2 
-35 187-58789 . ARM, Hydraulic stabilizer flight "control ‘actuator | . . 3 2 
-36 187-58796 . CAGE ASSEMBLY, Hydraulic stabilizer flight control actuator '. 2 
AN2O1KP8A wa. SBEARENG. s 460x519 er ο 0*9 99 19v eS) a ss sk Se wA He 11.5 1 
-3T AN6227-11 » PACKING. . . % 5 RE 2 
-38 187-58799 . SHAFT, Hydraulic “stabilizer flight dontrol actuator Oe Tien z 2 
-39 187-587100 . PIN, Hydraulic stabilizer flight control actuator . . . . . . 1 
-40 AN365-1032 ο NU. ο. ο; teh ee Ba Ὁ LR a ο ο ο ο s: ο ο ο “ὦ em a Gere, SN 2 
-41 AN3-11A wv BOLT... 62 ο ον ὃς -ῳ- τὸ, ος δν ος. οἱ Ὁ in a ᾱ. Se x Dui ὁ” Nee -ϕ tec e 5 š 2 
-42 187-587113-1 . CLAMP, Hydraulic flight control stabilizer actuator hose LH , 2 
-43 187-587113-2 . CLAMP, Hydraulic flight control stabilizer actuator hose RH. 2 
-44 AN6289-4 . NUT, Flared tube universal fitting. . . sa . . + + + + eee 4 
-45 AN837 -4 zo BLBOW: νο x ων o 9 oe κ WU ee να Ἡ h Q p ο c U as κ. OOo 4 
-46 AN6291-4 oY RING ο eee tet ο Ὁ ὁ al e. ο l ο ο a Sa eee 4 
-47 AN6290-4 . GASKET... S Mle, ο.” 4 
-48 187-58790 . REDUCER, Hydraulic "ritgnt control stabilizer’ actuator... . 2 l 
-49 172-58732-3 . CAGE, Hydraulic check valve . . . ο š uis). ος 2 
-50 AN6290-12 . GASKET . . . . > 2 
-51 190-58737-7 . SLEEVE ASSEMBLY, "Hydraulic "flight control valve (notehed) . H 
(supersedes 165-587194-19 -which may be used until stock. 
, is exhausted) , 
-52 190-58737-105 . . SPOOL, Hydraulic flight control valve. . . . . s . . oœ 
-53 190-58737-75 $ SLEEVE, Hydraulic flight control valve . c E rns 
-54 163-587111 s FILTER, Hydraulic flight control valve (notenea) : . 
-55 5R12-14 . RING, Hydraulic Spiral back-up (NA)... ç SSE Vt καὶ Se l 
-56 AN6227-11 . PACKING. . . . mE URS 
-57 187-587101 f . ADAPTER ASSEMBLY, Hydraulic stabilizer flight control actuator 
-58 AN814-4D x ο © PLUG ox qe ο a es oe 5. Sa δ. Eg w val E ie c - oe d 
-59 AN6290-4 s a. “GASKET 2 o 5 2  ὁ k 9 4 9 woe m0, o9 OUR r 4» “ὦ «ὦ 
-60 AN6227 -15 . PACKING. . . . « ο «© ο © © © © © © » Va. w 3 ὁ J 0 ὁ ο ο 5. ὑφ cs 
-61 AN6290-10 » GASKET . . . «© ^ ^ ὁ © © ὁ «ο e ο 5 S . e o 
-62 165-58733 . POPPET, Hydraulic valve integral check valve. . . . σπα 
-63. 165-58775 . SPRING, Compression . . . . . . + +s s s s + ee + ee * ° + on 
-64 187-587115 . HOUSING, Hyd flight control stab actuator bias spring... . 
-65 AN6227-9 . PACKING; 124 ie -ὦ ce ο: om (9 τς ae Sp ce See e. ow m. ES sels 
-66 187-587120 . SPRING, Compression . D ὡς 
-67 187-587118 . PLUNGER, Hyd flight Control stab actuator bias spring z nA 
-68 187-587114 . ADAPTER, Hyd flight control stabilizer actuator bias spring ç 
-69 AN6227-15 . PACKING. ... 


-70 187-587117 ` RETAINER, Hydraulic flight control stab actuator bias spring. 


-71 187-587119 SPRING, Compression . a . . . + + + +s s es e s s ο < ο ° 
-τ2 AN6290-12 GASKET ο ep ο Q Sar W. w Y ο δν £ T. eve. p a «Ὁ Se iens . 
-73 187-587116 CAP, Hydraulic flight control stabilizer act bias spring. . 
-78 AN17HH5A BOLT . . 2 6 ο wz οὐ Oe οφ Te eee ὃς Hoo. ὃν -ᾱ- ΟΦ ὦ s. * 
-75 AN174H6A BOLT . 105 2e. a 9 4 €, s sah SDS W ο. 


COVER, Hydraulic flight control stabilizer actuator . f 
STOP, Hydraulic flight control stabilizer actuator. 
BOLT, Adjusting crowned hexagonal head. . . . . . + 


-76 187-587107 
-TT 187-587106 
-78 NAS428H4 -11 


Or + 9] 7 9$ 5 
` s. ee t1 we o 


. 
Ce 9 5 9 9 £2 9 5 1 


FO = = IO O Ó TO = B N) N) = — = = {1 > = => = 15 tO ΤῸ TO TO. > = xO Co = — 


-79 AN316-5R NUT. deo ea hes ο wo. doc ο 3. ο TR de 9) OST ου 
-80 NAS428H5-13 . BOLT, Adjusting crowned hexagonal head. . . . . . + + * =a 
3 -81 NAS144DH12 . BOLT, Internal wrenching steel. . . ç i s 
: -B2 187-587105 . LEVER, Hydraulic flight control stabilizer actuator . . "EA 
-83 187 -587104 . LEVER ASSEMBLY, Hydraulic flight control stabilizer actuator. 
AN200KS4 . « BEARING: . . < < + + 4 < 95 5 x 09 ο ο ὁ ὁ ο 9o m ος Ὁ 
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Section 11 _ SECURITY INFORMATION = RESTRICTED 
Group Assembly Parts List AN Ol1-60JKB-h - 
FUSELAGE (Cont) 


H-181-52-5 | 


FIGURE 139 - RUDDER CONTROL COMPLETE LH AND RH PEDAL ASSEMBLY 
260 RESTRICTED 


SECURITY INFORMATION — RESTRICTED Section ΙΙ 
AN OT=OOJ KRS _ Group Assembly Parts List 


FIGURE 142 - DELETED 
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Section 1 . SECURITY INFORMATION — RESTRICTED 


Group Assembly Parts List AN 01-60JKB-! 
FUSELAGE (Cont) 


H-181-53-8A 


FIGURE 143 - COMPLETE FURNISHINGS INSTALLATION 
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SECURITY INFORMATION -- RESTRICTED ^ Section- 1 ` 


AN O1-60JKB-l Group Assembly Parts List 
FUSELAGE (Cont) 


FIGURE & i PART ‘ -UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


3 FURNISHING INSTALLATION, Complete. . . . s s + + + + + + ὁ ee 
-1 1811 -53009 . SEAT ASSEMBLY, Pilots complete. . . ας ο -- 1 
Ξ (see figure 144 for detail breakdown) 

-2 181-53176-3 . FLOOR, Fuselage station 61.906 to station 78 pilots fwd LH. . 1 

181-53176-4 . FLOOR, Fuselage station 61.906 to station 78 pilots fwd RH. . 1 
-3 AN507-1032R10 « SCREW. x « - * . 16 
-4 181 -53178 . FLOOR ASSEMBLY, Fuselage station “78 to station 92.95 pilots A 1 

AN931-4-7 a s s. GROMMET. o wow g€ oo oom Lue ο, S ος ossium ce won ie e os Re 1 
-5 oc AN507 -1032R8 . SCREW. . . . eee ve ο Nn Sy Ὃν ΗΝ AMA deri ur AS 
-6 181-53126 . BOOT ASSEMBLY, Control-stteke sa ο can ο Ge) OR w U οι c*- U -ᾱν τς R 1 
-7 181-53177 MIRROR ASSEMBLY, Pilots rear view . . . , . ew Ὧ ç 1 

ATTACHING PARTS 
-8 AN3-33 σος, EET e q ο GL ο. GP e 1 
-9 NAS43DD3-184 . SPACER, Screw and bolt. . . . . . 4. , , s + + + x 1 
-10 AN350B1032 ο μμ μμ μα ον, a dead Red ro el tet Ge se 1 
ΡΕ, μα K 
-11 NAF1201-8 ¿BELUR Safety (GEP)s ου ie RA es H 
-12 AN24-15 | bs BOLT, 2-7] esas, ta) Bo ο ο Ba ceram s να... 2 
-13 AN960D4116 e WASHER: ç: 4-9 2e c9 ^S ge cx I c» m o δι PLC δι m. αὖ U " 2 
-14 AN310-5 . sc i a ο o oer css toe ο ο ο ο se" ipeo Pao SS. del ae. EL ᾱἳ s 2 
-15 NAF1201-9 . HARNESS, Shoulder (GFP) . . . . , + + + + + + + eee E 1 
-16 AN24-10 : Vo BOUT E -. Ὁ ἃ < e a a a Q ο. δν τν τὰ τ ὦ mv s e Ge. ce 2 
-17 AN960D416L s ptWASHER S ο u to Z wo μον ce WET lee yee 2 τῷ * 4 
-18 AN310-4 . NUT. A li, SE SS ee ο ANN ο ο Q0 d w DSL ο 2 
-19 181-53225 r CATAPULT ASSEMBLY, Pilots ejection seat . . . . . ., . 1 
(make from NAF602200-1 catapult) : 

-20 181-53262 . . LEVER, Pilots ejection- seat carapuit release A. tam, eeni ES 1 
-21 AN393-31 v ο š : NUS Ue w š ος τον κ 1 
-22 AN960D10 . WASHER . . . . . . m T ? S "E l 
-23 AN23-9 . BOLT 2$ $3263; . . Ὁ è 3 ον Δ 1 
-24 AN960D10L . WASHER . . . . . . Ρ * $ š x du πὸ 2 
-25 AN310-3 ες. SNUDS ao Se € 9. ο” š > PE ES ο DE όν 1 
-26 AN3-6 s BOLT <<. 2.403 ὁ MET 2 š Ἂν TOP 1 
-27 4B2183-006 . BUSHING, Spacer (NA). κ πο ο πο Te θέον So A 1 
-28 181-532102 . SPRING, Torsion catapult "firing lever... lett tes 1 
-29 ΑΝΟΘΟΡΙΟΙ, ` e WASHER μετὸν dox oe ο ο ο qh VR eA eee Vas ας = AL 
-30 AN365-1032 . NUT. X) em. df (ἐμοὶ on ο νο σης ie τς 1 

181-53283 . .LINK ASSEMBLY, Pilots ejection seat canopy firing . . . . .. 1 
-31 181-53283-5 . . LINK, Pilot ejection seat canopy firing. . . . . + + + sœ EL 
-32 AN665 -21R se o4 TERMINAL; 4.2250: ο Ὁ GURU e 9) ον... 6 09; ο. 9. V. W^ (m m οἱ lv. ο TI 2 
-33 AN315-3 s se NUD x 34:09 ο τόν ᾱ- cep ο. ie Ὁ, Ὁ decer m ei Sel ο ο ο 2 
-34 181-53293 . . ROD, Pilots ejection seat canopy firing. . . . + + + + . o 1 
-35 AN23-10 S BOLT μα ο ES ο ο a μμ ος T 2 
-36 AN960D10L a WASHER . . «. «»«...».:««««...ι. 2 
-37 AN320-3 . NUT. Sce Sl we μφ 2 

No Number . * CARTRIDGE, "personnel catapult MK- 1 “Model o (GFP). "Lc 1 


` 
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Section. 11 SECURITY INFORMATION - RESTRICTED 


Group Assembly Parts List - AN 01-60JKB-h š 
FUSELAGE (Cont) ; 


H-181-53-11A 


FIGURE 144 - COMPLETE PILOTS SEAT ASSEMBLY 
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Section. i1 _ 
Group Assembly Parts List 


SECURITY INFORMATION -- RESTRICTED 
AN 01-60JKB-4 


FUSELAGE (Cont) 


FIGURE & P. UNITS USEABLE ON 


CODE 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. 
144 181 -53009 SEAT ASSEMBLY, Pilots complete . . . . . . . . . . "vow ον ἆ- Ὁ ROI 
(see figure 143 for next assembly) 
No Number - PILOTS EJECTION SEAT CATAPULT FIRING MECHANISM . . + = oov < e: Ref 
(see figure 145 for detail breakdown) : 
-1 181-53006 ^  BUSKET ASSEMBLY, Pilots ejection seat . . . . ο pc es 1 Ë 
181-53039 + + BUSKET ASSEMBLY, Pilots ejection seat. € ἆ . PE . 1 
-2 AN526-1032R8 $475. SCREW ue. ΟΥ ον μα AUN S ten anl op Be ἮΝ wed? ver fa 4 
AN960D10 - + WASHER. ...... s ë GG W ος» Fog LEP Saw g: ο eg 4 
AN365-1032 $- eene μισο tein Jel ο ice a ester; Bn Cae μμ. Ντ, ΠΠ 4 
-3 150-20 - + COUPLING (CDC) .... .... Lee. ev LLL 1 
-4 181-53216 + . SUPPORT, Pilots ejection seat lap belt attaching ..... 2 
ATTACHING PARTS 
AN24-17 : € Vee BOLTS ο ο ο at ce Saath ο ο ee eoe Wee ves ed. d 
AN960D1416L ο WASHER: o> ος ος y. ce YS ve Pee eletti lue Syd abies ὃ oe ο b 4 
AN310-4 sx es NUT ie cae ο ie ο ο GEE UE Both So OAS μμ... rae) 4 
2 as yaa aka 
-5 AN3-7A ο ο ge et lor ore ο ο ve ο SA e πα n s 18 
-6 AN960D10L τ. ος WASHER: S sonay n Asra b 108 SX μι eed. ο νην. 
-1 AN365-1032 Q^ x NUP ote τει ied siete ο ο UIROS UE 5. taste D b^ le 
-8 AN3-6A s ow οι ο ο ILS eU D M EE D CENE 
-9 AN960D10 «ce WASHERS Q< ¿U ο gov gy EI TR T e e rl LUE Y MM 6 
-10 181-5310h-1 - + SUPPORT, Pilots ejection seat lower LH . . . . . . . . . . 1 E 
181-53104-2 - . SUPPORT, Pilots ejection seat lower RH . . . . . . . . . . 1 ` 
-11 181 - 53040 . SUPPORT, Pilots ejection seat bucket upper. . . . . . . . . . 1 
-12 AN3-17A ο Al alee κο Boo Po Re iv p ec io ac d ee Qr GD 
AN365-1032 PEANUT e US a ise ο ety ers ο SUS ο ver NM Bind re, ο desc oD 
-13 181-53043 . ROLLER, Pilots ejection seat carriage guide . . . . . . . . . 8 
-14 181-53044-5 . BUSHING, Pilots ejection seat carriage guide. . . . . . . . . 4 
-15 2WlALP28-21-16 - WASHER, .Plain pun). ere ο δρ ar tel Foo cel qo. Sa Tad dal ids 7. Terme 8 
-16 2W1lALP28-21-32 . WASHER, Plain (NA). . . . . . TT." 
-17 AN960D516L WASHER 1:325 dust wce^ 4073s op se) ce ws ce Yu ο. RR oe el e else. te woe ae 16 
-18 AN25-32 BOLT 1019 eo Ὁ ὅν -ω ç Gr uos ο 8 ο E UT WA e X e Ql. ᾱ 2 
-19 AN25-29 e BOLT ¿ ὃς ος ον ος ο ια oes D TP 
-20 AN361 -524 s UNUT.. 6 ο ο ο... φὶ Wu We ο ο. -- 4 
-21 4B21S5-102 . BUSHING, Spacer (NA). ..... rM a le RET 
-22 AN25-38 z e BOLT ce a ai m a clo re n e a a a Mere a lar a a a a ee A 
-23 1400 . ACTUATOR, Pilots seat (Embe Gear Works) . . . . . . . . . . , 1 
ATTACHING PARTS 
-24 AN5-11A . BOLT ο ο d Rose ian ο ο o 6. e ο M δι q ce ah ee TL owe 2 
-25 AN960D516L $7 WASHER 5. αμ enc om ο ο Na na νων YS a een 8 
-26 AN365-524 NUT ο ο ο Eare Ὁ ο SE nov aan e a Sal ee fod ca xe ig vig 4 
-27 AN5-13A ο Shoe ο ana er eee ewe AD q SS ΙΗ 2 
¿Sy ss E 
-28 ` 4B21B3-114 . BUSHING, Spacer (ΝΑ)... ... 7... o a a a. a e. ων ων, 4 
-29 AN364 -1032 su NUTSTS ο a Del d$ ies, ew es Most ie zT 5 | 
-30 AN3-17A & BOLT e x wad ο 1 a Ge ie TR le EC SEE oe ο ασ Sled Siar wel? EMEN 4 
-31: ΑΝΟΘΟΡΙΟΙ, ^; MASHER Q SS S Ὁ ο be ο ο V 3 ο Ca, bed se we ae wae DS L ` iB 
-32 181-53288 . FITTING, Pilots ejection seat leg rest support. ....... 2 
ATTACHING PARTS 3 
AN509-10R21 ο st n Gor Bay WED ses ee as “Be we ch be ae we Sw we "m 4 
AN960D10 e WASHER 2-15 0:2 ο 179.0 Al ws E De s Ae Ue lel IB CRI. ue ev Ts San Gas au Me he 8 
AN364 -1032 NUT aater Sah Ὁ τε. wi Gin, Toy sce ase A Nel cw Ce fere να. "E 4 i 
=< S Ἐν uF 
-33 181-53289-1 TUBE ASSEMBLY, Pilot ejection seat leg rest LH. ....... 1 
181-53289-2 TUBE ASSEMBLY, Pilot ejection seat leg rest RH. ....... 1 
-34 181-53268 HEADREST ASSEMBLY, Pilot ejection seat. . . . . . . . . . . . 1 
: N ; (see figure 147 for detail breakdown) 
-35 181-53005 + CARRIAGE ASSEMBLY, Pilots ejection seat . . . . . . . . . . . 1 I 
(see figure 146 for detail breakdown) 
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H-181-53-12A 


FIGURE 145 - PILOTS EJECTION SEAT CATAPULT FIRING MECHANISM 
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SECURITY INFORMATION ~ RESTRICTED Section. 11 . 


ΑΝ 01-60JKB-4 Group Assembly Parts List 
FUSELAGE (Cont) f 


FIGURE & PART i UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
145 No Number PILOTS EJECTION SEAT CATAPULT FIRING MECHANISM . . .. . . . . . Ref 


(see figure 144 for next assembly) 


-1 RO102-225130 . REEL ASSEMBLY, Inertia (ASE) < ¿ coe, ν ο s» o. 9^ ος U SU S re -ϕ- Ὁ 1 
ATTACHING PARTS , 
AN3-5A - ¿ BOLTS ¿ Uus wq rev κα ο s” ο ear 97g aO es tow oo ο ης 9 
AN23-9 i, BOLT aa ο ο ος ο ο. gh Se he y guai Y S ιός E . 2 
AN960D10L s WASHERS. 402 vx 0. Q4 e$ Φ: Ὁ Φ es τῷ ces, τῶν a νῷν e "e ης 6 
AN365 -1032 NUT. ev ο a ο ο ου ELE ο Zara Se . A 
5 το να awas 5 
-2 181-53038 - YOKE ASSEMBLY, Pilots ejection seat shoulder harness spacer . 1 
ATTACHING PARTS Ë 
AN23-11 ο ο s pan ο ο m s qux decer dry QU Ny > 
ΑΝΟΘΟΡΙΟΙ, s ¿WASHER Q ana i eoo S l2 ον "E 2 
AN310-3 $ VNUT. Ὃν ορια Wess out ῳ EXT p vi X OEE fon U Ὅς ας 1 
sZ Wu 
-3 181-59016-5 + WIRE HARNESS ASSEMBLY, Pilots seat reel equipment . . . . . , 1 
-4 181 -54016-3 + WIRE HARNESS ASSEMBLY, Pilots seat reel equipment . . . . . ., 1 
-5 181-53049 - LINK ASSEMBLY, Pilots ejection seat safety pin extractor . , 1 
1R11-6-049-1032 + + ROD END, Curled thread (NA). . ........... . 11 4 
-6 181-53294-11 . BELLCRANK ASSEMBLY, Pilots ejection seat emergency release , 1 
-7 181 -53297 . TRUNNION, Catapult to safety pin release . . . . . . ., oe ὃν 1 
-8 181-53299 . BRACKET ASSEMBLY, Catapult safety pin release . S  — 1 
-9 AN364 -428 Seng μα a gt ων Be ο τας E c 1 
-10 AN960D416 . + WASHER . ...... . . E ey! m 3 
-11 .AN960D!16L . . WASHER ...... Scie Gore πμ Oa. Dee πὸ ο... 
-12 AN4-6A - < BOLT ο ο se. eh wi cs tele. V^ ταν ee Du 4:4. cele DS. e ο E n 
-13 AN365 -1032 Ue Ue ΝΟ V V i iv V Gone oi es ES $ ost. ENS eS ie δρα os 2 
-14: ΑΝΟΘΟΡΙΟ è + WASHER . . . « ο, ο ο ον ο ος ee! ee τᾷ; ο fe ey eer re eo ο. 5 
15 4B21M53-010 - . BUSHING, Spacer (NAJ) J cece: L4 "P ο εδ, D 1 
-16 181-53046 - + PULLEY ASSEMBLY, Catapult safety pin release . Vti e κα. 1 
-1 AN307A 9, € OBOLT = teenie 4 ὦ ede 4 05 ὁ we oll d Ro. NT CLR. 79.101 ea pa τῷ 1 
-1 181-53294 e +  BELLCRANK ASSEMBLY, Pilots ejection seat emergency release T 
-19 181-53298 + + SPRING, Torsion pilots ejection seat... το see Gate os 1 
-20 AN365-1032 εἱς ANUT e o ο ο var οσο SE Q erg με... WA ο. 1 
-21 181-53296 + + BELICRANK, Catapult safety pin release (WR) 2.2... 2 
-22 181-53130 + CABLE ASSEMBLY, Pilots ejection seat emergency safety pin ... 1 
-23 AN520-10R17 s SCREW- X s: ou ule c V OR RUE rs ο να ο 1 
-24 4B21S 3-021 . BUSHING, Spacer (ΝᾺ). . a. a J. J ο l. T l l l O Š ¿+ Ὦ 
-25 AN23- * BOLT . o ¿ sen vox 4.303 ee se ο Ign Rem, ciis ver Hob 1 
-26 AN960D10L » WASHER ¿ 6 + ο V us S U ee S Su a tee Q <. 4 
-27 181 -53291 + TRUNNION ASSEMBLY, Seat firing mechanism lower . . . . . ο 1 
-28 181-53290 +  BELLCRANK ASSEMBLY, Seat firing mechanism lower . . . . . . . 1 
-29 AN23 -8 e BOLT ; 4. Το; υπ» 1 
-30 AN162-161S e SPORK xou ox E NE^ "m EU M š CC PS 8 
-31 AN23-13 s BOLT Sox νι cid e US gs irm DL Πα Š "HE w te vete CDs 1 
-32 AN155-16S 5 BARRED ο 1" 2 2 Y 5.2 "E stie πα... 2 
-3 AN161-16RS s BORK Comte s 20463. eh Sb Se δις ο πο ον ο ο 1 
-3 AN23-12 s BOLT ο ο anna νην . 5 ο EE 3 
-35 AN16216RL . FORK MORS ede Tae P cse ul ο EH ue TUUS ο”... 
-36 AN310-3 Be NUT Gat on anb ask ο ο κ ο. Seat πό" Pee. «δν 186, ¿w 6 
-37 181 -53284 . BELLCRANK ASSEMBLY, Pilots ejection seat firing mechanism , . 1 
-38 AN365 -428 s NUTS CIA V ο wes quove Ho Sue Mo te OE d er E ME 1 
-39 AN4-16A ο κ ο Rois peat vhs Salt sN ob ek, i fe Dele eU “ghee a ES 1 
-40 4B21-4-105 . BUSHING, Spacer (NA)... ......0....2.2,,2! $us SL 
- «ᾱ1 181-532103 - LINK, Catapult safety pin release EP ον δὲ na, N e” le ié 2 
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Β-181-55-18Α 


FIGURE 146 - PILOTS EJECTION SEAT CARRIAGE ASSEMBLY. 
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Group Assembly Parts List 


SECURITY INFORMATION = RESTRICTED 
AN 01-60JKB-4 


FUSELAGE (Cont) 


FIGURE & PART UNITS USEABLE ON 


1 


INDEX NUMBER NUMBER 2 3 4 5 6.7 NOMENCLATURE PER ASSY. CODE 
146 181-53005 CARRIAGE ASSEMBLY, Pilots ejection seat . . . . . . Ref 


-1 


-2 
-3 
--ᾱ 
-5 
-6 
-7 
zB 
-9 
-10 
-11 
-12 


-13 
-14 


-42 
-44 
-46 
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181-53085-1 
181 -53085-2 
AN509-10R29 
AN960D10 
NAS221 -27 
AN960D10L 


* AN365-1032 


181-53086 
AN! -6A 
AN960D416L 


' AN265-428 


181-53218 
PK79XZ6 -6 
181 -53252 
181 -53211 
181 -53250 -3 
10 ` 


10A 

10AN 
AN515-6R5 
AN960D6 
AN364 -632 


. A4OT 


AN509-10R12 


(see figure 144 for next assembly) 

FOOT REST, Pilots ejection seat LH ............. 
FOOT REST, Pilots ejection seat RH ............. 
OCREW ὃ. cel ce. ie Patel cw Ir ee Eee S Wo lE p Bs 
WASHER vi aene ο d clei uev ο telo ου 
SCREW, Brazier head Phillips recess . . . . . 
WASHER: ο ο UN LA S uolui C e 8 
NUT ^ ou ah wy gya sl etUm c vv. xm De ου > ey 
BEAM, Pilots ejection seat foot rest .. 
BOLT. κ eut. tk AQ vien orta vue sc. 
WASHER es - V rte Se: ele ise Ger Gale be Cent IL. Ui ig de 


.. © e cm ο ο . n 


NUT. v. Sus aa cya wa hes Gig tan te iei M LER tU Cor αμ “ο " 
WEB, Pilots ejection seat bucket and foot rest attaching .. 
SCREW (Parker Kalan) ..................; 
GUARD ASSEMBLY, Pilots ejection seat foot rest beam . . AE 
. GUARD, Pilots ejection seat foot rest beam . . . . . . Ag 
CHAIN ASSEMBLY, Pilots ejection seat foot rest beam guard. 
CHAIN, Brass (BDC) ...... By Goh “pai AP ELS 
. . COUPLING ed » ου out ας KUTE Vk 
. . COUPLING (BDC NE ç 5 E riw cera ceu 
s SCREW S V See Aue X cum a: ee Sw με us " "e .. 
WASHER ........“ jw os Vus eA dins is 
NUT , Qux š a a oe ee 


. PIN, Quick release (AVDE)  ᾿ ; ᾿ 
SCREWS GS o E eeu drei dan, Sa 


. + + 9 * + 9 + ο 


Ελα ο ο ολο ENE rs NEY 


AN960D10 s WASHER. w aret 2 V EOS Ao woes wi eS . . a 
22K 302 . NUT, Nylon capped (EN) .. .. . .. Qus e. d. Gtk Asse ο αν 
181-73312 . BUMPER, Ejection seat oxygen tube . . . . . . . . "n 
AN394 -23 ΜΟΙ κ a anne acta age τὲ Š $e ki 
AN960D416 Σ WASHER: νος... Φα; s 0» SUMO CASOS Ae τὸ, m uUum ew] ος ὃν τον at hee be 1 
181-53088 . TUBE, Pilots ejection seat foot rest support lower ....., 2 
181 -53087 ~1 - TUBE, Pilots ejection seat foot rest support upper LH . , . , 1 l 
181-53087-2 . TUBE, Pilots ejection seat foot rest support upper RH . . . . 1 
181-53089-1 . FITTING, Pilots ejection seat foot rest upper tube attach LH. 1 
181-53089-2 . FITTING, Pilots ejection seat foot rest upper tube attach RH. 1 
AN5-33A s SCREW! Gs. ὁ τοι tin qina cern si ο i ο ari ο NE, eel We et Yan we 2 
AN960D516L. . WASHER RCRUM RC as ο ο D P wear Selecta Ze 4 
AN365 -524 sz NU μα κο μα. YR) ος, eT. SOLIS tre as Tee Oe ody er es a Te μας 2 
AN3-7A a (DOLD S. sasa: ON ο tae ki sh ar wo kama: ο μα νον, νην σε 2 
AN960D10 ων, v. Rom ο ο ν᾿ USOS Caere ο... 
AN365-1032 . NUT ORC Eo Yes ME ο 19 ο Ae. "ὅτῳ nl cre cart “See biel Se "artc τρ ον πως ο 2 
AN5-15A 5; BOLT, ο ο ο la. wee Wm SX owes W.A ο Te ong Ὁ οὖς ¿32 
AN960D516 ¿ WASHER. κι vee ιο eoo ae ç (w. mue de E V. Je Um se W DN] epo v ee, 0D 
AN960D516L «. WASHER Wi ^e uev eae, MURO € (δ 19-197 9) ce iy rm cer τς LEN 
AN365-524 s. NUD CL x δι S, we Ç 3 ο... oe ο ο ë su δις ον LO 
NAS335A6 s BOLTS 2i sg Ὁ νο Q ο 6. 8 Yari Waal . . PE 5 
NAS 335AT. . BOLT c ceu. ee ως ο 777” 2 
ΑΝΡ-ΤΑ κ MBOLT eta oami Bee cay ο ον Ομ ο. 5:1 μμ. ae f E vet! Y 1 
181 -53208 . BUSHING, Pilots ejection seat carriage side roller . . .'.., 2 
181-53209 . ROLLER ASSEMBLY, Pilots ejection seat side ..... vo. ae 2 
4B19B8-016 » BUSHING, Press fit plain (NA) . . . .. .. . . . , ... 1 
181-53022 . PIN, Pilots ejection seat catapult guide roller , . . . . . . 3 
181-53021 . ROLLER ASSEMBLY, Pilots ejection seat gulde qu ee ace uro ue 3 
À4B19MS11-022 š BUSHING, Press fit plain (ΝΑ) .. . .. .. . νο .... l 
QW1AL46-30-16 e “WASHER (ΝΑ. ¿vaca s ee 0$ eoe s ewe o fo ee. Se ode se GAR 
2Ν1ΑΙ 46-30-20 . WASHER NA) . . . . « τ... ὁ ae ee W See mc Spe ccs. ο ὃὁ ΛΕΒ 
2W1AL46-30-25 . WASHER NAJ Le eee hd 2 a, E . i^ cue es e © ο ο © © ὁ ο Í| AR 
AN960D416L . WASHER . . . . . ow OE οκ oe ο n es © © © «© 2... ΛΒ 
AN3-6A ΦΟΒΟ ο, ὤ δν Zeb, eet as «νο ορ te! ενος Yg: Seaton oid TERTE dius 2 
AN960D10L . WASHER . , ¿ x< ο ο ο ον ο s ^. CREE š ME š ED 
AN365 -1032 s NUES as im ede . ο κ, ἃ e ue ὦ -ϕ ὁ ιό . ° o 2 
AN361-128 ubl se ccu MEE 
181-53090 - FITTING, Pilots ejection seat foot rest lower tube attaching. 1 
181-53191 - TUBE, Pilots ejection seat vertical adjustment ...... & 2 
. SUPPORT, Pilots ejection seat guide roller lower LH . . . . . 1 
181-53025-2 . SUPPORT, Pilots ejection seat guide roller lower RH . . . ιν X 
181-53024-1 . SUPPORT, Pilots ejection seat guide roller intermediate LH . 1 
181-53024-2 . SUPPORT, Pilots ejection seat guide roller intermediate RH . 1 
181-53105-1 . SUPPORT, Pilots ejection seat guide roller upper LH... T 1 
181-53105-2 . SUPPORT, Pilots ejection seat guide roller upper RH ..... 1 
181-53211-1i . YOKE ASSY, Pilots ejection seat catapult upper attaching LH . 1 
181-53211-2 - YOKE ASSY, Pilots ejection seat catapult upper attaching RH . 1 
181-53017-1 P BRACKET ASSY, Pilots ejection seat catapult attaching LH . 1 
181-53017-2 - + BRACKET ASSY, Pilots ejection seat catapuiz attaching RH . 1 
181-53217 η . PLUG, Pilots ejection seat catapult bracket . . . , . ^ 1 E" 
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SECURITY INFORMATION — RESTRICTED Section 11 _ 
ΑΝ 01-60JKB-4 Group Assembly Parts List 


FUSELAGE (Cont) 
: uf 
| 


6 H-181-53-13A 
FIGURE 187 - PILOTS EJECTION SEAT HEADREST ASSEMBLY 


FIGURE & - PART `UNITS ` USEABLE ON 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 ~ NOMENCLATURE PER ASSY. CODE 
147 181 -53268 HEADREST ASSEMBLY, Pilot ejectiom seat , . . . . $5 5o s. € Ref o — 
(see figure 144 for next assembly) 
-1 181-53279 - DRUM ASSEMBLY, Ejection seat headrest . T MEM M 1 
-2 181-53275 - + PIN, Pilots ejection seat cam operating. . . . . . . νι, 2 
-3 AN960D10 κ. WASHER. .. , . .. . νι ESL 2 
-4 AN365-1032 ws ww NUT ç suu 9 2-93 4. eu 23 ena τα! wo TR UE cw a 2 
-5 181-53278 š SPRING, Torsion. , . . . . . . . . . ο au a lap dee cee SU ος 1 
-6 181-53287 : TUBE, Pilot ejection seat drum assembly. . . ....... 1 
-T AN507-428R16 ο). © SCREW de νο ow 3 ο ο ὁ "Pm ον ος Yon πον 1 
-8 AF945-4P * 4 WASHER, .......... A13: «et for VE S. S 7 πλ. 2 
-9 AN365-428 Saar κ ο uin en a ΤΡ see ο. 9 
-10 AN4 -14A . + SCREW . . . . . . E Gl τῷ τῷ NG ee . 5 w. w pa Ye m. QU SUQ 1 
-11 AN960D416 + o WASHER. ........... Ln S Te £ a Da UEM 1 
-12 181 -53277 + BELLCRANK ASSEMBLY Pilot ejection seat catapult firing... Y 
intermediate : 
-13 181-53273. BOLT, Pilot ejection seat catapult firing mechanism Support 


-14 AN515CBR5 e SCREW. ..... ων ων ο ο απ ον ele Sate αι τῷ) 
-15 181-53269 + SUPPORT ASSEMBLY, Pilot ejection seat headrest attaching. . 
181-53269-23 +, + HINGE, Pilot ejection Seat headrest attaching support. . 
: assembly lasin 1060) 
181-53269-25 - + HINGE, Pilot ρα seat headrest attaching support. . 
. assembly (AN257HP2-1175) 
£v SPINES OL ur Geo. YU os ong ap τὰ νοι” 
ws LPINII μμ... ERE RA TEUER NOIRE UP 
+ STUD, No. 5 roundhead AN-F-8 airlock (Uc)... 
> PIN, 1 inch airlock (UC) . . . . ., 


AN253 -2-1000 
AN253-2-1175 
-16 98292 
-17 99836 E A 
-18 181-53270 BELLCRANK ASSEMBLY, Pilot ejection seat canopy firin 


. 
. 
. 


. 


-19 181-53286 ; BELLCRANK, Pilots ejection seat initiator firing. 
-20 AN364 -1032 . NT. ... ο” 


ντ...“ « 5. ο ο 


* > * 0 5 9 5 


-21 AN361-8352 NUR ον vu ic ο ` 
-22  ANQ60D8 WASHER. . . LL LL 1 1 : 
-23  AN515C8R8-24 SCREW. | . . . ! ENDE 


* * `. ο “Q ο ο ο 
. 


-24 181-5309ρ CUSHION, Pilot ejection seat headrest ` | | 
CURTAIN ASSEMBLY, Pilot ejection seat face. 
. HANDLE ASSEMBLY, Pilot ejection seat face curtai a dé 


est s s ᾷν n nn 


181-53280 . 
-25 181-53055 
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AN 01-60JKB-h Group Assembly Parts List 
FUSELAGE (Cont) 


22 q.181.53-6 


FIGURE 149 - LH AND RH GUN BAY PURGE AIR DOOR HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION 


FIGURE δ. PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 ό 7 NOMENCLATURE PER ASSY. CODE 
149 181-53307-1 &-2 HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION, Gun bay purge air , Ref 

i ] door.LH and RH (see figüre 73 for next assembly) 
-1 181-53550-1 . DOOR ASSEMBLY, Heat and vent system gun bay gas purging LH , 1 A-B 
: 181-53550-101 . DOOR ASSEMBLY, Heat and vent system gun bay gas purging LH , 1 C- 
181-53550-2 . DOOR ASSEMBLY, Heat and vent.system gun bay gas purging RH , 1 A-B 
181 -53550-102 . DOOR ASSEMBLY, Heat and vent system gun bay gas purging RH , 1 C- 
-2 181-53551 . <+ HINGE ASSEMBLY, Heat and vent system gun bay purge door , 2 
I ATTACHING PARTS <: 
-3 ` ΑΝ3-6Α ww. ο ο ell ΟΝ seres verdi ya πο. owe 8 
AN960D10L ο WASHER: <a oP en Sas pus So ete ar ee Tee cals a5 $ ere veer ee ALS 
AN365 -1032 s. κ A ce Acton, ο eae ο te ee Ga tet ARA otis ο ee al 
ee NM ᾿ 
-4 AN200KS3 sow ven BEARING: au uy Gt v er EN ME ALIS NU a "M 1 
-5 181 -53554-1 - + LEADING EDGE, Heat & vent system gun bay air purge door LH 1 
181-53554-2 - . LEADING EDGE, Heat & vent system gun bay air purge door RH 1 
-6 AN3-11A a BOLT uo 194 ae ee ee A RR ο ο ομως ç 4 
-τ AN960D10 a “WASHER, 6 ο ta aO ο Ie IRI Εμ.” shed; ας or M . 8 
-8 AN365-1032 a INUL wra rcc MEE 
-9 ` 181-53559 + ARM ASSEMBLY, Heat & vent sys gun bay purge door actuator . . 1 
-10 AN200KS3 sow BEARING zoe € 259 cw wo S ul φις ῳ le a Ty ene ον 2 
181-53553-1 . BRACKET ASSY, Heat and vent sys gun bay purge door actuator LH 1 
181-53553-2 . BRACKET ASSY, Heat and vent sys gun bay purge door actuator RH 1 
ATTACHING PARTS 
-11 AN4-7A x S IP ol 
-12 AN960D416 a: WASHER 2. 04 secs a ο a : ERR TENEAT 
-13 AN3-7A © BOLT .. . 4. 4e E να e os ohm ee a a ee εν... 3 
-14 AN960D10 : - WASHER .. . « . « + <, D vs EEEE . ο 3 
---* 
-15 ANA -31A sea BOLT ἰῷ alia τῳ, SO ve y ο a aoa nus pee a OE fed oe . 1 
-16 AN960D416 - . WASHER x hod Εφ. cw. ἄγος. Ry C. δν. l. οὐ cO Rs w eiaha a oe 
-17. 2W1-16-20-32 - . WASHER, Plain (NA) . . . . 2 AO RO ΗΝ Jene 
-18 AN364 -428 è NUT, 45$ ΡΕ ο ο ο κ "ad D d EV a o M 1 
-19 181-53560-1 5 BELLCRANK ASSY, Heat and vent sys gun bay purge air door IH 1 
181-53560-2 - . BELLCRANK ASSY, Heat and vent sys gun bay purge air door RH 1 
-20 4B20B6-14 + + . BUSHING, Press fit flanged “(NAS ο κώλο oh alee 2 
-21 AN944 -301 ot a ee RIPPING cep sine: c. we bo ο DUE Ve ah RE s a τανκς Q. dig 1 
-22, 181 -53558 - + SPRING, Heat and vent system gun bay air purge door locking 1 
-23 AN500-8-8 st “O CREW: Mia. V δὲ καν qu ioo Oe Sete? X γε κ, Tas 9^ * ql ὁ ὁ 2 
-24 AN960D8 sow WASHER: Cel 08 wo ο ix ecce y eee eT Sr e uad š . A4 
-25 AN365-832 AE EE UA IT ML RE 2 
-26 181-53556-1 - + BRACKET, Heat & vent sys gun bay purge air door actuator LH 1 
181-53556-2 - + BRACKET, Heat & vent sys gun bay purge air door actuator RH 1 


——————— ο. ο . 
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„Section II . ` SECURITY INFORMATION — RESTRICTED . 


Group Assembly Parts List AN 01-60JKB-h 
: ; FUSELAGE (Cont) 


Qo 29 H-181-53-4 


FIGURE 150 - WINDSHIELD HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION 


278 RESTRICTED 


SECURITY INFORMATION — RESTRICTED 
AN 01-60JKB-4 


FUSELAGE (Cont) 


Section. ΙΙ _ 


` 


Group Assembly Parts List 


USEABLE ON 


FIGURE & PART UNITS 


INDEX NUMBER 
151 
-1 
-2 
-3 
-4 
-5 
-6 


SY 
-8 


-9. 
-10 


-11 


RESTRICTED — —— — s 


NUMBER 
181-53302 


AN520-10R10 
AN960D10L 
AN365-1032 
AN310-4 
2W1AL18-24 -64 
159-53432 


159-53433 


` 181-53519-5 


181-53523 
181-53519-3 
181-53501-1 
181-53501-2 
181-53502 


181-53521 
AN316-4R 
ANS60D416L 
AN365-428 
1811-53514 


181-53522 
181-53501-3 
181-53501-4 
181-53515 


AN6227-23 
AN4 -5A 
AN960D416L 
AN365-428 
AN3-4A 
AN960D10L 
AN365-1032 
181-53510. 


181-53505 


181-53320-7 
ANT3TRM56 
181-53525 
181-53367 
181-53503 
181-53320-3 
181-53320-5 
AN737RM46 
181-53511 


181-53509 ` 


` 181-53506 


181-53368 


181-53371-11 
AN737RM56 
181-53379 
181-53504 
181-53524 


181 -53508 


2 3 4 5 6 7 NOMENCLATURE 


HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION, Cockpit air. . . 


eo] 9 ° e e n n 


(see figure 75 for next assembly) 

SCREW . . . . . 

WASHER. . . . . . . .. 

NUT COE 

NUT Ste ο ας ος, ο, ο. ecl 

WASHER, Plain (ΝΑ) .. . . . . . . ο ον ll . ;; š 

SPRING, Heat and vent system rear foot outlet handle . 
positioning i 

DISK, Heat and vent rear foot outlet handle friction . . . 

WASHER, Heat and vent system cockpit air distribution. . . 
tube friction : 

FITTING, Heat and vent System forward distribution tube. 
bearing support 

WASHER, Heat and vent system cockpit air distribution tube 
friction 

INLET ASSEMBLY, Heat and vent system cockpit air.. . . . 
distribution tube LH 

INLET ASSEMBLY, Heat and vent system cockpit air. . . . 
distribution tube RH ` 

+ KNOB ASSEMBLY, Heat and vent system cockpit air . . . . 

distribution tube control 
HANDLE, Heat and vent system cockpit distribution tube. 


$274. q "Mr e e i uu M a -ψ + 5 6 5 s e s 
LEE ο . ` e ο o n s o 
©. <“ o o 8 e s o . 


sOONUT. «s ç ὁ 229 o9 3. wow w QU Q wU e Eo ue e P pod Ὡς 
+ WASHER. . w ¿ 42 ο εν ο 9 w τς TR < s ως VU “ὦ, -ᾱ 
. NUT 


+ BEARING, Heat and vent system cockpit air distribution. 
tube forward 

. INLET ASSEMBLY, Heat and vent system cabin air. . . . š 
distribution forward . 

. TUBE, Heat and vent system cockpit air distribution . 


inlet LH 
TUBE, Heat and vent system cockpit air distribution . 
inlet RH ; 1 
- BEARING, Heat and vent system cockpit air distribution. 
tube aft 
.PACKING, "O" ring hydraulic. . . . ο deris Ὁ ἐς G0 ME Ve 
BOLTS uie 4 ο. ὃς cele sy S eem eine ας ικα ok “am as UTE 
WASHER. . . . . TS ο ο ο ο ο Lea Bees kg Fa lQ 
NUT-i ο o eL Se μον Pes moe Delo Ay cells. uv OR RT aU UE E 2 
BOLT. e seh ar xus Ca ve ety ist ahs oh Z 5S. bv pec ue? Selah te (ο egit cu 
WASHER. εν Lj 6o. 0e 909 ole ee ο QU s πο wR es ¿ 
. NUT n a (i αφ’. τὸ OE sS " . 


GASKET, Heat and vent system fuselage station 113.5 cockpi 
air distribution tube 
DUCT ASSEMBLY, Heat and vent system cockpit air foot inlet 
9 Y" LH 3 
HOSE, Heat and vent system cockpit air duct connection . 
CLAMP .... 


GASKET, Heat and vent system canted bulkhead cockpit air duct 


DUCT ASSEMBLY, Heat and vent system pressure bulkhead LH * 
INLET ASSEMBLY, Heat and vent System cockpit air LH foot 
HOSE, Heat and vent System cockpit air duct connection . 
‘HOSE, Heat and vent system cockpit air duct connection . . 
CLAMP S Set 538 fo oy wa TE q s! ο ο μμ a cae οι POS ος, x 
TUBE, Heat and vent system fuselage station 95 to station 
LH foot inlet I 
TUBE, Heat and vent system canted bulkhead to fuselage . 
station 96 foot inlet 
' DUCT ASSEMBLY, Heat and vent system cockpit air foot inlet 
: Y" RH 
DUCT ASSEMBLY, Heat and vent System pressure bulkhead. 
connection RH 


CONNECTOR, Heat and vent system duct hose. . . . "ud e 


CLAMP'/. 2 ο EE E a e et ο at cele a reo poe al sen ϱ ἄν» 

DUCT, Heat and vent system LH to RH cockpit air supply . . 

INLET ASSEMBLY, Heat and vent system cockpit air RH foot . 

TUBE, Heat and vent system fuselage station 78 to station 
RH foot inlet air VT» 

TUBE, Heat and vent system canted bulkhead to fusélage . . 
station 94 foot inlet RH 


t. 


87 


PER ASSY. 


* 9 + t ο ο 


. 


οὐ ` 


Ref 


8 
12 


N Ὁ MUN NNNS 


FP top od 


= 


= H 


rere HY 


= TO OQ) = = FO. EM 


CODE 


281 


Section. 1 _ SECURITY INFORMATION — RESTRICTED 


Group Assembly Parts List Ἢ : AN 01-60JKB-h . 
FUSELAGE (Cont) 


H-181-53-1B 


FIGURE 152 - FUSELAGE STATION 131 TO STATION 180.906 HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER . NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
152 : . 181-53305 HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION, Fuselage station . Ref 
131 to station 180.906 (see fig. 87 for next assembly) 
-1 AN520-10R10 τ. SCREW . ο ὁ ο ὁ ο Ce ο n ο 4 ^ $9 ο € ὁ Ὁ 9 Ὁ ὁ ὁ ο ὁ $9 ο 5 8 
-2 AN960D10L . WASHER . + s « + < © * n © © ο... i Need ae fev 6, ce de Te rer oe BE ov. BES. 
-3 I AN365-1032 f ME (ELEM etc, "E 9 
B -4 181 -53417 . RECEPTACLE, Heat and vent system canopy seal disconnect . . . 1 
-5 . AN6227B15 . PACKING . .. + < © © © © + or ος. ο . . .. bows 1 
-6 ANQ24-4 < NT 2 £ ew wee ee te ee 9 be, te ces ο ας 


ua Se ne Se eS eo 
282 i RESTRICTED Revised 15 September 1953 


SECURITY INFORMATION — RESTRICTED 
' AN 01-60JKB-4 


FUSELAGE (Cont) 


Section ΙΙ 


Group Assembly Parts List 


FIGURE & PART ñ ` UNITS USEABLE ON 


INDEX NUMBER 


152-7 
8 


-9 

-10 
-11 
-12 
-13 


-14 
-15 
-16 


-17 
-18 
-19 


-20 
-21 
-22 
-23 


-24 
-125 
-26 
-27 
-28 
-29 


-30 
-31 
-32 
-33 
-3] 
-35 
-36 
-37 
-38 
-39 
-40 


Revised 15 September 1953 


NUMBER 


AN833 -4D 
AN227B9 
181-53385-19 
AN815-4D 
181-53385 -23 
AN822-1 
10212-200 


AN3-16A 

AN960D10L 
AN737RM98 
187 -53403 
181-53407 


AN737RM46 
181-53370-5 


.181-53380 


165-53532-15 
43688-125 
PAC2275 
181-53350 


43688-400 
165-53532-11 
165-53532-3 
43688 -150 
PAC2274 
181-53351 


ER816 -4D 
AN6290-4 
AN926-4D 
MS21902D4 
AN815-4D 

181 -53385 -27 
259A4TT 

181 -53385-31 
AN825 -4 
181-53385-7 
181 -53385-15 
181-53385-3 
181-53385-11 
AN832 -4D 
HS83198 
172-53374-5 
AN4-7A 
AN960DH16L 
165-53532-9: 
43688-300 
94510-5 
AN737RM107 
181-53371-7 
165-53532-5 
43688-200 
181-53322 


CM100009 
AN3-5A - 
181 -53456 
181 -53447 
181-53371-5 
AN737RM74 
181-53364 
AN3 -4A 


: 181-53359 


181-53370-7 
ANT3TRMTÀ 
C980 
181-53361 
93750-7 

181 -53352 
S84077 
883358 
181-53355 


181-53330 
AN960D10 
AN4S-7A 
AN960D/116L 
AN365-428 
HS83200 
172-53374-3 
181-53371-9 
AN737RM107 


DM EIE ὃν 8 ὁ ο ὁ οἱ ὁ ` `. ο 


. 9 9 . . 5 ο 


UNION (WH) ....... κ ο oo A 
GASKET. w: V vol X 749598 ew ç š š tac be: See οι Q 
TEE ei eile ee asal δις ca) μα. ών Ja ας τος είς ce o og U bg 
UNION .. EL TN D AEN EC 
UNION. ο te ce ye de c ὦ sQ a Re mcd ον ae ee ee 
LINE ASSEMBLY, Heat and vent system canopy seal . . . . . . 
VALVE, Check (JAPC) . ............-...... 
LINE ASSEMBLY, Heat and vent system canopy seal . . . . . . 
TEE. V). irit ο ie uS. Si ev ow vele Del e ἃ, WORD NO D Shik 
LINE ASSEMBLY, Heat and vent system canopy seal . . . . . . 
LINE ASSEMBLY, Heat and vent system canopy seal . . . . . . 
LINE ASSEMBLY, Heat and vent system canopy seal . . . . . . 
LINE ASSEMBLY, Heat dnd vent system canopy seal . . . . . . 
UNION: Q< oue ose πρ ο q < LES NI μμ μα”... 
HEAT EXCHANGER (HS)... . 1... ee ee l.l lll < , 
SEAL, Heat and vent system heat exchanger duct attaching . 
BOLT e ο Se lal 3 cé. αμ αρ eue te Ti ob ne ne ag 
, WASHER, fo. ο ο ο ae le oe 97 € Ka V co ew ο 
RING, Heat and vent system air duct sealing . . . 3 wy 
COUPLING, 3/16 QC 90? V band (MAR) . . . . . . . . . . . . 
VALVE, Modulating shut-off air three inch diameter (AIR) 


2 3 4 5 6 7 NOMENCLATURE d 


ELBOWS 3 obs car alte, Bay. Q GU σα Sey tue NC eae E RUE 
PACKING: s 2:45 Ser bq: τος Ca We ene eh eL So Nore SC Sa 
LINE ASSEMBLY, Heat and vent system canopy seal . 
UNION! ^ oo oy oP qis αμ ας Mesa acon Ië 
LINE ASSEMBLY, Heat and vent system canopy seal . 
ELBOW ^. . .. ν 


. 
5 5 c! ο . . . 


VALVE, Three-way regulated gas pressure solenoid 7 . 
operated  (CARM) i 

BOLT y κ κ ντ αρ C n ec 

WASHER X Tu ST 2 ο ο cae ee Lbs μ.ο... 


CLAMP ZS. Locum fe ο der SU ET A ο.” 

SEAL, Heat and vent system canopy defrost disconnect .. 

ELBOW ASSEMBLY, Heat and vent System defrost duct canopy 
break lower 

CLAMP eme v eyes Wero va E 2 ο ο. 

CONNECTOR, Heat and vent system duct high temperature . . 

TUBE ASSEMBLY, Heat and vent system canopy defrost ... 
fuselage station 148-3/4 to station 163-1/2 


RING, Heat and vent system air duct sealing "O" LAS 
COUPLING, 3/16 QC 90? V band (MAR) . .. . , . . . . . . . 
VALVE, 1.25 Diameter hot air (Ρο)... . . * 


MANIFOLD ASSEMBLY, Heat and vent system primary head 
exchanger high pressure air i 
COUPLING, 3/16 QC 90? V band’ (MAR)... É. τ 
RING, Heat and vent system air duct sealing ç é 
RING, Heat and vent system air duct sealing . . . 
COUPLING, 3/16 QC 90? V band (MAR) . . . . ç š 
VALVE, 1.5 Diameter hot air shut-off (PC) V $ 
ELBOW ASSEMBLY, Heat and vent system shut-off valve 
to flow limit nozzle 


see © ο 5 
. 9 . ο ee 


νο ο ο ο αμ-.- 
CONNECTOR, Heat and vent system duct hose . M SEC P 
RING, Heat and vent system air duct sealing "O" . . . .. 
COUPLING, 3/16 QC 90? V band (MAR) . .. . . . . . . . 
DUCT ASSEMBLY, Heat and vent system engine disconnect . . . 
to primary heat exchanger 

FLEXIBLE DUCT, Heat and vent system air duct 
BOLT. 2-5 τόν, au Sela Ue: ob tsa al dec E ο Le Cae rel SV. e ni Sah ο. ο 
RETAINER, Heat and vent system sta 180.906 supply duct bhd 

SEAL, Heat and vent system sta 180.906 supply duct, bhd . . 
CONNECTOR, Heat and vent system duct hose .... E δν y 
CDAME. ο one πον: κ τῳ cec P USE q. s νην. PUES 
DUCT ASSEMBLY, Heat and vent system fus 131-160 cockpit air 
BOLT. 5 4 7 $$ 4 € 4 a 
DUCT ASSEMBLY, Heat 
CONNECTOR, Heat and 
CHAMP.) * 52v ieee has phe e AUS es ο ο ack Baek να. 
HEATER ASSEMBLY, 4 kilowatt tandem (CLP). .. .... 
DUCT ASSEMBLY, Heat and vent. system by-pass and ram air 


(CME) , . 


and vent system turbine to fus sta 160 
vent system duct high temperature . . . 


VALVE, 1-1/2 inch shut-off (AIR) Sae eee oe Ημ 
DUCT ASSEMBLY, Heat and vent system by-pass and ram air , . 
HOSE ASSEMBLY heey ood dE 4. Oh κ ee ae 
HOSE ASSEMBLY CME) ç iw x3. 9 αἱ ω, a, Sd «rns . 


DUCT ASSEMBLY, Heat and vent system secondary heat | | | 
exchanger cockpit air inlet . 

SUPPORT, Heat and vent system fuselage sta 180.906 turbine 

WASHER . . . 


BOIT 00345 ος τῶν ck lev te ceria ante a ve Celia! Te Rd UM LIA e cs qe 
WASHER. 3. ο a TH ee. osx ym e TRU Sls το en Q a λος 
μον ο ο ο. ο... . — NE 
REFRIGERATION UNIT. (HS) . .................. 
SEAL, Heat and vent system heat exchanger duct attaching . 
CONNECTOR, Heat and vent system duct hose .... x" gel Galt 
CBAME- ο κ os A eee ia Sein ο lon Sos μμ αν. 
RESTRICTED t 


9. ° ° e a 9 9 s 9 9 9 9 ο e 5 


` * t ο 


`. + e s e s ο e ο 


PER ASSY. 


HENN PPN ΓΓΑ ΕΕ (2 ει ο) 


μι 
ἘΠ» Ε- = 


-υ I HO IE) I e EEE IS BO PB u = 


PRE ES ES E ij JE IO IB ο ο iS. iS. ON IS 


TO r2 (B IS [Ὁ ΟΝ Iz TO i 


CODE 
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Section. II 


Group Assembly Parts List l 


SECURITY INFORMATION - RESTRICTED 
` AN 01-60JKB-4 


FUSELAGE (Cont) 


H-181-53-2A 


MB 


FIGURE 153 - CANOPY SECTION HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION 
FIGURE & PART . UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
153 181-53303 HEAT AND VENT SYSTEM EQUIPMENT INSTALLATION, Canopy section .. Ref 
: ' (see figure 102 for next assembly) 

i -1 181 -53416 . PLUG, Heat and vent system canopy seal disconnect . . . . .. 1 
-2 AN6271-4-3-3/8 . HOSE ASSEMBLY . . s e . eee ee ον n n gn n ee on ee 5n. 1 
-3 AN832-4D . UNION . . + + © as ὁ e e 4 » 9 ὁ ο ὁ 4  ὁ ὁ 9 . . ο . ο ο 1 
-4 AN924 -4D "EB LEXICO e e ο ο ο ο 2 
-5 AN SOT. . HOSE ASSEMBLY . . .. +s ++ s o e © © s o © ° ng s x wy wo. 1 
-6 43688 -450 . COUPLING, 3/16 QC 90? V band (MAR)... 4... + + + +e ee 1 
-T 165 -53580 . GASKET, Heat and vent system regulator mounting flange . . 1 

|] -8 102052-2 . REGULATOR, Air pressure aircraft cabin (AIR) . . eri 1 
-9 AN822 -4D . EBBOW: ον as ue "Ινώ, άν ei ο τὰ δὲ ee PES! 
-10 AN6270-4-6-1/2 . HOSE ASSEMBLY ... . Gh anes Nat ui Oi (Sr ior ie + Me aa "DER 1 
-11 AN837 -4D . ELBOW . . . . < s © © © © © © © © ὁ . . t ὁ . . ο... 1 
-12 AN960D716 . WASHER . . . « +s +s = e e oe s oe e e q b o e ὁ ὁ e o e e e 9 n9 2 
-13 AN902 -4 . o GASKET I ¿< ο ο ο ο "ο δ. ο ο ο cepe ο ο. 1 

181-53482-5 . FITTING ASSEMBLY, Heat and vent system canopy seal vent line. 1 
-14 2W1AL32 -26-32 . . WASHER, Plain (NA). L0 ο ra ο 9e Su Sd Wig ας ο 2 
-15 181 -53482-7 š SCREEN, Fitting assy heat and vent canopy seal vent line . 1 
-16 181 -53477 . . FITTING, Heat and vent system canopy seal vent line ... 1 
-17 AN365-1032 NUT. x x e SUS ο ges UON T ell Siqa, tes shee ο 
-18 AN960D10 . WASHER . . . 4 4 ο © © © ὁ ὁ « o9 ὁ om ὁ ot ὁ m ὁ o tm ο «ο.» 10 
-19 165-53591 . GASKET, Heat and vent system dump valve mounting . . . ... 1 
-20 550120 . VALVE, Solenoid dump cabin safety (PC)... ......-.. 1 
-21 181-53405 . ELBOW ASSEMBLY, Heat and vent system defrost duct . . . TA 1 

Ë canopy break upper 
-22 181 -53370-9 . CONNECTOR, Heat and vent system duct high temperature... 2 
: (supersedes 181-53370-3 for future procurement) 

8 -2 AN737RM38 ορ (Gh xh μμ μα wen oye. iU. S ο ate NE S Qa rey, A 
-2 AN3-3A 2 BOUT LOs ed. Sig. cobs wide, ρω ες ο ο Mice ay Sw co ue ue. ΟΦ 
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SECURITY INFORMATION — RESTRICTED 


AN 01-60JKB-4 
FUSELAGE (Cont) 


Section ΙΙ Ἢ 
Group Assembly Parts List 


FIGURE & PART UNITS USEABLE ON 


INDEX NUMBER 


ELECTRICAL EQUIPMENT INSTALLATION, 


Puselage station O to, 


PER ASSY. 


NUMBER 1 2 3 4 5 ó 7 NOMENCLATURE CODE š 
155 181-54111 .... Ref. | 


station 53 (see figure 73 for next assembly) 


=== = s Fm 
RESTRICTED 


-1 
-2 
-3 


“< . 


-5 
-6 
-T 
-8 
-9 
-10 
-11 
-12 
-13 
-14 
-15 


-16 


-32 
-33 


181-54055 
,181-54056 
E6442 
AN3436 -2-4 
AN935-6 
AN960D6L 
AN341-6 
AN515-4R7 
AN3434 -2 
AN935-4 
AN340-4 
AN365-832 
ANQ60D8L 
181-54112 
AN515-6R8 
AN931-5-9 
181-54067-1 


181-54067-2 


AN515-8R14 
NAS43DD3-21 
2W1AL12-26-40 
181-54169 
AN515-8R7 
ANQ60D8L 
AN365 -832 
NAF1024-2 
AN520-10R7 
AN960D10L 
AN365-1032 
181-54170 
AN3057-3A 
AN3136-2 -3. 
AN936A6B 
AN961-6 
AN341-6 
AN515-4R10 
ANQ60D4L 
AN365-440 
E1617-1: 
AN520-10R8 
AN960D10L 
295202 -12C 
295202 -8C 
295202 -8A 


9 9 9 9 0 9 » * » ϱ * à * » € 9 » ο ο 


. WASHER. 


BRACKET ASSEMBLY, 
. BRACKET ASSEMBLY, 
RELAY, 
TERMINAL BLOCK 
WASHER . . . . 
WASHER 


Purge door time delay 
Time delay (A.W.Haydon). . . . 
ASSEMBLY, Electrical. 


Terminal block mounting nut insu 
time delay relay. : 
) 


9. 4 9 9 955 0 9 ὁ 9 5$ 55 
[^] 
-3 
m 
H 
ο 
` 


or 
+ ΩΠΟΜΜΕΤ.,,..............:. 
PANEL ASSEMBLY, Gun firing units LH. . 

(see figure 154 for detail breakdown 
PANEL ASSEMBLY, Gun firing units RH. . . * 

(see figure 154 for detail breakdown) 
sc $^. δ. ο ο Wer ο. ΡΟ”. 
SPACER ¿U 29. v v ο κος τῷ ον ον V sZ 
WASHER, Plain (ΝΑ)... . . . . . 
BRACKET, Approach light protractor 
SCREW 4 ὡ κων ο os we meee Ge ᾧ 
WASHER. . . .. . ... . 
NUT. 2o ος ος ος ce hom S Qu o WI a. s 
LIGHT, Approach single contact . 


SCREW. ¿S e. 2 4o) o9 yw. S ug Ls 
WASHER; 4: 2 2 4 v.» ow 
NUT ç¿ . 049 m o 9 A Bite, w uw oe i 
POINTER, Electrical approach light 
ADAPTER, Electrical accessory to cal 
TERMINAL BLGCK ASSEMBLY, Electric. 

WASHER. . ee eae 

WASHER. . 
NUT... 
SCREW. . 


Oo + s sç e e ο ea 
HA 
O» . 
c+ 
` ° * ° ° + 9 9 e s o ὁ ο +e s ο 


:. ` . 


NUT... Jee 

INVERTER (GFP 
SCREW.... 

WASHER. . . . E TAE - 
GROMMET, Wire protecting 
GROMMET, Wire protecting 
GROMMET, Wire protecting 


. . . 
. . . . 
. ο . . 
. . . 
. . . . 
. . . 
. ο . . 
. . . 


` + +` 9 . we 
5 ` * 5 9 ο . 


. 
. 
. 
. 
. 
. 
. 


` 0 5 9 ew n 
9 ° ° * o o 9 ° ο ο 


. 
. . 
: < 
5 š 
s : 
I i 
) . 
è < 
$5 . 


split (UC 
split (UC 


ac 
. 
. 
. 
. 


° o° 5 o 0 9 o ° o° o o ο ο 


split [5 


1 


ct 


` ` * t * t 9 es ο ὁ n 2 5  ] 0 0 n n n ς 


relay 


a 
. 


t 


π 


ini 


° o e o o 9 q o e o o o ο ο 


5 4.4, Φ 19. 9, Ü. 786. οἱ ὁ s 9. 917979, ᾱ- ο) ὁ ο Ὁ Ὁ o9 š 
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Secrion__ 1 _ SECURITY INFORMATION — RESTRICTED 


Group Assembly Parts List AN 01-60JKB-h 
FUSELAGE (Cont) 


H-181-54-31A 


FUSELAGE STATION 53 TO STATION 131 LH SIDÉ ELECTRICAL EQUIPMENT INSTALLATION 
RESTRICTED Revised 15 September 1953 


FIGURE 156 - 


SECURITY INFORMATION -— RESTRICTED . Section. 11 _ 


ΑΝ 01-60JKB-h Group Assembly Parts List 
FUSELAGE (Cont) 


FIGURE & PART Ü ñ š UNITS USEABLE ON 
156 181 -54211 ELECTRICAL EQUIPMENT INSTALLATION, Fuselage station 53 to . . . Ref 
station 131 LH side (see figure 75 for next assembly) 
-1 181-54029 . COVER ASSEMBLY, Flap control quadrant closeout . . . . ... 1 
- (see figure 157 for detail breakdown) 
-2 181-54035 . CONSOLE ASSEMBLY, LH rear.. DPA! 
z (see figure 158 for detail breakdown) I 

-3 181-51H038. . CONSOLE ASSEMBLY, Heat and vent control e VOX “Ὁ mar Ὢ 1 
Š (see figure 159 for detail breakdown) : 

-h 181-54115 . CONSOLE ASSEMBLY, Left hand forward . . exce 1 

(see figure 160 for detail breakdown) 

-5 AN3436-1-4 . TERMINAL BLOCK ASSEMBLY .......- Oe) Sr ote er se US us 1 ` 
AN341-6 3. "NUT Ὅς ο ο 92 ade Ind Tea ie GS ah ο ο eet Gees ter - oH 
AN936A6B "WASHER 4- «^ isis ο at Sas Pass De er fen ae er oe eee ο ως. 4 
AN961-6 v. “WASHER $53 άλας pen 9t Te LE ολο Ro σον τν $T. ues wl xe ο W R 4 
AN3434-1 URL ariana e ges es, ο ay te: vel te . ο Ec 2 

i 5585-2-5 . STRIP, Terminal base insulating gaj s UN ats? wi. δ 1 

-6 397 -4 . COVER, Electrical, terminal block (Henry Engineering) i. ra 1 

-7 A4255A . . INSTRUMENT LIGHT (GMC) . . Sus QUAD M Xue T e ei eT 1 

-8 165-54066 -20 . TERMINAL ASSEMBLY, Electrical pressure web .. S ee τν «αν τς a * 

; (see figure 161 for additional next assembly) ο ον w 1 

-9 151-54037-7 . . TERMINAL, Electrical pressurized . . . . . . + + + Cus 1 

-10 151-54038-5 . . BLOCK, Electrícal pressurized 4 ο ode ems s eoe» di 

-11 2W1P25-28-187 . `. WASHER, Plain (NA E.A ὙΦ; Ya ats ei ur ep. 1e... Nel, Vek fey oes IUIS 1 

-12 AN341-616 . & ΝΟ yox) τι me το ο Xe Φ; δι ο ο W s: δικα ow 1 

-13 AN355-624 a>. Var NUT ¿Sousa ee es ο wz es EG one? decries. όν ve αν ον aa 2 

-14 AN935 -616L . . WASHER .. er πᾷ. Ὃν wU wU e uw c pe 5 Z iatis 1 

-15 AN960B616 x WASHER ^ aw xx Ἕν * Ὁ y xe Ct. ο Za e “6 3 

.-16 AN781-2 E NIPPLE "RE Wess Ide. ru ie tae MD fer Les DELIS. ο κ. Š 1 

-17 9ATÀ : . SWITCH ASSEMBLY ` (wes) . ο. «ψ š . Sie d "φ- ἐφ. ere Όρη S 1 

-18 AN3436-2-6 - 3 TERMINAL BLOCK ASSEMBLY . . . eis $ Ia ὁ: Ww a Q. Se 3 
AN341-6 s NUT. OA) ea W Jae G «6 eee . . ο ιν ο”. 
AN936A6B ; WASHER 4- X $a ox» X ko x «Ie. dec rers sls: ce qu uo wo u ve 19. 
AN961-6 s WASHER ecce ege uw] sg cem LM Ue Secr dive wo ez w Seule “Ku sas ce 28 
AN3434-1 ` s STREP! ανν aa a s, S: cunas ja elu te tdi ο κα O 

-19 E1737-1 . INVERTER (GFP) ........ eee δν ο ου. 

-20 AN3436 -2-9 . TERMINAL BLOCK ASSEMBLY .... $ iio eU, το U et E Gu. ds 1 
AN341-6 μα ο cee 79 olm ue ο ο ᾱ ο mes e uus cim ο v. Cal Tei Se 9 
AN936A6B y WASHER ο ας «εκ να σα er AC OR OC SOC e ae α 9 
AN961 -6 o WASHER: S; Q a tee sm ΙΑΝ, cav es ο ο ο. 
AN3434 -1 5. GSTRIB. τε S ha ο a cut eo INI ep S tea ο er el eese Qe Xe RS Wael ae (Ὁ 

. AN3434-2 x STRIP x ο WS Mee ο K VeL. SC Gees ee arri. ve Rs ο o iS. ολ. 1 

-21 181-54173 . BRACKET ASSEMBLY, Electrical inverter fuse mounting . . . . . 1 

-22 312003 . . POST, Fuse (LTF) . airtel Mec ο ο ie c ae pee ante. dB 
312008 . . FUSE m. ο ο D" I αμ... 
312001 : « ws RUSE ALTE) ç sa ο ο ο αι ο εν ο ο ο αμ. 8 

-23 ΡΑΤΙ . SWITCH ASSEMBLY (MCS) . .............-.-....ὦ1 

-2h AN3436-2-1 . . TERMINAL BLOCK ASSEMBLY . .'. .. + + s + s e ee ee ee ee 1 
AN341-6 a ANUT ο ο ο ah ky ua ο ου " ος yn c GE qos ae CE 
AN936A6B s- WASHER . . 4 0 4 o9 le U Se ces aap aian ο 1 
AN961-6 e “WASHER? Gwo i. Ca eee Gee te? ar ος vw 187 m eie oe 3 EC ο e ο: 

š AN3434 -2 + STRIP eu A Per ers e... ss o oo o ooo ooo o 1 

-25 2AT5 ` SWITCH ASSEMBLY (MOS) ; . . . . ` Rovere Ro urs OE 1 

-26 181-54113 .. GUARD, Canopy external electrical witch "ow i Sey gs ie E ON 1 

~27 1260 . THERMOSTAT (type GP15) πο hina, Ig “ens $46 . ο 1 

-28 AN3352-1 n RELAT r WW atan e. Wee. ws e e s ο ο * * e e oo ο e ο 1 

-29 AN3021-6 . SWITCH 4) Yale. ὁ. more i e ο ᾱ- GO s. . ο ο ο DE eo wo ὁ 1 

-30 AN3235 . GUARD .. ο ο ο oS ο. oe ο o eid ele m US 14 1 

-31 A4255A2 . INSTRUMENT LIGHT ` (GMC) Ἢ "EET Z: TEC "TT 1 

-32 AN3436-1-14 À . TERMINAL BLOCK ASSEMBLY . . . . , < <+ oe ο ο "I 1 

-33 AN3H1-6 "PEE μα ο ο ο ο ο ο a ο κ. St teh fe ο 

-34 AN936A6B . WASHER . . . . . . Ὁ; ta car ite CR. ke r NZ Ze eo] 9 ο ὁ on n9 ο n 30 

-35 `  AN961-6 . WASHER... et fer C. tes ο vex μα. a πα) cde. ese RO ERI ress, δν «30 

-36 AN3434-2 α REE. rr ee er Jere + ° e ὁ e e e ο oo i 

-37 AN3434-1 κ STREPS q αὶ ae Λο ορ ὃς . š . XM EU EE ; 4 

-38 AN3433-2-2 . BUS .. Ç ην soe y res D 

-39 397-14 .. COVER, Electrical terminal `block ` (Henry Engineer ring) PER 1 

-40 A1921CUR . SWITCH, Limit (HET) wla ο 4 ο ὁ x. ο 5ο ο ὁ w ο a ee A 1 

-41 B4876R ; LIGHT FIXTURE (GMC) ............ e rar fe i "Ee 

-42 AN3436-1-16 . TERMINAL BLOCK ASSEMBLY .. "E" D RE s 2 

-43 397 -16 . COVER, Electrical terminal block (Henry Engineering) Hn 2 

-44 AN3436-2-4 . TERMINAL BLOCK ASSEMBLY ....... sow wr ce ds imi cy rei Vel ecce 1 
AN341-6 e NUT. ο Ομ. Ὃν -ᾱ ος E ae feat S. vro. ο. 
AN936A613 . WASHER ....... Seg eae i ο Gal tas ta? -εὐπῷ as eer ---8 
AN961-6 sea WASHER I rue seu OE Mak ο t ο ο uay farses ο”... 
AN3434-1 š “STRIP uox secs Gre. i. x ere Sy sene tiy: Wa "m Mew. yer a σε e H 
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Section 1: _ SECURITY INFORMATION — RESTRICTED 
Group Assembly Parts List AN 01-60JKB-4 
FUSELAGE (Cont) 


H-181-54-32 
FIGURE 157 - FLAP CONTROL QUADRANT CLOSEOUT COVER ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
157 181-55029 COVER ASSEMBLY, Flap control quadrant close-out . . . . . . . . Ref 
(see figure 156 for next assembly) 
-1 181-54030 . SUPPORT ASSEMBLY, Flap switch mounting . "E ο fat nde Per Ph χο 1 
-2 98265-1-190 . . STUD πο ο or h gre e αι ew, DE P x ο. Rn A 2 
-3 98265-1-100 P . STUD Und g: fU alle xxm oe ο ο ὁ ο s . . oao 2 
99836 ή « . PIN UC) arrera l a νεο Ὁ ο τω Ὁ ο ο ο ο CELO CK SSS CP n 4 
-4 181-54031 . SUPPORT, Flap switch mounting . qoid. Lg "P ο A Re 1 
-5 8905K783 . “SWITCH (CUT). ..: . ον «ο. ..: . μας Sena προς, 21 
-6 AN515-8R6: a -SCREW ` ee £ gee δν κ κ e ο ως. ἃ Sa c-r PECES 4 
-T AN960D8L v. WASHER 274 cox ax loc ο ο 2 se. ede. e eh erum oe, cte fa el Du ο. τα τῷ 3 Ug 4 
-8 165-54225-20 . GUARD, Engine control quadrant outboard close-out switch .. 1 
-9 AN531-6R8 ar “SSCREW κ ο M 
-10 165-54093-11 . GRIP ASSEMBLY, Electric wing flap switch . ... . - s s + + x £ 
-11 165-54094 - . INSERT, Electric alighting gear and flap switch ..... 1 
-12 AN316-4R "m NUT Ca aS Ca aes Cala Q ο a ae ο ee pe ee ο 1 
-13 ΑΝΟΘΟΡΙΟΙ, . WASHER . . « . . . r DEC E NU IE . s or ον a 2 
-14 AN507-1032R6 z SCREW. l o. 6 κ ο ο Sr ο TRO ο νο.” 2 
-15 AN365-1032 ° : . NUT ... T c ο ο ον de κ EMITTE 


990 RESTRICTED 


INDEX NUMBER NUMBER 1 2 3 4 5 6.7 NOMENCLATURE - PER CASSY; CODE 
160 181-54115 CONSOLE ASSEMBLY, LH forward (see figure or next assembly e 

-1 181-54033 . PLATE ASSEMBLY, LH forward console , , , s s , , + ç ç + ee 1 
-2 PC3-1⁄2 . St vee ο DZ) te ο toi cee ve Ee Saa UT Aa ϱ Pe οί € xx Caro 9 4 
-3 PF3-1/2-38 .. + FASTENER (DZ) .. .... Mice. Ὅν ο Ser at an Zar ke ο 4 
-4 PS3-1/2 . % SPRING (DZ).... BW, ο κ αλα ds ος 4 
-5 98265-1-110 . STUD tU e t RM QAI 2 
-6 98265-1-150 . . STUD MO]. we Reve wow x woo . oe ee ο W ο ο ο 2 
99836 = ku PIN. (UO) h; Con tele! sal TTE M 4 
-7 181-54034 . PLATE ASSEMBLY, LH forward console lighting . . . . . ..-. 1 
-8 165-5425] . . GUARD, Electrical cockpit air switch . Te gt ο oe; 2 
-9 165-54039-13 . GUARD, Electrical switch . .. s es e e e e s sooo 1 
-10 181-54677-25 . BUS BAR ASSEMBLY, Electrical circuit breaker . . . . . so 1 
-11 1ΑΤ5 s SWITCH: μα ο ο Uer. eo ο eV moa) Ve eus is 1 
AN515UB1I-3 z e SCREW cT 6 
` -12 AN507 -632R7 «e ο ç. e i e 22 ele Swe be πο es ο τῳ ος -ᾱ ECCE 10 
-13 AN3224 -2 . BOOT, Toggle switch 3 hole mounting . ay Pah ted age wena EUM 4 

-14 1640-2 . LIGHT ASSEMBLY, Special panel (Wemac) . . . . . . . . + νο T < 
-15 5050 s (SWITCH: πα m. ay Xi eee em a 32 Er do 1 
-16 AN3227-2 . SWITCH, Toggle four pole 3 hole mounting. . s. . . . . . . 1 
-17 AN3235-2 . SWITCH ASSEMBLY, Toggle momentary position two uni etes 7 1 
-18 AN3027-7 SWITCH, One hole mounting double pole toggle . . . . . . . , 1 
-19 AN3223-1 . BOOT, One hole mounting toggle switch . . . s , . ὁ + s .. 2 
-20 AN3027 -3 SWITCH, One hole mounting double pole toggle . . . . . . sa 1 
-21 AN3022 -3 SWITCH, Toggle single pole 3 hole mounting . . . . . . . . + 1 
-22 AN3161P5 . CIRCUIT BREAKER, Push button non-trip free . . . . . . . . . 10 
-23 AN515-632R7 , SCREW ο ος ο ο ο TS. ο ο ο eee $: S A 32 
-24 AN515C65 z SCREW 55) sos πο ο og t rx SE eta ο ie et ο. ὁ, Cel, cem M μμ 
-25 AN3161P10 . CIRCUIT BREAKER, Push button non-trip free . . . . . . . . . 4 
-26 AN515-632R12 ο COCREW S. aarm ο ο cee SU Ge ο as ely es oe tes es 2 
-27 AN3161P15 . CIRCUIT BREAKER, Push button non-trip . . . .. , + + + a L 
-28 AN3161P35 . CIRCUIT BREAKER, Push button non-trip free . . . . . . . . . 2 
-29 2B1B10-2 . BAR, Bus n ο Uv ie enis tue Qo a ae E VELIM νο ος ee So τῶν ὁ 6 
-30 2B1B9-2 . BAR, Bus NA) Se. ota ae ee ACC WI e "IR et ο 2 
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FUSELAGE (Cont) 


FIGURE 160 - LEFT HAND FORWARD CONSOLE ASSEMBLY 
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Section. 1: ED SECURITY INFORMATION — RESTRICTED 


Group Assembly Parts List AN 01-60JKB-4 
i FUSELAGE (Cont) 


\ \ : H-181-54-43A 


: FIGURE 161 - FUSELAGE STATION 53 TO STATION 131 RH ELECTRICAL EQUIPMENT INSTALLATION 
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SECURITY INFORMATION — RESTRICTED Section 11 _ 


AN 01-60JKB-4 Group Assembly Parts List 
PUSELAGE (Cont) I 


== === rx z s s = τον ος το ο ο ee 
FIGURE & PART . UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE : PER ASSY. CODE 
161 181-54212 ELECTRICAL EQUIPMENT INSTALLATION, Fus sta 53 to sta 131 RH. . . Ref 
see figure 162 for additional breakdown) 
see figure 75 for additional breakdopn) » 

-1 AN3436-2-9 . TERMINAL BLOCK ASSEMBLY. . . . . . ç s {9 " . 3 
AN341-6 scu] μμ due un ο κο UOS w Du . 27 
AN936A6B M WASHER ox aua OS) oom ο) Gas ee Bor τι Seu, eros : es ue “αἱ 27 
AN961-6 . WASHER . . . . . . . r ” Ἢ " š ος 27 
AN3434-1 5 ΠΡ}. g ο Sa 2 Fe S ig C eee PL "ES 6 
AN3434-2 . STRIP. . d» s 5 ο. ὁ -ᾱ 6 

-2 397-9 . COVER, Electrica 1 terminal "block (Henry Engineering) s TU (se. ` 8 3 

-3 AN3022-3 . SWITCH ç ον AS ο ἴδ» δν eerie? Zac, c ο οκ 1 

-4 AN3436-2-3 * TERMINAL BLOCK ASSEMBLY. doe Me ος PAS A. s - 6) Yer uet Len teh (δν d, es 1 

x AN341-6 2 * NUTS A ν΄ S ο uw ngu eise ue im T ἐκ- ee ορ ws 3 
AN936A6B x "WASHER Z LS UX owes Men Bet) αν d so ας DEDI LIU Ue € ta. me δι ὃς οἱ ὁ Uw: 3 
AN961-6 > se WASHER ¿ x 0x a leo ee οὗτος A ae an SN μ.ο. : 3 
AN3434-1 . s OOIBRLDP. E cw certo v at, mt OW bla νο Dus usd Gee tor ο ο n YS Tas αρ 2 

-5 . 397-3 . COVER, Electrical terminal block (Henry Engineering). . . . Ñ 

-6 AN3136-2 -16 - TERMINAL BLOCK ASSEMBLY. . . . . ορ eor vad το) prts. νο ον eit 3 
AN341-6 E ENUT ο ο οπου ο... μου . 48 
AN936A6B 2 SWASHER seis τῷ ο ο... eure dee ook ee d 
AN961-6 . WASHER... . . . «ο . A é < $ 4 " 48 
AN3434-2 oo, AO LRULP — tes hove. ο pie ο cet SE seh ee κο. das Qe: Cal, Sir ase). See ts ç z 3 
AN3434-1 .. STRIP. - . du. v ο i-is Me SS E 6 

-T 397-16 ` . COVER, "Electrical terminal "block! (Henry Engineering). . . z 3 

-8 AN3436- 2-15 . TERMINAL BLOCK ASSEMBLY. . . . . . « « + © © © © © © © © ©  ὁ 1 
AN341-6 š u^ NUTS T τω, ος “το ον τῳ "εί, q i TW Marne var πρ.” οὐ eve 15 

` AN936A6B SCOSWASHER S 99090. ο W a SEI ἂν ων ο: N ουν “AY W. S ow οφ ais 15 
AN961-6 . WASHER . . . . By xét eo ο 15 

-9 397-15 . COVER, Electrical terminal "block. (Henry Engineering). IE 1 

-10 AN3436-2-7 . TERMINAL BLOCK ASSEMBLY. . ota: Sar GN ο να DAL 1 
AN341-6 NUD SV eut wA w at et ως NU PEE ο 7 
AN936A6B . WASHER ¿ . . x . . . m aS aig SrA μας š T 
AN961-6 . WASHER... - ο, . T 

-11 397-7 . . COVER, Electrical terminal block (Henry Engineering). EE 1 

-12 165-54066-20 . TERMINAL ASSEMBLY, Electrical pressure web. . . . . . . + + 6 1 

(see figure 156 for detail breakdown) "s 

-13 AN781-2 . NIPPLE... Vue) ie ^ ο Say: mecum W. ο Shale, es: ος 1 

-14 Al255A ` INSTRUMENT LIGHT (amc) ` s be tad Se SU ὃν Bence Mas yee τῷ 1 

-15 181-54104 . RESISTOR. ASSEMBLY, Exterior lighting. ο ig rate ter as τὸν wee oot VIEN [e 1 
No Number . . RESISTOR RWAOJ450 JAN-R-26A). der es ar bel ors 1 
No Number . . RESISTOR RW40J450 JAN-R-26A). . . . . - . . AE 1 
No Number - . RESISTOR RWhOJ250 JAN-R-26A). . oo Res al ener cr ae Baers 1 

-16 A4255A-2 . INSTRUMENT LIGHT (GMC). . s è e + ee 4.4 ee ee ee < se . 1 

-17 AN3436-2-2 . TERMINAL BLOCK ASSEMBLY. .... 2 We eura. lai dare Nal ας 1 
AN341-6 23 NUTS ος as te πο κ rre T af Se 5. eel οι τῳ fa ah Za κών vex ο ο 2 
AN936A6B « WASHER . . « š: « 1 0 © e» e w on om on ο = fo αφ) 429. q al a Q n 2 
AN961-6 s: WASHER o ο eoe 9 E cim 3 S SQ UR ce see ML Ie Ue. DUI cR ED ep α FUA 2 

-18 397-2 . COVER, Electrical terminal block Peat Engineering): š ο 1 

-19 ΡΤΟΗ-ΑΤ . SWITCH, Double pole double throw (MCS). . . . . . LP 1 

-20 9057 -48F . RELAY ASSEMBLY, Hermetically sealed (LR). aio jet ον ver es NET n l 
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Section. II l SECURITY INFORMATION — RESTRICTED 
Group Assembly Parts List AN 01-60JKB-}4 
FUSELAGE (Cont) 


STA 
131 


H-181-54-44A 


FIGURE 162 - FUSELAGE STATION 53 TO STATION 131 RH ELECTRICAL EQUIPMENT INSTALLATION 
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. SECURITY INFORMATION — RESTRICTED f Section. ΙΙ . 


ΑΝ 01-60JKB-4 Group Assembly Parts List 
FUSELAGE (Cont) 


. FIGURE & PART UNITS USEABLE ON 
w INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
Ë 162 181-5h212 ELECTRICAL EQUIPMENT INSTALLATION, Fuselage station 53 to . . . Ref 
. station 131 RH (see figure 161 for additional breakdown) | 
(see figure 75 for next assembly) 


-1 181-54026 w CONSOLE ASSEMBLY, RH Forward ........ 
; (see figure 163 for detail breakdown) ` 


. 
9 
. 
m 


-2 G5646 . CONTROL PANEL, Exterior light (GMC). ovv uo ee ο κ” 1 
-3 AN3021-7 « SWITCH... vo420e οἱ ος ae! eo dels cw. oe OR AD το ον ῳ MU CION SU TW -ᾱ "M 1 
-4 AN3225 4 “GUARD S. coe -ο- ᾱ- ος δι Ὡς. $U £ US δι ος δὲ -ᾱ! SUS SUNSU εφ) et -ᾱ Tar 1 
-5 AN255A . INSTRUMENT LIGHT (GMC) E Z E E ο EM SER ECCE E 1 
-6 181-54126 . SHIELD ASSEMBLY, Center electrical pedestal complete . . .. 1 
(see figure 164 for detail breakdown) 
-7 AN34362-1 . TERMINAL BLOCK ASSEMBLY . . « « s s + +s + + © + © + ooo š 1 
AN341-6 PEMEX 1 
. AN936A6B o WASHER “ο “a? ch ο ο ο e (e: Ses col, ver ο ο ο ου: 
AN961 -6 . WASHER o6 5o. uso m oie $i oves. ce Wes pel I E W. ον YAZ q 1 
AN3434-1 fe TOTRIP S cote Z ο ο cde Ge: ο hy: Dis ο ο κ... 
-8 AN3436-2-5 . TERMINAL BLOCK ASSEMBLY . .. docu Lu uou. NI. NIA AO ος w š 1 
AN341-6 s KNUT ois ο ο ο at SE te αὐ eo ur τοῦ ο ee, Gal etna ala Mar Gg 5 
AN936A6B s. WASHER- y- ue uer Uo ο th et Αν od tek αν Z ser ae 5 
AN961-6 s WASHER ο cw “exces IIS “Se G eae Ce ο ΕΣ oe 5 
AN3434-1 LOSTRIP- 201 9042 ο BT Ir hec ep Tee ve OS TOR ο JC cee Tot dex ο 2 
-9 AN3436-2-4 . TERMINAL BLOCK ASSEMBLY. . < . « . « © © © © © © © ὁ ο ὁ we we 1 
AN341-6 ec NUT SV oe $ SU W ST C ο ο ον ο I e. ο ce tee ae, Te et, MEI ae OA ig 4 
AN936A6B + WASHER. 4 -.: ᾱ. -ᾱ- ee ce οᾱ SS ew, Ὁ ον 09 W. W Te ος ο, a: Ve D S δω Qw er ret wS 4 
AN961-6 e. WASHER Wo S ο c9 «δι * ovs ο Wise US MU ὃν φαν η, ee H 
AN3434-1 A OERLE V ei NUSA. ο 6x Oe ο tes ey WU "ur S ο ο Sa” 261 Tor 113 99 08 2 
-10 . 2AT5 . SWITCH ASSEMBLY (MCS).. £; ο che e ο W w we š 1 
1M 181-54113 . GUARD, Canopy external electrical switch . . . . . + + + eo 1 
-12 AN3436-2-7 . TERMINAL BLOCK ASSEMBLY ... « , s + + +s + + ee ee + + + «ο 4 
AN341-6 κ ΝΟ ο S w: ve: Ser Mle 99-9 eL e cw a fel ES se eb uec ww. PO 
AN936A6B . WASHER νο ος Woo. 950 ce ο ὃς S S moe cv cw ovis oes te 98 
. AN961-6 Lv WASHER gma ο ο Ms Cat ote. qe ee pese e ro este kaa ος 
AN3434-1 €. OIBIB cina sa ey ai Da see Den ei. ον κο, Fae IR DA S. Saqi Z NU RE 8 
-13 397-7 . COVER, Electrical terminal block (Henry Engineering) . . . . 4 
-14 AN3436~-2-9 . TERMINAL BLOCK ASSEMBLY . ... ος ο US. τῳ ο ο ο E 1 
AN341-6 ss NUT. a. ο αμ ve toe ο 9. 
AN936A6B . WASHER . . . 2. ο ο ο ὁ e e ο e e ὁ ο ο teh «ια 9) n9 ο n 9 
I AN961-6 .. WASHER s ο. 4 0€ o£ 909 ie. ο (δ e. loc] e is o o9 s. S. m A) v Lal heq a 9 
AN3434-2 νος ο μα κ cel eo e ce αν SGM ο ο... 
AN3434-1 ον STRIP: κ, $0 eve δν. το; ὦ Uc Cm, aa a teh a i ιο) δι ο oh wt SE ess «6 2 
-15 397-9 . COVER, Electrical terminal block, (Henry Engineering) . . . . 1 
-16 1HS1 . SWITCH, Hermetically sealed (MCS) . ............ 1 
-17 AN3168-1 é e 9. 9 ὁ 9 9 9 ο ο ο ὁ ο 5 ο 1 


ACTUATOR I zz: ο ο 


E; z T " 
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ROTATED 100? 


«| 
T 
2: 
VA 


FIGURE 163 - RIGHT HAND FORWARD CONSOLE ASSEMBLY 
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FIGUI 


INDEX NUMBER 


167 


RE & 


PART 
NUMBER 


No Number 


AN3350-2 
AN515-8R8 
ANO60D8L 
AN3311 
9314. 
ΑΝΟΘΟΡΘΙ, 
AN365-632 
650-3221 
AN520-10R8 
AN960D10L 
AN520-10R25 
NAS43DD3 -54 
AN365-1032 
650-1795 
181-54076 
181-54076-5 
No Number 
AN520-10R8 
AN960D10L 
AN365-1032 
AN3436-2-6 
AN961-6 
AN936A6B 
AN341-6 
AN515-4R8 
AN3434-1 
AN3436-2-2 
AN515-4R5 
ANQ60D4L 
AN365-440 
AN3436-2-13 
AN3434-2 
AN3433-2-2 
181-52415 


140-52451 
AN316-4 
181-52414 
AN960D616 
175-520100 
181-52460 
181-52461 
181 -52463 
AN924 -4D 
AN960D716 
AN832 -42 
181-51801-55 
181-51801-43 
AN833-4D . 
AN960D716 
AN924 -4D 
181-69010 
854980 


“150L55 


854977 
16943: 
854976 
855811 
854973 
854972 
181-69009 


A2666X 
150L53 
3279A 
17042 
A3276 
2016 

2537 

2305 
181-69008 


No Number 


& wel ue ὁ, US G "ὦ ο 


SECURITY INFORMATION — RESTRICTED 
AN 01-603KB-4 


FUSELAGE (Cont) 
ad 
1 2 3 4 5 6 7 NOMENCLATURE 


CENTER ELECTRIC PEDESTAL INTERNAL SHIELD ASSEMBLY. 
(see figure 164 for next assembly) 

RELAY, 50 amp single pole single throw . . . . 

SCREW.-.4 56 ο ὦ οὐ. ονω S, e cet iU DR pen ῥα 

WASHER. . . ξ 


. PAD, Center electric pedestal condenser . . 
CONDENSER  (CPT7OBLIEF106Y) ατα, (GFP) 
2 ΜΜ 6 4o 9-99 S ci E ox x ᾱ 
é (WASHER ὃς Wow c Wo φον D er οἳ i 
. NUT D 
TERMINAL BLOCK ASSEMBLY, Electrical. 
WASHER. . . . —— -ᾱν Ὁ -ᾱ- Q 
. WASHER. . 
» NUT... 
. SCREW. . š 
STRIP, Terminal block "mounting nut in 
TERMINAL BLOCK ASSEMBLY, Electrical. 
SCREW 5. 4 49 7s ce UR ο. 
WASHER. Er 
NUT n 
TERMINAL “BLOCK ASSEMBLY, Electrical. x 
STRIP, Terminal block mounting nut insulating. 
BUS, Terminal block. . . 


. RELAY, 10 amp. 2 "pole double' throw hermetically Sealed 
. TRANSFORMER, Power (HRM). . . . . . + . + + + + ο 
. WASHER; uU bye Sk: oe) ahve re iul ips ταὶ WS ENS eod WIS. eius 
a NUT- a ZS; ο ο Ey ae ha ο "Sa HRS 
. RELAY, Time delay assembly (ok): PE που. -- 
SCREW 4 εν < o wYe ox ox 5 E ks S M. νῷ; ule. m E^ 
4 "WASHER. ο ον V5 τον IURE Rey Ue I S RO ας TA 
@ - SCREW x S 4e ο μυ ον ο E RE IE 
. SPACER, Screw and bolt . . . . . . , + . s s ies 
. NT... "C" p" νο. κ.α 
. RELAY ASSEMBLY, Hermetically sealed. ë Ca ban a) Ve ο. “a N 
. BRACKET ASSEMBLY, Center electric pedestal condenser 


. e o è sso a o o o oo o 
* . 0 0 5 o c5 £21 bobo ο o 


eee Been 
. E. 
w 
. +... . 
He 
3. 
R 


releasing compiete 
. END, Brake rod adjustable . . . . . . . . . 
s ONUTS 15.535408, ao. two ο Ορ... 
. ROD ASSEMBLY, Pilots brake pedal adjustment 
a WASHER «27 "ο o rox cor νο ο ας 
. SPRING, Compression... E . e.. 
. GUIDE, Brake pedal adjustment releasing rod 


NUT ο hl ο wi Beet ene ο ο 
WASHER... ¿e bee? moe es at W. QÉ om. λα eine ey fo es es 
UNION... . ter ak tar Sache mye Wek” Sie: Ls Oey tee 
. . TUBING ASSEMBLY, Airspeed system instrument. 
. TUBING ASSEMBLY, Airspeed system instrument. 
2 CEBBUN. s uw wo ele XC τω woe ὃν. Ὁ οκ. δι OU 
e. WASHER. . « os 9 ὁ ὁ ο ο ὁ « we s. ο ο ng ν 
. NT.... 3, per Telp ο ο ο Pas Ce 
. CABLE ASSEMBLY, MK 11 Mod 1 sight head reticl 
s 4 GEAR (GPP). 2 D 5 m m o£ wx oe 5€ € N 
. . SHAFT (GPP) Ὃ < . . T 
END FITTING (GFP 
CASING. (GFP). . 
NUT Eo oe e 
NUT GFP)... . 
END FITTING (GFP) 
SHAFT END (GFP) . 


. 


(azimuth) . 
. END FITTING, Shaft (WD). 
4 SHART (WD). doe eoe w E 
. END FITTING, Casing (WD). 
. CASING (WD)...... 
. COUPLING NUT [5 NOME 
. COUPLING NUT (WD) . . . . 
. END FITTING, Casing (WD) 
. END FITTING, Shaft (WD). 
CABLE ASSEMBLY, MK 11 Mod 1 sight hea 
adjusting (elevation) 

END FITTING, Shaft (wD). PELLE 

SHAFT (WD). . . . . e 

END FITTING, Casing Gn) AS 

CASING (WD) . . . .. πλ... 

COUPLING NUT ii AREA 

COUPLING NUT 


. . Š 


WASHER (WD)... 11739211 
END FITTING, Shaft (WD) . . . 
. RESISTOR, 200 ohn 100 watt (GFP 


9. * 9 9 s + n9 n n 
ee we ὁ ο ο 


. 
* 99 9 v on 


. 
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ο”... 


CABLE ASSEMBLY, MK 11 Mod 1 sight head boresight 


. . ο n 


REDUCTION ASSEMBLY, Pilots brake pedal ad justment 


. 
. 
. 
. 
. 


. 


SUPPORT, Brake pedal adjustment releasing rod 
. HANDLE, Pilots brake.pedal adjustment release 


boresight 


. 
. 
. 
. 
. 
. 
. 


` 5 + + ο 9 ο 


* 0 + ὁ 0 9 s s q sa e | e 5 


` ° ο + ο 


* < < t + 9 s ο 5 


ecco ο ο ο 2 ὧν +c ç s ç e s e s o a e e ο ο ἆ 


* 9 os 9 s ο s 9 + s s + ο ο 
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Group Assembly Parts List 


UNITS USEABLE ON 


PER ASSY. 
. Ref 


μα = 


Bg +T +O OPD TPE POPOP OOP 


47 
. AT 
. AT 
11 
10 


PRR EPP REPRE PER EPP EP rr rp rn mmm: 


Bie cele? ος er WU W 
PRP RHP r = 
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FIGURE 168 - FUSELAGE STATION 131 TO STATION 236.25 ELECTRICAL EQUIPMENT INSTALLATION 
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4 e 
AN 01-60JKB- Group Assembly Parts List 
FUSELAGE (Cont) i 


FIGURE & PART : UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
M 168 181-5411 ELECTRICAL EQUIPMENT INSTALLATION, Fuselage station 131 to . . . Ref ἢ 
station 236.25 (see figure 87 for next assembly) 
No Number . TOP DECK FUSELAGE STATION 131 TO STATION 180 ELECTRICAL ;, . . Ref 
: EQUIPMENT (see figure 170 for detail breakdown) 
-1 181 -54106 . PANEL ASSEMBLY, Test switches complete . . . . . « s deu Ὁ 1 
(see figure 166 for detail breakdown) Í 
-2 35981 . RELAY, Fire detector (EDI) . . . . . .. + + x š ὃς ` š 1 
-3 AN3436-2-13 . TERMINAL BLOCK ASSEMBLY . . ... i ο μυ w. Pea ὃς ὃν 1 
-4 AN341-6 πο μμ we. ae: SR ee ο νε. fess . Wu ra ὮΙ 
-5 AN936A6B 9 WASHER . ote ος Sow Bp fe) oov 4 te e esc. TU ce) ο... 
-6 AN961-6 s: WASHER. ae ow s S ow w Q w s E ιν E A qe ids 
-T AN3433-2-7 . BUS .. . > ὃν Ge -ᾱν tre! SS; Ae eat eg y 2 ` 
-8 397-13 . COVER, Electrical terminal block (Henry "Engineering ) xs 1 
-9 AN3436-2-12 . TERMINAL BLOCK ASSEMBLY . . dle σῶν Vw e SS Cay Ὅν a Se ὧν J 1 AH- 
AN341-6 e NUT 40. o9. Se re or D. xw cL «Weder e SLO 
AN936A6B e WASHER . . . . « 2 «© © ὁ © W ον ee e re de ce τῳ a ee d T2 
AN961-6 s"UOWASHER-4.- ce oes -ᾱ- fon Sei ta 79 mex lS. v ue ce cu xw su» E 
AN3434-1 . STRIP . m . IT E" Sih eh ασ SN le 2 
-10 397-12 . COVER, Electrical terminal block (Henry `Engineering) Jar L 
-11 AN3436-2-5 . TERMINAL BLOCK ASSEMBLY . e . . . . s + < «© © w © © © © © ο on 2 
-12 AN341-6 : 2 ΝΟ 1*5. SU 5o Sh w € € . κ ο κ Uc Wet ae ast: «19 
š -13 AN936A6B . WASHER . . . . . -. 6. oe eee s . g ο ο. ο 
-14 AN961-6 s MASHER. ὃς a οτι Ὁ ο Ie omo INN jah αι er ee woe Ανα “δ 
-15 AN3533-2 -2 s BUS ---:2 s lo νο οφ. BS ϱ Ie QUU) ο ο αν + 
-16 AN3434-1 κ. STRIP: 2o. 65 SW. GOL ἃν FR er φὶ -ϕ Ys. Ὁ Mere We ee os 4 
-17 ` 397-5 . COVER, Electrical terminal block (Henry Engineering) . . . . 1 
-18 AN3436 -2-14 « TERMINAL BLOCK ASSEMBLY . . . . . . «26 «6 ὁ © © «© © ee © © on 1 AH- 
AN341-6 Z ΝΤ... Ὁ ο. ες er er ar) quU Lore oe ie? τας, κ Se kaqa. ae σας, alll 
AN936A6B 5. WASHER ο; ἐς. οι οταν cay oo cet eh tee eae ο ο ο ο E 
AN961 -6 as WASHER Z y o4. we dr κ ο So "v κ c yo ee Sow Bos ox L4 
AN3434-1 a STRIP OQ. ei ο 8 ee οι Sure SE olm oues Q 79: See ος Os. 6) we ος wo ig 2 
AN3434 -2 s STRIP: $$ 2 4.5 7 "E A ον, ον š 1 
-19 397-14 . COVER, Electrical terminal block (Henry Engineering) "E > 1 
-20 ` 181-54161 . BOX ASSEMBLY, Radio complete electrical junction RH . .'. . + 1 
(see figure 169 for detail breakdown) 
-21 181-54163 . COVER ASSEMBLY, RH Radio- compartment electrical junction box. 1 
(see figure 169 for detail breakdown) 
~22 9555A . ELBOW (HPL) .... 9 2 SA νο Wa E ο” 
-23 . 163-54129-3 . TUBE, Electrical battery `vent D. να. ο ο ο her du hA m W cay € 1 
-24 163 -54129-5 . TUBE, Electrical battery vent . . . . . + + + + e ee we ew ew 1 
-25 AN3150-2 . . BATTERY .. CN cx IE at w 1 
-26 DA6-2 ` ADAPTER ASSEMBLY (ELCN) . ο NUR. CE. Tem PET anes «α 
-27 BD6-2 . DISCONNECT FITTING, Pattery `(ELCN) «; Se . . 1$ ce sate 1 
-28 E1597-1 . REGULATOR, Voltage direct current generator 30 volts (GPP) . 1 
-29 181 -54132 . BOX ASSEMBLY, Electrical LH power distribution complete . . . 1 
(see figure 171 for detail breakdow) 
-30 AN3166-1 . ACTUATOR . . . . iar ο Su ABO QR eY A «ἃς δρ mine 1 
-31 1HS1 . SWITCH, Hermetically "sealed `(Mcs)` Beg: ο μα ο ο e eb 
-32 22-2929 . FILTER (E $i (use only with Pesco Pump) . . . + + + + + + + + 1 
TF51260 . FILTER (TP (use only with Thompson Pump) . . s. sas + + + < 1 š 
-33 181-54158 . COVER, Transfer fuel pump filter electrical . . . . . + + e è H 
-34 AN3436 -4-3 . TERMINAL BLOCK ASSEMBLY . . « . « + + s < < © © © © © om onm on on 1 
AN341-10 ν μις ο ο ο ο ON ce ας ZV Gor ο ee Pa ος - ὡς ee p W 3 
AN936A10B . WASHER . 4. . . « s s o o ο . ο ο c e * Qp: ο ο ο ^» 9 ^ ο 3 
AN341-10 > WASHER o 6-0. 164. 8 ἡ δν ας ia DR ay μι ο οὔ ah vere GE -Ὦ 
AN3434-1 . STRIP ... aise We αλλο eo C E ον ο ὃς AD = Ae 
-35 181-54094 . BOX INSTALLATION, External power > . Z Z, ο ο ο Ref 
(see figure 172 for detail breakdow 


-36 181-54093 


COVER, Single bolt primary bus terminal 
-37 181-54050 


BUS BAR, Single bolt primary 


n) 


-38 AN4-21A ^ BOLTÁ «52.2.52 1» x8 κ NU ον ο” νην 
-39 AN960D!16 WASHER MM 
-ho 2W1-16-22-063 . WASHER, Plain (NA). .. ... 6 ee s s s « «ο ον ον 
-41 AN365 -428 . NUT v mw qeu vro uev 5 dou ο sie SUE οὐ 


PANEL “ASSEMBLY, Generator disconnect box 
(see figure 166 for detail breakdown) . 

COVER ASSEMBLY, Generator disconnect relay box 

FIRE DETECTOR (EDI) . . . . A. wel ὦν ο 


-42 :181-54081 


-43 181-54082 
-44 35534-2 


m 
TO ET PO HPN dE m rS 


-45 510239. . REGULATOR, Temperature HN ο ο ο ον 

-46 51c24e . REGULATOR, Temperature (VCH) . .°. « + + + +s + ee ee eee 

-47 51C31N1 . MOUNT (VCH) . . E E D Tel woes NW RU ces ο ST ces Gel el i. Gel eo 

-48 AN3436-2-7 . TERMINAL BLOCK ASSEMBLY Wi. veros Ze e ο Ser leu μα 

AN341-6 e NUD ο (eu 5)» Tas ee et a ο le re ὁ a. TRO O9 DI awe 

: AN936A6B ιο αν LA» Yeu ugue, ue Dac ee coy erue ο μα ο 
AN961 -6 « WASHER . . « ο ὁ ὁ ο ο e w. W » e» ὁ « ο c» ο ὁ 9 ὁ ὁ ο 9 f ο l1 

AN3434-1 . STRIP . Ze wie 2 κ le te ὁ, E * RC Ske νι ὧν, ὃς w | US wU ἃ 

-49 397-7 . COVER, Electrical terminal block (Henry Engineering) . . . . 
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AN 01-60JKB-4 


FUSELAGE (Cont) 


Section 11 _ 
Group Assembly Parts List 


UNITS USEABLE 


FIGURE & PART ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
173 181-54032 ELECTRICAL EQUIPMENT INSTALLATION,  PFuselage sta 236 to sta 410. . Ref 
(see figure 96 for next assembly) 

-1 AN3158 . LIGHT ASSEMBLY, Tail position. . . . " ο, ον wi κ INE ua S 1 
2W1B24 -20-62 . WASHER, Plain M «A PUES ET EC t 1 
2WSR14-20-62 « WASHER, Plain ANA) s 4o. ce 3 Xo9 Ç X * X X 0 Se UQ š 1 

-2 170-54041 . WASHER, Electric tail position light shock mount ....... 2 

-3 170-54042 . GASKET, Electric tail position light shock mount ....... 1 

-4 AN515-4R14 a ΘΗΝ irot aap € ae er τὰ ws νά š ος Gree Κω QUI E eos 2 

-5 AN960C4 « “WASHER se 5 U Sr ae is le o7, Ua ὦ τὲ RO S $ ο So nS ο” N 

-6 295202-8A . GROMMET, Wire protecting split (UC). . . . . . . . . . . . . . αι 

-T 1HS1 . SWITCH, Hermetically sealed (MCS). . SIDE er A κας ὌΝ, AY ὃς S. w 1 

-8 AN3170-2 . ACTUATOR, -Limit switch class E. . 3 pes x ο. cw € d) WEG 1 

-9 AN515-6R18 v SSOREW: 402 4 4» o9 νο ο > RE Seong ga’ E PS +£ 2 

-10 AN365-632 ve, CNUT o oc vm xS omo us ᾱ- lw Ore Se "E Ὅν ος, irri Uie s 2 

-11 AN3436-1-1 . TERMINAL BLOCK ASSEMBLY, Electrical. . ET 3:3 6-5 ie, Ree “ἃν eg 1 
AN341-6 s ONUD SC sa oy S SU So ee YS. be YS Ten a; Boo ee Ὁ Ves ὅν ο. ο Ve en eh ey ets 1 
AN936A6B ο΄ WASHER: V4 ow e. sessi qmi ew. ος e $. us Foes Bi νο Uv mac, igne L 
AN961-6 a WASHERS δ. 54403 RO S Qh e S oT Se DE ae Cade 5. E Cen τον ὧν 1 

-12 585-2-2 STRIP, Terminal base insulating (NA). . . . . `. verae ere S, l 

-13 AN515-4R10 SCREW ansa 0$ tee καρτ ας ὃς Tal sh Lit tl κώνο δν S^ ο Ὅν W 9 

-14 ANQ60D4 £o WASHER; Veo ue Go ele Re res Ac Ὁ Eve Cel er IE teh ο 2 

-15 AN365-440 a NUT Z τς. ος, -ᾱ. Red y riel c S Ua ie NOS. Jar ias use ΕΣ e e aV ο ο 2 

-16 8c6-2-1 . COVER, Electrical terminal block (NA). ών iui hap eU eas Mae Sete eas 1 

-17 1HS1 . SWITCH,‘ Hermetically sealed (MCS) . be uen Dr a συνε 1 

-18 AN3167-1 . ACTUATOR, Limit switch class B . . . . ter xg as ciet Qu. i-o 9? el 1 

-19 AN5156R16 a, SCREW κα 4b εν ACR OS ϱ 4 ο τος κ. "ἕω eet 2 

-20 AN365-632 "EM Pc 4i. i. IN. uem d. fee en ος LU 2 « 

-21 D5730-5-24 . FORMATION LIGHT, Flush type (GMC) . ον σαι ceo Lunettes Ὁ. SE. ᾳ 2 
AN507 -632R8 ο s ora o3 S X90390 ο te cen ad / ee V U eo o Bee s a e Ü 

-22 295202 -10A . GROMMET, Wire protecting split (UC). M. Me rap μὲ ο TR ey eem desc 1 

-23 35534-2 . THERMOCOUPLE (EDI) ......... ο πως ὡς eee. e alc E 19 
AN515-8R8 που... m stes S e Soe Ears μα BO 
AN365-832 w NUT a S a C πες ἄν che [eumd use PR CE e NŠ ws αφ ee cp Q De" 0 

-24 AN3311-1 . RELAY, 10 ampere 2 pdt hermetically sealed . . . . . . . , + . 1 

-25 AN515-8R8 πα Ανα ΑΡΑ ο Boe ew Sar es SOS -ϱ Qo Ner us ea aie PEELS 2 

-26 AN365-832 . NUT. ο c£ e Φος. céu o. RUE, ME cue. HR eee ου Te. an we wS. de 2 

-27 181-54110 . COVER, Electric relay protection . . . . . . . . + + + + + + x 1 

-28 AN515-6R8 4 SCREW rre eiie ut ο ο tel ice ο S οκ ο ο. 2 

-29 ` AN365-632 ο ο ο o ου. ο s. ib L as Mod Ld P LQ, oer wb GLE: ο... 2 

-30' AN3436-1-7 . TERMINAL BLOCK ASSEMBLY, Electrical. . . . . . , + + < + eee 1 
AN341-6 ΝΟ S Ν᾿ S. Ν᾿ νιν pes Ue Ui. uL TR UV, de 7 
AN936A6B e CWASHER 2303. 47.3.09: Qe, N OST wU S ELEC. a ae eo G «ὦ ee Pre ie T 
AN961-6 £. WASHER: 4 uw ο Ὅν 09 ck TAL, ο mous ο ο ο ο ο” T 

-31 585-2-8 . STRIP, Terminal base insulating (NA) . . . . . . + +, + + + + + 1 

-32 8c6-2-7 . COVER, Electric terminal block . . ο “var celine TE ο... 2 

-33 AN515-4R10 bog GREW oa Aer OO. eee de, eee δρ κ Q Ag ἃ Q7 eo -ῷ “α 2 

-34 AN960D4 a “WASHER. ACCEPI τος ο. 2 

-35 AN365-440 p NUT. o 0x4 € 24, 0€ 475€ UE aT AS s ο ν. ce OR Yus: Ὁ de UN Ce Sispa er po Ct 2 

-36 9047 -48F . RELAY ASSEMBLY, Hermetically sealed (LR). . . . . . . I T 

-37 181-54110 . COVER, Electric relay protection . MM REC EC se + “e a 1 

-38 AN515-8R10 a SCREW z X ο ο μμ Oe ENS V cy ents . ae he vy 2 

-39 AN365-832 < «NUT ui eae! utet eor ο UU ue μ.ο. E aaa 7 ώς, W 2 

-40 AN3436-1-2 . TERMINAL BLOCK ASSEMBLY, Electrical. . . PT NET : $ «3 1 
AN341-6 £ NUD S. ο ο ο ο S. wat de Ne) cm ᾱ. RI. Te £ w Gw. w . «dw 2 
AN936A6B >, WASHERS! ue ο Ode ge WO le . ο "n . i-es < 2 
AN961-6 δ. WASHER? say sis se, “ὁ; S30 an or ta: ἕω. ΟΡ ο e. τῷ ere on Ser, e A D x 2 

-41 5855-2-3 . STRIP, Terminal base insulating (NA) . ο, δι e e. οὐ s ar 1 

-42 AN515-4R10 € SOCREW) Z- V 2 28. et Oa ie Soe Ier ea δρ ees «ee wo» eee UO ne 2 

-43 - ANQ60D4 s WASHERS fees. als. a a a ο . ος ο) E ας 2 

-44 AN365-440 « NUT X 0» 036 € xod lale se εν Lan oy " . 5. δὲ νο δι, ἧς š A 2 

-45 AN3433-2-2 . BUS, Terminal block. . . . . . . . . . a reels . s 1 

-46 866-22 . COVER, Electric terminal block (NA). . US ᾽ 1 
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Group Assembly Parts List AN 01-60JKB-4 
FUSELAGE (Cont) 


. H-181-54-42A 
FIGURE 174 - COMPLETE LH AND RH CANOPY DECK RELAY PANEL ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
174 :1181-54101-1 PANEL ASSEMBLY, Canopy deck relay complete IH . . . . . . . . . . Ref 
(see figure 170 for next assembly) 
181-54101-2 PANEL ASSEMBLY, Canopy deck relay complete RH. . . . . . . . . . Ref 
I (see figure 170 for next assembly) f 
-1 181-54102-1 . PANEL, - Canopy deck relay LH. ......... $a ey E eres 
-2 181-54103 . COVER, Canopy deck relay LH. ........ . ° 
-3 AN515-8R34 a CREW, me: ulus ce ο ο a yey ai wu e eee eg οι ας ar ne * ὁ E 
-4 NAS43DD3 -104 . SPACER, Screw and bolt . . . . . . . , , , la een F Non 
-5 AN960D8L μονο ο ο ο ο oe Jed, “ae . 4 . b τος ua ἃ 
| -6 ` 365-822 ο C πο Neem in, Song. ο ο ο a cae ba oe 
181-54003-3 - HARNESS ASSEMBLY, Intermediate fuselage electrical equip LH. 
(wiring. diagram) š 
-T AN3102M20-T7S - . CONNECTOR s ed d 7 $2 se is " . 
-8 AN3102M22-19S + . CONNECTOR, (LH only) . . . . . . το 
-9 AN3306-1 Sz ce i . 


RELAY iH only). . . . 
RELAY LH only). . . . . 
PANEL, Canopy deck relay RH 
COVER, Canopy deck relay RH 
SCREW. . 


-10 AN3310-1 
-11 181-54102-2 
-12 181-54103 
-13 AN515-8R34 


` + 9 . t n 
* ° 9 ° 5| 9 + 12 5 
9 `. 9 + 9 ο ο 

. 

` ° 9 9 s 9 9 o ο P 

` 8 s s 4 e . ο 
. 
` ` ee ο n 


g 


WI ou ee aes dy 
Me soe ο ν m os n 
E » » ο » ια 


-14 NAS43DD3 -104 SPACER, Screw and bolt... š Ἵν ος Ὁ ç 
-15 AN960D8L WASHER. . . . . . . + + + + < . š "P s 
-16. AN365-832 NUTS Q ys Ὁ S ovs ος νο ioc NS 

181-54003-4 HARNESS ASSEMBLY, Intermediate fuselage equipment RH . . . , 


(wiring diagram) 


-17 AN3102A20-338 CONNECTOR (RH only E oe . 
-18 AN3102M20-7S . CONNECTOR (RH only εν š 
RH only x ; 


RELAY 
. RELAY 


RH only). . . 


-20 AN3306-1 . 
RH only). . . . 


-21 AN3310-1 


` * ο we 


ΓΝΜΩΗ RPFOFFRE REN TD TE PEO γι 


-19 AN3102M22-198 1 . CONNECTOR 


E 
. 
. 
. 
` 


-22 AN3308-1 RELAY RH only)... 
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Section. 11 SECURITY INFORMATION -- RESTRICTED 


Group Assembly Parts List ΑΝ 01-60JKB-4 
FUSELAGE (Cont) 


STA 
236. 125 


H-181-58-6A 


FIGURE 175 - FUSELAGE STATION 236.175 TO STATION 331.5 LH SIDE HYDRAULIC EQUIPMENT 
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SECURITY INFORMATION -- RESTRICTED Section. 11 . 


AN 01-60JKB-l Group Assembly Parts List 
FUSELAGE (Cont): 


FIGURE & . PART : . UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 A4 5 6 7 NOMENCLATURE PER ASSY. CODE 
175 No Number FUSELAGE STATION 236.175 TO STATION 331.5 HYDRAULIC EQUIPMENT . . Ref 
LH SIDE (see figure 177 for next assembly) . 
-1 MS21908D6 I s. EBBOW.. vele. wel. Sal τῷ $ U w. es E ze. “Ὁ . iar η x l 
- AN960D916 : ~ WASHER . . EX š A Senis v 5 E PS 1 
AN924 -6D v. NUD Ae vr ray oin de ον νο ος š . 5 x E xU ariy ος 1 

-2 MS21903D6 . UNION. .. Bolo Me. ὃς Καϊλή 2 -ϱ š "S apu " 1 
AN924 -6D | NUL; | y "cc" IEEE A 1 

-3 181-58810-55 . TUBE ASSEMBLY, Utility return union at station 251 to . . 9 1 

union at station 298 

-4 181 -58810-13 . TUBE ASSEMBLY, Speed brake open from access box to elbow. . : 1 

at station 275.750 : 
-5 MS21907D6 s ης Te coc Uus ruris. xS. Som el aS” fee a es Bute Ke ae et PINO De di bees 2 
AN960D916 s (WASHERS G Su e ο es “ov Ον ᾽ν Bye wo eU su (Gere fe. de NO N 2 
AN921-6D - Ντι . ο roce E E ο ο ο ο QD Be cen, ο ο OSL ὑφ Bee 6 PD 2 
-6 181 -58810-3Τ . TUBE ASSEMBLY, Speed brakes. closed from access box to elbow . 1 
at Station 275.150 

-7 181-58810-41 . . TUBE ASSEMBLY, Speed brakes open from elbow station 275.75. . 1 
to station 298 i 

-8 181 -58810-43 . TUBE ASSEMBLY, Speed brakes closed from elbow at station. , . 1 
275.750 to station 298 

-9 181-58810-53 . TUBE ASSEMBLY, Tail bumper down 45° elbow at station 267 to. 1 
union at station 298 

-10 181-58810-51 . TUBE ASSEMBLY, Tail bumper up 45° elbow at station 266 to.. 1 
union at station 208 

-11 181-58810-89 . TUBE ASSEMBLY, Alternate flight control pressure from access. 1 
box to union station 29 

-12 181-58810-91 . -TUBE ASSEMBLY, Alternate flight control return from union. . 1 

I station 298 to access box . . 

-13 MS21903D6 s Ισ Ρο ος ο Rote uero a Re ορ Vw. ce Mgt br SUN iind 5 
AN960D916 . WASHER ο». MES š yf e Bek. my uw ex š vsu qe" 3g 5 
AN924 -6D x NUT. S Lorius Ge aod sss Mayr ra m os ee des us edi Se os Eoee . 5 

-14 ` MS21901D6 « ADAPTER. i ο o4. oec "xm Gos eh a mo QQ lG a at e in te 2 
AN960D916 a WASHER ue uirum aa S we dese y dere ο... 2 
AN924 -6D - NUT... . a ο m a wh Ug 2 

-15 181-58810-59 . TUBE ASSEMBLY, Tail bumper down station 298 union to. . . . 1 

` station 336 tee 

-16 181-58810-57 - TUBE ASSEMBLY, Tail bumper up station 298.union to. . . . . . 1 

station 338 tee 

-17 181-58810-81 . TUBE ASSEMBLY, Utility return station 298 union to. . . . . . 1 

: station 335.90 elbow Ë 

-18 181-58810-93 . TUBE ASSEMBLY, Alternate flight eontrol return station 298. . 1 

union to station 331 union 

-19 181-58810-95 - TUBE ASSEMBLY, Alternate flight, control pressure station 298. 1 

union to station 331 union 

-20 AN6292-6-23-1/2 : š “HOSE “ASSEMBLY. cs .. oa. ὁ Ὁ 4 9509s μι Ae ES we a Ὁ 1 

-21 AN6292 -6-24 . HOSE ASSEMBLY. . . . 1 

1 


-22 181-58633-1 . HYDRAULIC EQUIPMENT ASSEMBLY, ` Cylinder! speed "brake! actuating. 
š (see figure 178 for detail breakdown) 
ATTACHING PARTS 


AN179-21 BOLT: s; e. QV seer m ο) Soe TW TED Ver e i Y orae Ht ens αν el Bava ese 1 
AN179-16 ο BOLT? ο Seid SA. ο me r Se Aue ο ale Sung Wi give rel tal Der fe 1 
AN960D916 . WASHER . . . . ie . 2 
181-58292 . WASHER, Hyd Speed brake actuating cyl attaching bolt. $ Ὁ 2 
AN310-9 "ΚΝ fags ie φώς e tart DX ποτ ja Dav ος Te DU ESQ AE VE αν 2 
w sC --- 
-23 181-58810-75 . TUBE ASSEMBLY, Alternate flight control pressure from... 1 
x union station 242 to elbow station 244.750 
2h 181-58810-77 . TUBE ASSEMBLY, Alternate flight control return from elbow . . 1 
i station 241 to union station 244.750 
-25 AN6292 -6-23 -1/2 . HOSE ASSEMBLY, . . . . . ο το iiA e ÁN erm. S 2 
-26 150-51-6 . COUPLING (AQ). MCA ta ee ah Se GaP Spm hee) tate 2 
š 155-25-6 + NUT. (AQ); x nisle Z ιν.» RUA le a lO AL De 2 
-27 181-58810-29 . TUBE ASSEMBLY, Alternate flight control return union at . o 1 
station 239 to elbow at station 241 
1 


-28 181-58810-9 i . TUBE ASSEMBLY, Alternate flight control pressure from union . 
at station 239 to elbow at station 241 : 


—— Y nEF n  .. MM an 
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Group Assembly Parts List AN 01-60JKB-h 
FUSELAGE (Cont) 


i 


ες I 
2 


H-181-58-47A 


FIGURE 176 - FUSELAGE STATION 53 HYDRAULIC MATING INSTALLATION 
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E 


SECURITY INFORMATION — RESTRICTED 


ΑΝ 01-60JKB-4 
FUSELAGE (Cont) 


Section. 11 _ 


Group Assembly Parts List 


FIGURE & PART : UNITS USEABLE: ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
176 181 -58019 HYDRAULIC MATING INSTALLATION, Fuselage station 53 . . . . . . Ref 

(see figure 71 for next assembly 
-1 181-58819-39 . LINE ASSEMBLY, Wing fold from elbow fuselage station 50 . . 1 
to elbow fuselage station 70 
-2 181 -58819-41 . LINE ASSEMBLY, Wing spread from elbow fuselage station 51 . . 1 
to elbow fuselage station 71 
-3 MS21908D6 s. ELBOW 2 We 1o 00d SS οφ 9o 9 ω 8, ο fer p ο Tel do ue d 2 
AN960D916 Ὁ WASHERS S Ug scu au s ως anite WE co? Vea NT S ο $e Se ere q a Q, O 
AN924 -6D μα κο Εμ μα wg AS Qw S. Med S e ETE S πολ. Sh tee Nan aeae Yel e 2 
-4 181 -58819-25 . LINE ASSEMBLY, System return from union to union fuselage . . 1 
. station 49 to station 53 
-5 MS21903D4 . UNION. ^ εὖ» bs! Hak Clay Ve SU, μα ως ο ο thc NG, RA a Te T š 1 
AN960D716 . WASHER . . NE" š s wi. wv ugue Q à ————— n 1 
AN924 -4D e C NUT VS ac V r tes dure a ai: φὰ ο a ο. 1 Σ 
-6 MS21908D8 s ELBOW, ox £u a er 9 vote Wit ο è 7 "C 2 
AN960D1216 . WASHER . . «ο. . . 279 ds. "a ιτ " š < ὁ 2 
AN924 -8D ο με ο ο ο ο ο kes sets Boca. ο ο ο... 
-T 181 -58819-27 . LINE ASSEMBLY, System pressure from union to elbow fuselage . 1 
station 51 
-8 181-58819-31 . LINE ASSEMBLY, System return from tee to elbow fuselage . 1 
. station 51 
-9 181-58819-33 . LINE ASSEMBLY, System return from elbow to elbow fuselage . . 1 
: station 51 to station 40 
-10 181-58819-29 . LINE ASSEMBLY, System pressure from elbow to tee fuselage " 1 
Station 51 to station 13 
-11 181-58123 . SUPPORT ASSEMBLY, Hydraulic fuselage station 53 lower . . . 1 
: . RH lines 
ATTACHING PARTS - 
AN3-13A .UBOETD 52-48 Cet edie Sy. Be ο ο a ie ah Qusa ο} 2 
AN960D10L i, WASHER S iE Au ul uv sears οσο Des RUN Gay ο ο sur NS re gan" WE 
à ad ως : 
-12 181-58819-43 . LINE ASSEMBLY, System pressure from elbow fuselage station , 1 
to selector valve 
-13 181-58819-45 . LINE ASSEMBLY, System return bulkhead union fuselage station. 1 
53 to check valve fuselage station HH 
-14 181-58819-61 . LINE ASSEMBLY, Landing gear up elbow station 71 to tee ... 1 
station 50 ; 
-15 181 -58819-49 . LINE ASSEMBLY, Landing gear down tee station 47 to elbow . . 1 
fuselage station 71 RH side 
-16 181-58819-69 . LINE ASSEMBLY, System from elbow to union fuselage .... 1 
Station 53 3 ^ 
-17 MS21908D4 ο SEDBOW. ο ος ο eb el τς. I Jer SA Je ey ο Wine ιός. is, ας δ. J 
AN924-4D Wc NUT. u Sh ea EE, are KT c ae Bee Wie SS eee ο 1 
-18 181-58819-71 . LINE ASSEMBLY, Emergency return from elbow to tee fuselage . 1 
station 53 : ; 
-19 .181-58819-73 . LINE ASSEMBLY, Emergency return from elbow to elbow . . š 1 
; station 53 
-20 181 -58819-63 LINE ASSEMBLY, Emergency return elbow station 36 to check " 1 
valve station 42 
-21 181-58819-67 . LINE ASSEMBLY, Utility system return from elbow to union . . 1 Ν 
fuselage station 53 
-22 181-58819-59 . LINE ASSEMBLY, Emergency dump check valve station 57-5/8 to . 1 
; tee station 50 
-23 181-58819-65 . LINE ASSEMBLY, Emergency return check valve station 45 to , . 1 
elbow station 52 
-24 MS21908D6 v. ELBOW- ο ος. eve 9. ah τὸ; ome s aaye e 9 9 9 ο ο ὁ ο ο ὁ ὁ ο 6 1 
AN924 -6D s ΝΕΤ S. 2 060.939€ 9v o» 7 74178) ο- ᾱ 6. -ᾱ- y ὁ e * ° ο * ὁ ο e ο ο ὁ 1 
AN960D916 ¿U WASHER: jo ο αμ restes age. Ua os teu a o» ev e a ο Sup E E. vl 
-25 MS 28741-4-10 . HOSE ASSEMBLY ..... + + + o o «Ὁ es Do Ce ο Φ 4 4. οἱ ὦ 1 
-26 MS21902D6 & UNION ue Boe ο αν. OR ae Ze . ο, ο Sat Me ο t al Φ 2 
-27 ' AN6280-6 v. VALVE- impr ues ο de νο ha ei ee) “ὁ, Se τ 5: fel ο ο ο «νι τφ 1 
-e8 AN6290-6 a GASKET 0 3-642699 So Wl. 3 v9. i-e oe ο »» sie 4 
-29 MS21910D6 HE CCo ELM "OMM". cc Acc REI 
-30 5R15-6 . RING, Split back-up (NA)... . . + + + + + + +s sls νο ον 1 
-31 AN6289-6 of μμ eter απ Αν Se t 2 .1 
-32 MS21916D6-4 x) REDUCER 2.4 4. 2 2 vo μα Ses Bg Re Steen Ss Ba we Sone xe nonce ok 
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Group Assembly Parts List ΑΝ 01-60JKB-4 
"FUSELAGE (Cont) 


32 31 (59 . 
. H-181-58-7A 


FIGURE 177 - FUSELAGE STATION 236.135 TO STATION 331.5 HYDRAULIC AND MATING EQUIPMENT 


= x, s. Y FF 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBRR 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
177 FUSELAGE STA 236.135 TO STA 331.5 HYDRAULIC AND MATING EQUIPMENT 
181-58010 .. HYDRAULIC EQUIPMENT INSTALLATION, Fuselage sta 236.125 to . . Ref 
fuselage sta 331.500 (see figure 96 for next assembly) 
No Number > . FUSELAGE STA 236.125 TO STA 331.5 HYDRAULIC EQUIPMENT LH . Ref 
SIDE (see figure 175 for detail breakdown) 
l -1 MS21903D6 ea UNION. . ooo 9 ce w νη. ο ο νο as nens 1 
AN960D916 . . WASHER . .. ο ὁ ο « ο « ο ο ο my Erie Far er ee A «άν τον ο Go TE 1 
AN924 -6D ze wee NUT τῳ caT ar ο ο) ος u. ο G. ο ο ο de jener ade ng 1 
: -2 181-58810-19 . . TUBE ASSEMBLY, Arresting hook retract pressure from union. 1 
station 299.125 to union station 331.5 


322 RESTRICTED i Revised 15 September 1953 


i 


SECURITY INFORMATION — RESTRICTED 


ΑΝ O1-60JKB-À 


FUSELAGE (Cont) 


Section. ΙΙ 
Group Assembly Parts List 


/ FIGURE & PART , UNITS USEABLE ON 


INDEX NUMBER 


177-3 


NUMBER 
181 -586 33-2 


1 
. + HYDRAULIC EQUIPMENT ASSEMBLY, 


2 


ATTACHING PARTS 


᾿ΑΝ1Τ9-16 


AN179-21 
181-58292 
AN960D916 
AN310-9 

---κ 
AN6292-6-23-1/2 
AN6292 -6 -2} -1/2 
MS21901D6 
AN960D916 
ANO24 -6D 
MS21916D6 -4 
181 -58810-79 


MS21901D4 
AN924-4D 
3H3-4-13 


` 181-58810o-65 


181-58810-69 


MS21902D6 
181-58810-63 


.181-58810-67 


181-58810-87 
181-58810-71 


181-58810-61 
181-58810-73 
181 -58810~49 
181-58646 


ee ο 0 we we 


ATTACHING PARTS 


325-625 .093S 


163-58715 
163-587261 
163-587259 
AN6227 -9 
2W1R40-30-62 
163-587260 
MS2190206 
AN6290-6 
181-58810-39 


MS21916D6-4 
AN6290-4 
181-58810-7 


181-58810-23 


150-1-8 
155-25-8 

AN6292 -8-21-1/2 
MS21901D8 

AN924 -8D 
MS21901D6 
ANQ24-6D  . 
AN6292 -6 -22 -1/2 
150-1-6 
150-25-6 
181-58810-11 


181-58810-33 
181-58022 


` 181-58822-3 


181-58822-17 
181-58822-9 
181-58822-11 
181-58822-7 


Revised 15 September 1953 


` * e + * 9 9 ο 


HYDRAULIC MATING INSTALLATION, 


3 4 5 6 7 


NOMENCLATURE ` PER ASSY. 
Cylinder speed brake . . . . 1 


actuating RH (see figure 178 for detail breakdown) 


BOLT, lute. 


BOE,» urs 


WASHER, Hydraulic speed brake actuating cyl attaching bolt 


WASHER .... 
NUT Sah 2: ta κ 


HOSE ASSEMBLY 
HOSE ASSEMBLY 
ADAPTER . . . 
WASHER . .. 
NUT. cvs 
REDUCER . . . 
TUBE ASSEMBLY, 


oe we ο 9 n 


union station 297 to union station 299,125 


ADAPTER . 3... 
NUT 4-4 9 vo 
HOSE ASSEMBLY, 
TUBE ASSEMBLY, 


union station 298 


TUBE ASSEMBLY, 


union station 298 


UNION . . . . . 
TUBE ASSEMBLY, 


eof t 9 9 9 c5 c5 c5 5. c5 « $5 5 9 ο < ὁ « « ο ο 


TOTO IO ES (2 


“φον 5 (9) 8, Ser iA seh ντ c9 τῷ "S ce ies Be 19 9... τα 


s... 
`. | ὁ t n 
. 


ee 9 ο 


. . 
. . ο e ο 
. ο . . 


hook ‘retract pressure 


ee ew 9 ee 


Arresting from 
Plastic covered (make from M$28741.4213) (wa) 
Speed brake open union station 277 to . , 


Speed brake open union station 277 to. . 


PD P πη ἕνα Λε. 


Speed brake open union station 272 to à h : 


union station 277 


TUBE ASSEMBLY, 
union sta 
ASSEMBLY, 


ASSEMBLY, 


TUBE 
TUBE 


reservoir to access box 


TUBE ASSEMBLY, 
elbow at 


TUBE ASSEMBLY, 


reservoir:to access box 


TUBE ASSEMBLY, 


reservoir to gauge 


HYDRAULIC EQUIP 
control s 


CLAMP (MAR) . 


GAUGE ASSEMBLY, 
TUBE, 
HOUSING; 
PACKING .. 
WASHER, Pla 
FITTING, 
UNION ... 
- GASKET... 
TUBE ASSEMBLY, 


5 5 ee we 


from gauge to vent fitting 


REDUCER . . . . 
GASKET . . . 
TUBE ASSEMBLY, 
to union 
TUBE ASSEMBLY, 
to union 
COUPLING (AQ) 


-NUT (AQ) . 


HOSE ASSEMBLY . 
ADAPTER... . 
NUT. Z οὐ loa 
ADAPTER . . . . 
NUT . 233 < š 
HOSE ASSEMBLY . 
COUPLING (AQ) 
NUT (AQ)... 
TUBE ASSEMBLY, 


Hydraulic flight control air purging sight .. 
Hydraulic flight control air purging sight 


Hydraulic flight control air purging sight 


Speed brake close union station 213 to , 
tion 279 

Reservoir drain from reservoir to access box 
Alternate flight control suction from ; . , 


pressure from . , 
at access box 
return from . .. 


Alternate flight control 
top of reservoir to union 
Alternate flight control 


Alternate flight control overboard vent from 


PF HB B HB w 


MENT ASSEMBLY, Reservoir 


alternate flight . 1 
ystem (see figure 179 for 


detail breakdown) 


Hydraulic flight control air purging sight 


κ (aj : : : : ° * * * ° ° m om ot] nm n n : 


Alternate flight 


FR DODDI PP Λ)Ι ny 


control overboard vent . 


Utility pressure from elbow station 244.756 
station 239 


Utility return from elbow station 244.750 .- 
station 239 


. . ο . . 


. . . 
. ο . . . . 
. ο. . . . ο . 
. . . . 
. ` . 


. . 
. . 
. . 
. . 
. . 
. . 


e * * e e + e 5 s 
ee * 9 ee ν ο 
. 
` ° * e c9 $9 ο 5$ ο 
. 


. . 
. . . 
. . . . 
.. . o 8 . 
. . «. . 
` . . ee . 


aoe . 


. 
. 
. 

. . 

. . 

. . 

. . . . 


pressure from 


bee 5 © © » 5 * s α 

o 

Be sto » ο e e wae 
BIDENS H ppp 


g. 
ΕἸ 


Normal flight control 


at station 239.125 to, union at Station 331.5 


TUBE ASSEMBLY, 


m 


Normal flight control return from union . . 


Station 331.5 to station 239 


(see figure 
LINE ASSEMBLY, 


Fuselage station 331.5... . Ref 
96 for next assemb1y) x 


Normal flight control pressure from union . 


m 


Station 331.5 to elbow filter 


LINE ASSEMBLY, 


Station 375.175 to union station 331.5 


LINE ASSEMBLY, 


Normal flight control return from union . . 


Mon 


Alternate pressure from union station . . . 


344,25 to union station 331.5 


LINE ASSEMBLY, 
to union 
LINE ASSEMBLY, 


Alternate return from union station 331.5 . 1 
station 344.25 
Arresting hook retract from union station . 1 


340.25 to union station 331.5 
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Section. 1 _ SECURITY INFORMATION = RESTRICTED 


Group Assembly Parts List © AN 01-60JKB-4 
| ` FUSELAGE (Cont) 


syn 


H-181-58-5 


FIGURE 178 - CYLINDER SPEED BRAKE ACTUATING EQUIPMENT ASSEMBLY 
324. : RESTRICTED 


PART 
NUMBER 


181-58633-1 


181 -58633-2 


AN924D6 
105-00156 
181-58810-3 


181-58810-5 


AN6289-6D 
ER833-6D 
AN6290-6 
AN6291-6 
AN815-6D 
181-58033-1 
181-58033-2 
1N7-10A 
2W15-10 
181-58131-5 
181-58131-3 
HSBGOSA 
ANQ44-101 
1N6-30 
181-58127 -3 
NAS50-145 
7R4-19D 
AN6231A9 


2W1ALP65 -46-40 


2W12-19 
AN6246-19 
AN6227 -19 
AN6244-2 
AN6230-2 
181-58126-3 
181-58126-4 
181-58128 
181-58128-3 
181-58128-5 
181-58128-7 
AN6246-24 
AN6227 -24 
181-58132 
AN814-6D 
AN6290-6 


<` 


SECURITY INFORMATION — RESTRICTED 
AN 01-60JKB-4 
FUSELAGE (Cont) 


1 2 3 4 5 6 7 NOMENCLATURE 


HYDRAULIC EQUIPMENT ASSEMBLY, Cylinder speed brake actuating . 


(see figure 175 for next assembly) 


HYDRAULIC EQUIPMENT ASSEMBLY, Cylinder speed brake actuating 


(see figure 177 for next assembly) 


. °. 9 9 » ο è ο 9 c9 » c9 $9 € 9 9 * ὁ ὁ ὁ o o 


` UNION (wa) ; 


| LINE ASSEMBLY, Speed brake closed from union on cylinder 


head to elbow on cylinder end LH 


head to elbow on cylinder end RH 

NUT, Flared tube universal fitting . .. 
ELBOW (WH) .........:..... 
GASKET, Straight thread tube fitting boss 
RING, Hydraulic fitting pun back-up è 
UNION ... 

CYLINDER ASSEMBLY, “Hydraulic speed "brake “actuating LH 
CYLINDER ASSEMBLY, Hydraulic speed brake actuating RH 
.. NUT, Check (NA)... . 2.2.2.2. ç sç sç ç e h s s s 
WASHER, Lock T è 


. BEARING (Halfco Bearing Co.) da 3.3 we Sl νο 
. FITTING .. ος Gn ee se ος Tr eue “E> ἃ 
NUT, Cylinder lock ` (NA) : 

CYLINDER END, Hydraulic speed "brake actuating 
RING, Internal retainer ... 
RETAINER, Wiper ring (ΝΑ) .. 
SCAPER, Rod hydraulic piston , 
WASHER, Plain (NA) ..... 
WASHER, Felt (NA) . 
RING, Hydraulic packing back-up 
"O" RING, Hydraulic packing . . 
RING, Hydraulic gasket back-up . 2 
GASKET, "O" ring hydraulic . . . . P" 
CYLINDER HEAD, Hydraulic speed brake actuating LH 
CYLINDER HEAD, Hydraulic speed brake actuating RH 


. > . ο ο 
oe 


. . 
. . 
. « 
. . 
. . 
. . 
. . 


* 9 e s 9 q e e (9 o 9 ο 


9 ° s e ο 9 n ο 


RING, Hydraulic packing back-up ......... 
"O" RING, Hydraulic packing . ... . 
BARREL, Hydraulic speed brake actuating cylinder š 
PLUG .. FS 
: GASKET, Straight thread "tube fitting boss ie es 


e. 9 ° 9 e e e ὁ o qa e $ 9 6 o ὁ a ὁ € à o * ^» o o Q o a * o e o 5» * 


* * < s 9 c9 s e 9 0 ə s s s s s s 9 e e s e o ὁ ὁ ο s 


w e + + 9 s 5$ ο 0 ὁ ο 5 


LINE ASSEMBLY, ` Speed brake closed from union on cylinder 


ROD END ASSEMBLY, Hydraulic "speed "brake actuating eylin 
- ROD END, Hydraulic speed brake actuating cylinder 


in 


ce 33 


. 
. 
. 
. 


eo; ος ie d 


PISTON ASSEMBLY, Hydraulic speed brake actuating cylinder: 
. + PISTON, Hydraulic speed brake actuating cylinder. 
. ROD, Hydraulic speed brake actuating cylinder piston 
. SLEEVE, Hydraulic speed brake actuating cylinder piston 


ee ee 


Section 


11 


Group Assembly Parts List 


UNITS USEABLE ON 


PER ASSY. 


Ref 


Ref 


Pee 


BRP RP NE EP BPP PRP NEP NPR BHP PRP NPP PEEP EEE μα μέλ με» H 


CODE 


RESTRICTED 


325 


E 

Ε 
ω 
ΓἼ 
5 
x 
l 
2 
9 
: 
° 
Ms 
š 
3 
e 
2 
ο 
a 


‘Il 


Section 


E: 
g 
ο 
Q. 
hU 
= 
° 
z 
< 


Group Assembly Parts List 


FUSELAGE (Cont) 


H-181-58-10B 


FIGURE 179 - RESERVOIR ALTERNATE FLIGHT CONTROL SYSTEM HYDRAULIC EQUIPMENT ASSEMBLY 
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ΑΝ 01-60JKB-4 Group Assembly Parts List 
FUSELAGE (Cont) l 


FIGURE & PART UNITS USEABLE ON 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 x: NOMENCLATURE PER ASSY. CODE 

179 181-58616 HYDRAULIC EQUIPMENT ASSEMBLY, Reservoir alternate flight control Ref 
system (see figure 177 for next assembly) 
-l MS21908D6 S ΩΣ ΜΜ CE ο ο Yes la Ve) ο ar ο. 1 
-2 ΑΝ6289 -6 S. ONUS Sus Sees νεος, ο to Us, aga, ὅς αφ S UNI Wa xS US ΤΉ ΤΝ Sot we et ορ 3 
-3 5R16-6 . RING, Spiral back-up (NA) . .... ο «Ὁ omis κ 3 
-4 AN6290-6 s GASKET sod. Reus ο, ὃν δω. ce Ye "n é Sow T Se 4 
-5 MS21908-4 e- BEBOW. ο eae a ee Kel ee Oe ν > PS δν, A vers 1 
-6 AN6289-à e NU Ou ues alte y ch a) R τίνι ο ᾱ. š $E os 1 
oT 5R15-4 . RING, Split back-up (NA) ...... 5 pee ο ον ο 1 
-8 AN6290-4 4. “GASKET Q0 we eal Se A 3 X VS ο E v s PIE 1 
-9 MS21913D6 . “PLUGS 4 ve el sex, SU coy Deve oo . š Lo. oci + 
-10 `  MS21908-6 x «ELBOW. -z e o4 Ra y we να IUS Gel ea Be ele CTS θε ος 2 
-11 MS21916-12-8 . REDUCER . Vise. er se tah Pe ος o 1 
-12 AN6290-12 « GASKET . . "EE s na i ea 1 
-13 :  187-58039 . RESERVOIR ASSEMBLY, Hydraulic flight control "system ois. "ἄρ ὁ 1 
š š poubensedss 187 -58038-10 for future procurement) 
see figure 211 for additional next assembly) 

-14 187 -58483 : - . NUT, Hydraulic flight control reservoir sight gage M 1 
-15 187 -58485 . . SHAFT, Hydraulic flight control reservoir sight gage cS ots 1 
-16 187 -58484 . . TUBE, Hydraulic flight control reservoir sight gage ... 1 
-17 AN6227-5 5, 4e SPACKOING S Ὁ, cose ces le uh Bona τς SW. te. W. fev ον ce oes ies e^ o ee ete Ὁ Ὦ 1 
` -18 187 -58486 ο SPRING, Compression a ets ο x09 οι € 4 4 ue 90 vl. Ὁ ο SQ 1 
-19 2W1C17-14-62 - . WASHER, Plain (NA) .. κο COPIE, E 1 
-20 ° 187-58481 . . BARREL, Hydraulic flight control reservoir cael ey Dt ie 1 
-21 NAS51-87 e + RING, External retainer . . . . + +< .. + + s s... 1 
-22 AN6227 -13 I. . PACKING . . S: eh UE ΑΕ ΕΝ EE LECCE EE 1 
-23 187-58482 . . PROBE ASSEMBLY; Hydraulic flight control reservoir pressure 1 
-24 '187 -58493 . . SPRING, Compression . Most n te š " 1 
-25 187 -58487 -3 . . PISTON, Hydraulic flight control reservoir S ewe cem VV . 1 
-26 2 1020-16-69 . . WASHER, Plain (NA) .......... νο. ος τρ ᾱ 2! 
-27 187 -58489 . . SPRING, Compression . 1 

-28 187-58491 š - . POPPET ASSEMBLY, Hydraulic flight “control "réservoir rélief 1 ; 
187 -58488 . . . POPPET, Hydraulic flight control reservoir relief ... 1 
` 187-58491-3 - . . SEAL, Hydraulic flight control reservoir relief poppet. 1 
-29 5R16-48 . . RING, Spiral back-up (ΝᾺ). ............... 2 
-30 AN6227 -48 a> ο PACKING ο SY ce Sine: eines $e um ο e 197 7-8 ὧν Te e ete sos 1 
-31 5R16-8 . . RING, Spiral back-up (NA) m are ..:.......... 2 
-32 AN6227-8 4 x0 PACKING να a CES We XS Us ee Soe Oy Ctm we ἂν aes vee sche 1 
. -33 AN6290-8 . . GASKET .. š s < s< < “e e “° ° 1 
~34 187 -58490 . . ROD, Hydraulic flight “control reservoir piston ο 1 
-35 AN6230-25 e . GASKET .. . . Xe N. SQ CPP 1 
-36 187 -58495 . . SUMP, Hydraulic ` flight control reservoir ERA DC EN 1 


(supersedes 187-58149 for future procurement) 
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FUSELAGE (Cont) 


H-181-58-60A 


FIGURE 180 - FUSELAGE STATION 244 TO FUSELAGE STATION 275 AFT PANEL HYDRAULIC EQUIPMENT INSTALLATION 
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SECURITY INFORMATION — RESTRICTED Section. Ir . 


AN 01-60JKB-h Group Assembly Parts List 
FUSELAGE (Cont) 


FIGURE & PART . UNITS USEABLE ON 
INDEX' NUMBER NUMBER 1 2 3 4 5. 6 7 NOMENCLATURE , PER ASSY. CODE 


. 1181-58011 HYDRAULIC EQUIPMENT INSTALLATION, Fuselage station 244 to. . . .- Ref 
fuselage station 275 aft panel 
I ieee figure 181 for additional breakdown) 
see figure 96 for next assembly) 
-1 181-58647 ] . HYDRAULIC EQUIPMENT ASSEMBLY, Speed brake open restrictor . . 1 
-2 MS21911D6 νυ. i cm nae etl ce de tw te νη 1 
-3 MS21902D6 ὃν ie VUNION το: secure rine. ο LE, sai Ya ο say nde Ter ο απ Ve Meds 1 
-h 1VÀ-20-30 - + VALVE ASSEMBLY, Hydraulic one-way restrictor (NA). . . . . 1 
I (see ANO3-30CX-l for detail breakdown) 
-5 MS21903D6 a ο UNIONS S v ος φῶ ar ae ca. de Ὁ lo tes mre δν. Ge elke Ser 1 
-6 AN6289-6 saw NUT S πο ret ue cen Se a le ee Ομ”... Επ š: “9 1 
-7 5R15-6 + + . RING, Split back-up (NA) PI s ον wu ww. -ᾱ S5. cg 1 
-8 AN926-6 s u PME th απ ο ου 1 
-9 MS21916D6-4 x REDUCER , . . . «ο ΠΠ e ο SS IT lS ¿SQ at Gw e 1 
-10 MS21916D8-6 A REDUCER 4 . . . ww —— Ge πο ο Se cie] xe 1 
-11 AN6290-6 ο GASKETS drsny Sih Rae ο αν we be ὦ wks : 6 
-12 AN960D916 - WASHER . ....... Qai ο. SLE. ιν SS C Si m 1 
-13 AN926D6 s. NUTS, ΕΗ. ο Siue Ras een ver den νυν ΜΗ...” 1 
-14 181-58665 . HYDRAULIC EQUIPMENT ASSEMBLY, Valve speed brake and tail. . . 1 
bumper selector (see figure 184 for detail breakdown) 
-15 181-58622 . HYDRAULIC EQUIPMENT ASSEMBLY, Transmitter alternate flight. 1 
: control pressure (see figure 183 for detail breakdown) 
-16 181-58692 . HYDRAULIC EQUIPMENT ASSEMBLY, Pump alternate flight control. 1 
, motor driven (see figure 189 for detail breakdown) 
-17 AN6271-4-11 a HOSE- ASSEMBLY. ο 3-6 4.4 sese cw gube c al we s" Ww y et dL Og. Tg 1 
-18 AN6289-6 s NUT ο oet ἱεραὶ πο ο ος ο ο. acs 1 
-19 5R15-6 3 - RING, Split back-up (ΝΑ). . . ο κ ον νο ο a. a O Q. Ç 1 
-20 AN6290-6 S p AG ASKED cat 2 L u Tet :οἳ tuii cv. Ue SEED Vr αν VT S. XU APUL Sa 2 
-21 AN6280-5 s e VALVE sna ο ο Ide Dec wo wo iw CROCO ies hende ορ... 1 
-22 MS21902D6 s UNTON: e ο ο “o> So ο er ae te ae ae Veh Sue. oR τς. MO es ae Z i. oe 1 
-23 181-5869. . HYDRAULIC EQUIPMENT ASSEMBLY, Filter alternate flight control 1 
pressure (see figure 190 for detail breakdown 
-24 181-58679 + HYDRAULIC EQUIPMENT ASSEMBLY, Accumulator alternate flight. . 1 
control (see figure 186 for détail breakdown) 
325-.625-5.4378 : . CLAMP (MAR) . . . « . S s . sen aU en qm lw ο 2 
-25 181-58677 . HYDRAULIC EQUIPMENT ASSEMBLY, Filter alternate flight control 1 
system return é 
-26 AN6234 -2 $^ ρου ο ρα ο a 3 L hs oh Re Sk Senet ον πες “54ος L 
-27 MS21908D6 @ 6. SISLBOW X: G. ο e a e YP e Rue GU S G Q ey κοι ὦ, GO eet 1 
-28 AN6289-6 x vor NUT να Me ee S BE ο as eh JS ne ο ο ᾱ..4 a wee tes TQ 2 
-29 5R15-6 . + RING, Spiral back-up (NA). . ................ 2 
-30 AN6290-6 ex G6 GASKET SC n sw δν us CR sed ce Oe eo Ghat (olives tid Man ας ο C Ue Sere aq 2 
-31 ' M321912D6 * ESTEE mu, ο ος Dev efr te ZEIT ο ο wes aco? quiam. . . ο 1 
-32 MS21908D8 v. ELBOW, 435x059. e tese ο ο Ue me. λος, οὖς. JO Tee SS as 2 
AN960D1216 « c WASHER 4 ο des uw Tee ο acere oue a white SER uec ee Os 4 
AN924D8 pM So for ND "CM 2 
-33 MS21911D8 . TEE. . ον aec USU κ ᾿ὰ, der a Aid cx ets E ἃν ο "ο. ος IIIS od of. a “Q 1 
-34 MS21916D8-6 E . REDUCER. ...... PRECES "E . on "P" 1 
AN6290-8 - . GASKET’. . . . . . . Lc op fai PES . ο 1 
-35 AN6280-6 . VALVE. . Ete eue τῷ 9 ο ο . iy . at d 1 
AN6290-6 . GASKET Wa ών wp a AW . ο ο . ο ο c9. e QR ὁ) i. 2 
-36 MS21902D6 "πρίονι or es vit geek coe a! p Dew oar fe aeons 1 
-37 181-58680 - HYDRAULIC EQUIPMENT ASSEMBLY, Valve alternate flight control. 1 
‘ relief 
-38 AN6279-6CD e « VALVE . aya ec ο ο ο . a i fe art ο od. Se: 1 
-39 AN6290-6 zoe DOASKET. 20. V e ee oe N e Q V. us Jede ο ορ... 4 
-40 5R15-6 - + RING, Split back-up (ΝΑ)............ . < en ep he 3 
-41 AN6289-6 xc o NM ae aola o ο. Jal Sec TR . s € 7 © ο ά *» * 5 irs 3 
-42 ER833-6D . . ELBOW (ΜΗ). . . . ο stt Date vei sh Ἔν ate 1 
-43 AN832-6D el ny ο ο ο suyos Ws E qa di ee ωρα ο”... 
ET AN927-6D >” ῳ ELBOW 2 024.909 3 δις. Sh w TS) ae W Wes cya whe S A a 1 
-45 ER804-6D ot Set DEBS (WE) corel s a Bo see a e SU er WR re ee Go eee s aie 1 
-46 181-58681 . HYDRAULIC EQUIPMENT ASSEMBLY, Valve alternate flight control 1 
transfer (see figure 182 for detail breakdown 
-47 AN815D4 Site? ρου U Sve! lm Cat Te? ay De eps IVO gehen owe WI ug . ‘1 
-48 AN926D4 am LEES, e n ZP aE N Yor ei 2x8 . kde. d ves "ὦ: αι. ἐάν. lar, ο E se . . i 
-49 _MS21911D4 . gh TEE o eoim SPG Q X^ Ncc $ en a" carr. Wo c6 Om, ὃς Ὁ; αν ey δ) S . 1 
-50. MS21908D4 Z - ELBOWS t ave Goh ον S fo: 39 a on y 3 ΟΝ, m a ο w m 1 
-51 AN6290-4 Z SGASKED. ο ei toys ao Ba t eie rur S vis ae areis te eat Sea Z awe’ S 4 
-52 5R15-4 . RING, Split back-up (NA). . . . . . .. .. csl l ος 2 
-53 AN6289 -4 ES UAM SS EM DC aw cele. Se Bee? a ae hs tan es ee ae 2 
-54 MS21902D4 . UNION. . 4... ὁ 69 ewes . es $ 1-34" ο’ a ὅν - ta toe, Sa 1 
` -55 MS21908D6 . ELBOW. lx wi sw: e. Ta^ le DH) «ποτ w. 1 
AN924 -6D QUUNIBBL- Lou ο S de ο. EO s dx "TEM ως ies Je: 1 
.  AN960D916 ο) SWASHER. ας os a Ue Ux “Malan ta cin a) BG AP veu dox de SS. αι Q a Ὁ 
-56 MS21916D8-6 »' ο -o ces eet a ee. $ . $0. ee ir Vac. Tec eive ve uie. Cal Se: " 1 
-57 MS21911D6 μον ο ο κα ο ον ο ο ο 1 
AN960D916 s WASHER ¿ . a 0 20.3 κα αν eere HU 0r e TES ee a 1 
AN924 -6D ° NUL 2204 du 06 Ι.Ν ngs ο tes Gaa a a a a uw a ros 1 
181-58678 - HYDRAULIC EQUIPMENT ASSEMBLY, Switch alternate flight control 2 
pressure 
-58 MS21908D4 vow BLBOW iW. aoo» 30x -ᾱ e «πα í CE . END REC Pu 1 
AN6289-4 a, nd?» NUD Z Sua ο es Bde: ido neo e de G Nel cam ce Be ο Bs “Ὁ ο εκ 1 
5R15-4 .. RING, Split back-up (NA)... . . . 4... cnn 1 
AN6290-4 s: Sa v GASKET: o uU. gS es el 822 mas cat SS S adh eat ο αν bt ον f 1 
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FUSELAGE (Cont) 


FIGURE & i PART : UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
180-59 MS21910D4 Εν sel Ld ARIES "E š "m 1 
AN6289-4 E "ES UU AL τοι ο ο Se Ὅς -ῳ ww . . v S YS 1 
5R15-4 . . RING, Split back-up (NA). . . . . dur δν rude Ne 1 
AN6290-4 . . GASKET. . . enepar (δ; se cen de Mat ret Sad ^g 2 5 m š 1 
-60 1516-15-1 . SWITCH (STB) ds τν ΙΝ WERT INTE MeN. Be 1 
-61 181-58666 š HYDRAULIC EQUIPMENT ASSEMBLY, Valve speed brake dump. » 1 
° (see figure 185 for detail breakdown) 
181-58612 . HYDRAULIC EQUIPMENT ASSEMBLY, Switch alternate κών control 2 

-62 1516-16-3 š . SWITCH (STB) Wo Se Se . ç TS £ 1 

-63 MS21902D4 š s UNION a u$ NU ήχο ο αν Wp) as uer ey SSE ER ET EL me V. S€ 1 
AN6290-1 5 a t GASKET; Su. S ο. αν Ὅν ea has Sa ere. ο σας 1 

-64 MS21912D6 a TEES arn a $us e. cem ο πας ο OUE UJ. 2 
AN924-6D e) NUT. ences ο ος -ᾱ- ae. En RIS, SE. ο SMa ᾱ d oY aig 2 
AN960D916 . WASHER . . . . . . BTE E s a Fa è š vs 4 

-65 MS21903D6 .* UNION. 4 Q < ore eat ele, € Og Ὁ š š . " ο... 1 
AN924 -6D av NUT. Ya (al tae sr we, κ ο. . $^ ie? ἧς 5 . 1 

' ΑΝΟΘΟΡΟΙ6 9252 WASHER -srian Uem oho. RU E to gw š š š š 1 

-66 MS21908D6 .. με ΜΑ Ve ας Wo Ce Lies “ο Wo verge, ete Sue Ae UE IS 2 
AN924 -6D s το, ο pede de ms INI Ὁ ο τ 2 
AN960D916 . WASHER TNCS $^ wk xe! cuo de, Be? Wr ο LE E πο... 4 

-67 181-58691 š HYDRAULIC ' EQUIPMENT ASSEMBLY, Gage alternate flight control. 1 

air (see figure 188 for detail breakdown) 

-68 181-58619 . HYDRAULIC EQUIPMENT ASSEMBLY, Valve alternate flight control. 1 

, ; accumulator pressure dump 

-69 10-1006 . . VALVE (Proof Industries Corp). . . . . . . . + + + + eee 1 

-70 AN6290-4 . . GASKET. . . Wow Bi Me cs μυ”. 2 

-71 5R15-4 2 RING, Spiral back-up (NA). S δν νο a ῷ. ὦ, ὦ š A 1 

-72 AN6289-4 6 e NUT C Hae hig τα ο ῳ πα Man Se ame bes 1 

-73 MS21908D4 š . ELBOW . . .. @ Ue i» Uu JL ο.” 2 . eus 1 

-74 MS21916D6 -4 . REDUCER . Stel ὃν jor "€. OS Te "m es s "I 1 

-75 MS21912D6 » TEE. e voc ee fe ὃν Q Yel ος ER (reri es 29 wen SP AW Mer Ihe “ψ vis 1 
AN924 -6D . NUT. wr NS δολ š Sf w: eeu τα; «Ὁ ΜΜ a ρα en “Q 1 
AN960D916 . WASHER... - eu. dep k xax Ju ο αφ, δι. αν ο. SU W S ὧς 2 

-76 181-58696 . HYDRAULIC EQUIPMENT ASSEMB LY, Valve alternate flight control. 1 

filler (see figure 187 for detail breakdown) 

-77 MS21912DI "ES OQ tee μμ ο KE MM"! 
AN924 -4D μισο ο ZU S. νε. c9 SE, o. ἃ. ο ο ts ca 16. ο" 1 
AN960D716 vc WASHER y Z Sen tai, -ᾱ- te mole «6. Wow ο ο ο ο ο db ce ο ο 2 

-78 MS2193D8 ERU MO PM S sar! ο Z s ea a 9 ᾱ a WV Ὁ ας ete ΚΦ a, Be). Ὁ 1 
AN924D8 «e; NUTS Vk T Se ea ee e Ὁ ae Ce Ὁ ᾱ cas i ὃν a a OO D 1 
AN960D1216 et WASHER: gea sod: τι τ. te CE ο Gye ος ο ο ο ο 1 

-79 MS21903D6 v. UNION. As: “ἐς. certo [ecce Ue de ο 6 ο eh TEL Um. ο eee Yb κῶν, S “s 1 
ANQ24D6 ee ΝΟΤ. < ἡ ὦ ow tar ea a ο ο SU ο Se. dece Ὁ Φος ο) 16 idee 1 
AN960D916 ο. WASHER 4x ο ο ο oa € ue ο φις τῳ Je, ο TRI ο ms o^ Ta H 

-80 MS21908D6 z ELBOW. o6 x ο ον Ὃ Νο σῷ, Pv er ο We Eure, ver ος 1 
AN924 -6D s NUT: heie 408 ο Ces ο ο w fet Te EERE E P 1 

{ AN960D916 s WASHER I, +: co) cot say 43. erode ᾱ- ὃ οι, UR, e ç E $i 2 

-81 ` MS21908D6 s GBLBOW.. ο 343. £o ὁ Ὁ le 99; ο ὃς Gas ow www, sug 1 
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H-181 -58-61A 


FIGURE 181 - FUSELAGE STATION 244 TO FUSELAGE STATION 275 AFT PANEL HYDRAULIC EQUIPMENT INSTALLATION 
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181-58811-5 

181-58811-7 

181-58811-9 

181-58811-11 
181-58811-13 
181-58811-15 
181-58811-17 
181-58811-19 
181-58811-21 
181-58811-23 
181 -58811-25 
181 -58811 -27 
181-58811-29 
181-58811-31 
181-58811-33 
181-58811-35 
181-58811-37 
181-58811-39 
181-58811-11 
181-58811-43 
181-58811-45 
181 -58811 -47 
181 -58811-49 
181 -58811-51 
181-58811-53 
181-58811-55 
181-58811-85 
181-28811-61 
181-58811-63 


181-58811-65 
181-58811-71 


181-58811-73 
181-58811-75 


_181-58811-77 


181 -58811-79 


181-58811-81 
` 181 -58811-83 
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AN 01-6OJKB-1 
FUSELAGE (Cont) 


FIGURE & PART ; UNITS USEABLE ON 


INDEX NUMBER 


NUMBER 12 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
181 181 -58011 HYDRAULIC EQUIPMENT INSTALLATION, Fuselage station 244 to . . Ref 


fuselage station 275 aft panel (see figure 180 for 


additional breakdown) 


LINE 
LINE 
LINE 
LINE 
LINE 
LINE 
LINE 
LINE 
LINE 
LINE 
LINE 
LINE 
LINE 
LINE 
LINE 
LINE 
LINE 
LINE 


` LINE 


LINE 
LINE 
LINE 
LINE 
LINE 
‘LINE 
LINE 
LINE 
LINE 
LINE 
LINE 


LINE 
LINE 


LINE 
LINE 
LINE 
LINE 
LINE 
LINE 


(sée figure 96 for next assembly) 


Section. i1 . 


ASSEMBLY, Alternate flight control pressure from pump . 1 
to tee on relief valve 

ASSEMBLY, Alternate flight control pressure from tee on. 1 
rellef valve to tee on filter ; ` 

ASSEMBLY, Altermate flight control pressure from elbow . 1 
on fllter to elbow on valve 

ASSEMBLY, Altermate flight control pressure from elbow 1 
on valve to tee fuselage station 251.5 

ASSEMBLY, Alternate flight control pressure from tee . , 1 
fuselage station 251.5 to elbow fuselage station 244.75 

ASSEMBLY, Alternate flight control pressure elbow on . . 1 
filter to accumulator 

ASSEMBLY, Alternate flight control pressure from 45° , , 1 
elbow on filter to tee 

ASSEMBLY, Alternate flight control pressure from elbow , 1 
to tee on pressure switch 

ASSEMBLY, Alternate flight control pressure from tee to; 1 
tee to pressure switch 

ASSEMBLY, Alternate flight control pressure from elbow " 1 
on pressure switch to pressure switch i 

ASSEMBLY, Altemrmate flight control pressure from elbow , 1 
on pressure switch to pressure switch: 

ASSEMBLY, Alternate flight control pressure from tee on, 1 
filter to tee fuselage station 266 

ASSEMBLY, Alternate flight control.pressure from tee . , 1 
fuselage station'266. to valve 

ASSEMBLY, Altermate flight control return from elbow . . 1 
on relief valve to tee on valve 

ASSEMBLY, Altermate flight control return from tee on v 1 
valve to tee on accumulator 

ASSEMBLY, Alternate flight control return from tee on š 1 
accumulator to tee on filter 

ASSEMBLY, Alternate flight control return from elbow . . 1 
on fllter to check valve 

ASSEMBLY, Alternate flight control return from check Lis 1 
valve to tee fuselage station 258.75 

ASSEMBLY, Altermate flight control return from tee "a 1 
fuselage station 258.75 to accumulator 

ASSEMBLY, Alternate flight control return from Lee $4. 1 
fuselage station 251.5 to accumulator 

ASSEMBLY, Alternate flight control return from elbow . A 1 
fuselage station 244.75 to tee fuselage station 251.5 

ASSEMBLY, Alternate flight control return from valve . 1 
to tee on filter ` 2 

ASSEMBLY, Alternate flight control arir pressure from , 1 
gage to accumulator ` 

ASSEMBLY, Utility system pressure from elbow fuselage 1 
Station 244.75 to elbow on speed brake valve 

ASSEMBLY, Speed brake close from valve to tee a SY ὦ 1 
fuselage station 275 ` 
ASSEMBLY, Speed brake close from tee fuselage . ;:. 1 
station 275 RH to elbow LH 

ASSEMBLY, Speed brake close from tee to lock valve & 44 1 

ASSEMBLY, Speed brake open from valve to lock valve .. 1 

ASSEMBLY, Speed brake open from lock valve to tee λος 1 
fuselage station 275 ` 

ASSEMBLY, Speed brake open from tee at fuselage . .. 1 
station 275 to elbow RH I 

ASSEMBLY, Utillty system return from lock valve to tee 1 

ASSEMBLY, Utility system return from check valve to . 1 
elbow fuselage station 244.75 

ASSEMBLY, Alternate flight control suction from union " 1 
fuselage station 268 to pump 

ASSEMBLY, Alternate flight control drain from union .. 1 
fuselage station 271 to valve 

ASSEMBLY, Utility return from tee fuselage station 250 . 1 
to elbow station 244,75 

ASSEMBLY, Utility return from union fuselage station . . 1 
250 to check valve station 250 

ASSEMBLY, Tail bumper up from valve fuselage station . . 1 
268 to union fuselage station 266 

ASSEMBLY, Tail bumper down from valve fuselage station . 1 


268 to union fuselage 


station 267 
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Section. ΙΙ _ SECURITY INFORMATION — RESTRICTED 


Group Assembly Parts List AN 01-603KB-h 
i FUSELAGE (Cont) 


H-181-58-17A 
FIGURE 182 - VALVE ALTERNATE FLIGHT CONTROL TRANSFER HYDRAULIC EQUIPMENT ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER + 2 3 4 5 6 7 NOMENCLATURE PERASSY. CODE 
182 181-58681 HYDRAULIC EQUIPMENT ASSEMBLY, Valve alternate flight control. . . Ref 
transfer (see figure 180 for next assembly) 
-1 26310 . VALVE, Hydraulic (AP). . . . . ... + + s + + + + ο... 
-2 MS21908D6 : e ορ κακο qoe οἷο Bh e ew ay ἃν Le LEV S cum. J T 2 2 
-3 AN6289-6 oe NUT x qiu ap οσα ο hs fer Io ancr al epee, πο ον, ae Ea a 3 
-4 5R15-6 . RING, Split back-up (NA)...... Eu ο ο eee ot “8 
-5 AN6290-6 2. GASKET ni eh ok Ere qul Sth ee Ahas BG, A - s "E ξ πο... 
-6 MS21909D6 ; e TEE y 1 4 οι. de S Qw seo Os NES .. — δις us 1 
- RESTRICTED 


Revised 15 September 1953 


SECURITY INFORMATION = RESTRICTED 


AN 01-60JKB-4 


FUSELAGE (Cont). 


f Section 11 
Group Assembly Parts List 


H-181-58-12A 
FIGURE 185 - VALVE SPEED BRAKE DUMP HYDRAULIC EQUIPMENT ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE, 
185- 181-58666 HYDRAULIC EQUIPMENT ASSEMBLY, Valve speed brake dump. . . . . . . Ref 
i (see figure 180 for next assembly) 
-1 MS21916D8-6 .SOREDUCER...- 20. 03 Qe") meme et Ρ ὃ E idee, 3 
-2 AN6290-6- . GASKET. . ε  « 909 ὁ 9 ν ὁ ο κ es ο ὁ ὁ Ὁ es ών ος s 9 
-3 1V4 -44-30 . VALVE ASSEMBLY, Hydraulic one-way restrictor (ΝΑ). . . EET 1 
-4 AN6290-8 a r GASKET 2o ous 9. SHAR k ne) ey ew ο. BEN dai δεν -ᾱ- denis, Se C" 5 
-5 AN927-8D . ELBOW . . . +< + < oo Š, Jag ο kg We οι. um. ῳ "Ru 1 
-6 ` MS21903D8 . UNION . .... ors e s e ru suo 1 
-T AN6289-8D a NUP Z aao ος ee Jessi ο, ὦ ὁ ΠῚ Se js QN teow, φῦ US $ cos 2 
-8 AN6291-8 , RING. . . : 4 «4  ὁ ο : 2: A Mel ws ler ὧν ole us «iw Me 2 
-9 MS21908D8 . ELBOW . . < « 4 e w we ὁ «9» om «ο» om ot s m n n n ` CAEN 1 
-10 AN6290-4 « GASKET. . . « « « oosa cs QE a, es ὦ E - ον ΕΣ 1 
-11 AN6291-4 e RING; e ieee os jose! se, Be. (7 eR τώ ; PE E SEE EE 1 
-12 AN6289-8 i NUT... e αν ο 3279 ρα ar τ s "M š ENE 1 
-13 MS21908D4 >. ‘ELBOW: ¿ 2. 900. 0 9929 . . . z s . ees 1 
-14 27700 . VALVE, Hydraulic (HYRM). . . . E zs . "S 
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Section. 11 SECURITY INFORMATION — RESTRICTED 
Group Assembly Parts List. i AN O1-60JKB-l 
FUSELAGE (Cont) 


H-181-58-23A 


FIGURE. 186 - ACCUMULATOR ALTERNATE FLIGHT CONTROL HYDRAULIC EQUIPMENT ASSEMBLY 
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πι C ασ”. n. C C 


| SECURITY INFORMATION — RESTRICTED Section. 11. 


ο. Λα Group Assembly Parts List 
FUSELAGE (Cont) ` ! ; 
e o 2: X" DL P Ə— J Tx 
ouis € PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
1 181 -56679 . HYDRAULIC EQUIPMENT ASSEMBLY, Accumulator alternate flight . . . Ref 
. control (see figure 180 for next assembly) 
-1 MS21902D6 e UNION ο. ο πε Ὃν us ο «γέ; e τω. OE sb ο ο. οὐ er ser ow 
-2 AN6290-6 . GASKET... Ex ET ἐφ᾽’ ad Rg τω ga S Ya “ον Foxes Tee Q Z ug š$ w 1 
-3 AN6280-6 . VALVE. . . . . ον, w eas a var ve * gl ο ae “Q TE. < 
-4 MS21909D6 $ i MEE je cei tes ced an Iw VES ED VE a us SEP E . . ` 
-5 AN6289-6 5 ANUT 4 0€ sU a ays Puisi κ. Se Nie" X τῳ ES ὁ τν wy. v s 
-6 5R15-6 ` RING, Split back-up (NA). . . « e e e coeno κ αν I | 
\ -7 AN926-6D « TEE... PUR T tae a er er ο ο Pe ee ee E 
-8 MS21903D6 > UNION: <0. “ὦ tee; ete DQ . . * š HUP, * 
-9 AN927-6D . FBHM,BOW;, dr + ο < Q. S. Gal ος 4 ei Ar S 5 PUR DNE . 
-10 AN893-13D . BUSHING. . . . . . ree ne ME wes ἅν ae v hU RU οὐ ce ate Taine Sk Bobo He . 
-11 AN6290-12 . GASKET o v 690. o9 P Er ο. eis 3 
-12 MS21908D6 . ELBOW. . . - «ο . due umso αὶ DS ο Te Sev LR CIE PLUS š 
-13 MS21908D4 . ELBOW. Ὃν eG) ο RUNE Ν, ta Ia Das Be ο. αν * $5. vs, 5 
-14 AN6289-4 « NUTS 2.194 ος mee NIS ται oe $c ES ος 2.455. y 
` -15 5R15-h ` RING, Split back-up (NA). . . . . τν . μ.ο. |] 
-16 ' AN6290-4 . GASKET . . . « « w Ua s : QW w Ομ Ya Vg Sine? exo See 
-17 AN814D12 . PLUG AND BLEEDER...... « «© «© © © © + © © © © © © © © o n n 
-18 181-58047 . ACCUMULATOR ASSEMBLY, Hydraulic. 100 cu inch self displacing . 


\ : -19 181 -58320 . . RETAINER, Hydraulic 100 cu inch self displacing accumulator 
-20 181-58318 


. . CYLINDER END, Hydraulic 100 cu in self displacing accumulator 
-21 5R14-16 . . RING, Spiral back-up (NA). . ο ολη ο SY Me ties ο οὓς 
-22 AN6230-16 . . GASKET, . 2 « 4 + + + + + + + s s s e 
-23 AN310-8 ἐν wo NUTS SOS ο”. : Ἐν Ds ] 
-24 - AN365-820 s. NUT V 0a ὁ el we aa 09 8 wl. ud SC lx d € ee WO er us) 
-25 2W1C33-156 . . WASHER, Plain (ΝΑ)... < w w Gw eee ee ee ee ene 
-26 181-58316 . . PISTON, Hydraulic 100 cu in self displacing accumulator. . 
-eT 5R16-43 . . RING, Spiral back-up (NA). . . . + + + + + + + + + * + * n 
-28 AN6227-13 v- wo SPAOKINGQ.. ο S y XU ο. νι δν οφ, € asap ORE). eS Tat ο qe S PES 
-29 5R16-11 . . RING, Spiral back-up (NA). . . e + + + + + + eee qud 
-30 AN6227-11 e c PACKING . & 4 2 4 ος S ee, € 7.9 το oo; A We 8. `a. v's 
-31 181-58312 . . CYLINDER, Hydraulic 100 cu in self displacing accumulator 
, return 
-32 NAS50-387 . . RING, Internal retainer. . . . . + + + + + < + s + ° ο 5 
-33 181-58314 ` . . CAP, Hydraulic 100 cu in self displacing accumulator . . 
-34 NAS50-150 . ; RING, Internal retainer. . . . . + + + + e + + + + + ° on ° 
-35 181-58323 . . SCREEN ASSEMBLY, Hydraulic 100 cu in self displacing . . . 
. accumulator. ; 
-36 181-58322 . . FILTER, Hydraulic 100 cu in self displacing accumulator. . 
-37 181-58175-3 . . PISTON, Hydraulic 100 cu in self displacing accumulator. . 
return 


-38 181-58319 
-39 181-58313 
-ió — 181-58311 


" CAP, Hydraulic 100 cu in self displacing accumulator . . . 
-41  5R16-16 ` : 


š CYLINDER,. Hydraulic 100 cu in self displacing accumulator. 
. HEAD, Hydraulic 100 cu in self displacing accumulator. . . 


P ΕΟΟ pp πη! PN EN I D ΕΟΟ FU I| O L IQ H O ΤῸ 


RING, Spiral back-up (ΝΑ). . . . . + + + + + + + + ee ° n 
-42 AN6227-16 PACKING 5.4 jQ Sere w WL Coin te ον ὁ a eh oa ου 
-43 181-58315 ROD ASSEMBLY, Hydraulic 100 cu in self displacing. . . . . 

Ë - accumulator 
-44 181 -58166 N" . . PLUG, Hydraulic 100 cu in self displacing accumulator. . . 


piston end 
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Section. 11 _ SECURITY INFORMATION — RESTRICTED 


Group Assembly Parts List AN O1-60JKB-l 
FUSELAGE (Cont) 


H-181-58-19A 


FIGURE 187 - VALVE ALTERNATE FLIGHT CONTROL FILTER HYDRAULIC EQUIPMENT ASSEMBLY 


` FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. | CODE 
187 181-5869 i HYDRAULIC EQUIPMENT ASSEMBLY, Valve alternate flight control . . .Ref 
filter (see figure 180 for next assembly) 
-1 MOCÓ -05 « VALVE (BTP) νο ο cee: ὦ Ὁ e Ye ADR A tes db a 1 
-2 AN6290-6 s GASKET μμ ο ο mo Ri E ee E TU e ο”. νης 
-3 ΡΗ15-6 . RING, Split back-up (ΝΑ)... . . . . . . ο Mees tie, SAMA μας 2 
ET AN6289-6 + INU Da? uou o ο ο ο ο ο “ὁ; v vul oe ον Ya συ ο”. 2 
-5 AN833-6D In. τ. ο aya). τῶ ae ei ter Ed x La E 1 
181-58370 = |." CAP ASSEMBLY, Hydraulic flared tube fitting . . . . . . . . s 1 
-6 181-58368 . . CAP, Hydraulic flared tube fitting . . . . . . . . . . eso 1 
9C1-3-7 a 7. SCHAIN;; ‘Safety (NA) -g 606: ας x9 ave drow αφ ial ae 4 T. e ot eR De 5 Ὢ 1 
-τ AN818-6D ` s^ Verc NUT O S u= ο αν ο Tog Vos Sigh A ο ο ο ο ο μα 1 
-8 MS21903D6 e ὌΝΙΟΝ. . 7. 2 $0 $98 "LP L 
-9 AN927-6D s^ ELBOW: U See, eeu N Sy. ee w. Ea je c D otim Wr TE Se? να S P E Se educi ue: Veo ο. Od 
-10 'MS21902D6 e. UNIONS. Ὁ. οὐ ως τα. dà κα το). ον Ὁ ον esi ci oU s. S cei a Ca ewe dy Dalee, ue 
-11 394D4 . VALVE (PUP) . .. « « ele ane 4. e. ο ο To SU w νη 
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SECURITY INFORMATION — RESTRICT ED. 
AN 01-60JKB-4 6 Group Assembly Parts List 
FUSELAGE (Cont) : 


FIGURE 190 - FILTER ALTERNATE FLIGHT CONTROL PRESSURE HYDRAULIC EQUIPMENT ASSEMBLY 


Section. ΙΙ. 


H-181-58-15A 


FIGURE & PART ` 
INDEX NUMBER NUMBER 
190 181 -58698 
=1 38426 ` 

-2 MS21908D6 - 


-3 AN6289-6 
-4 AN6290-6 ` . 
-5. AN6291-6 


-6 . MS21903D6 
-7 AN925-6D 

-8 MS21911D6 
-9 MS21916D6-1 
-10 18D2 


-11 MS21907D4 
-12 AN6289-4 
-13 AN6290-4 
“-14 AN6291-4 


1 2 3 


HYDRAULIC EQUIPMENT ASSEMBLY, 


UNITS USEABLE ON 
4 5 6 7 NOMENCLATURE PER ASSY. CODE 


pressure (see figure 180 for next assembly) 
FILTER- (PUP i ος Le ος minm δ ee ο ο OU a on Oar Malena Ὁ ᾱ ο 


PD 


. . - . « « oo.. o osb oo o ol o $9 o o 5 2 o o c1 o 


e = 9 5 ù o oo c9 5 ο c9 c c3 ooo oo oo $9 * o o o * o ο. 
= < 9 o ù c oo c9 c » o ο ο ο 9 ο ol 9 9 9 ‘a o b l 9 o * l 
= 9 9 >.>.. 95 c9 c9 9 » e» oo ooo 9 cf? oo 9 o * ol o 9 3 o 


e “< 9 9 o 9 c9 c9 c9 c ο ο c» ο c9 ο c3 c£ c£? 3 s o o o * 3» o o 3 e 


REDUCER. . . « « = o s s< s< s s = co +< +ç s s ο» «5 “< om + ° t ng 


* . > 9 9 s c9 c9 >s * e$ oao * 9 $9 9 o ο » 9 o ο... 


e “=< s $9 59 9 c9 o c9 ooo c» « c e$ “Ó c9 c: c9 c5 » ο 39 * ° 9 ο. 


e 9 ο s» ^ 9 $9 ^» ο 5 ο» c£ * ὁ ^» 9 9 9 » $9 9 <. 97 9 “< < 9 32 9 5 


Filter alternate flight control. . .Ref 
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Section. II SECURITY INFORMATION — RESTRICTED 
Group Assembly Parts List AN 01-607KB-l 
f FUSELAGE. (Cont) 


H-181-58-63A 


FIGURE 191 - FUSELAGE STATION 331.500 TO FUSELAGE STATION 410 HYDRAULIC EQUIPMENT INSTALLATION 
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n 
SECURITY INFORMATION — RESTRICTED Section. 11 . 


ΑΝ O1-60JKB-h Group Assembly Parts List 
FUSELAGE (Cont) 


FIGURE δ PART d UNITS USEABLE ON 
INDEX NUMBER NUMBER ; 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
191 181-58012 HYDRAULIC EQUIPMENT INSTALLATION, Fuselage station 331.500 to . Ref 
fuselage station 410 (see figure 96 for next assembly) 
181-58684 . HYDRAULIC EQUIPMENT ASSEMBLY, Filter stabilizer flight. ... + 
a control pressure 
-1 38426 . . FILTER (Ρ05) , .. . Uv δν qoe s dae Eh £ Φιν, cl 
-2 MS21908D6 MeO ELBOW: ο ο ο omues ο elu mE crum M πο. 
AN6289-6 st) ser NUT Sau, S ἁποῦ, Ses S De, Ὡς Ley So OO YS ο us. Gs Rose rg 2 
AN6291-6 v. aso RING Aarie eh ue! te: σεφ eer e s. ο + mo, νο. ο “έν ες το 2 
ç AN6290-6 s GASKET ... " ς i cele αι Me EA Se ἃ 2 
3 181-58812-39 B TUBE ASSEMBLY, Normal flight "control pressure from filter , . 1, BA,C- 
to reducer at station 375-1/8 
181-58812-5 . TUBE ASSEMBLY, Normal flight control pressure from filter . . 1 A,BB-BY 
to reducer at station 375-1/8 
-4 Μ5ΟΙΟΙ6Ρ6 -4 v „REDUCER. -Ὁ arie ας E AU eI ος Nag αλα 0 G0? SO") dar r Wa eg tes 90€ 26. Ye cR 2 
-5> AN6290-4 s COASKET Dol. ra Gs ee XU ο woo ee se δ) Soh won ar eke ae Sec. (eS EE 4 
-6 AN6280-4 v "VALVE: ~egi cele es Keke meis bel eo G er a ῳ Wr A tw eres (oye UIN we jg 9) 
-T AN832 -4D > “ONION” sa e u 4 ο U a S BOE Q. aA RA a PE, Ὁ SU QU 4 2 
-8 AN924-4D ΝΠ: X far S Tata ο ο Bo ie ce Ἂν Κ.δ γε φον αι ay S E ο Ud qs 9 
-9 AN924-6D ν ONUT vo £ cx ww X € aa WR A OX ere S S ον ὦν νι ον e are cts a) 2 
-10 MS21903D6 . UNION ç x We ao wR eS ee κα Pa wo mov. ln Er 8 2 
M -11 AN6290-6 os (GASICET vae ioc ee Ie" Sse quu ο ο αν N ESI ee ND ae RISE, De 2 
-12 AN894 -6-4 < BUSHING . " é . Mace Paar ers s ech Ae C x o e 2 
-13 - 181-58812-23 . TUBE ASSEMBLY, Alternate flight control return from reducer ; 1 
πας, at station 375-1/8 to union at station 337-1/16 
-14 181-58812-3 . TUBE ASSEMBLY, Alternate flight control pressure from reducer - 1 
i at station 375-1/8 to union at station 335-9/16 
-15 MS21908-6 . “ELBOW, 40525574. ο ο 08-7 09 9 €) hen ο Ne ο ο ο ο ο 2 
AN924 -6D ar NUT. du. 1€ sa ο Te 9592 c6. ee ο ο ο ο ο TÉ 2 
2W18-916 . WASHER, Flat (NA) Vos VUL ο ve le emo xeu iu ac d 
-16 181-58812-41 . TUBE ASSEMBLY, Arresting "hook retract pressure from selector. 1 BA,C- 
valve to elbow { I 
181-58812-13 . TUBE ASSEMBLY, Arresting hook retract pressure from selector. 1 A,BB-BY 
valve to elbow 
181-58668 . HYDRAULIC EQUIPMENT ASSEMBLY, Valve arresting hook manual . . 1 
I selector 
-17 26600 . . VALVE, Hydraulic (HYRM) . . . . . +, . + + + s x+ s PER 1 
-18 MS21908D6 »"ow ELBOW sa ὁ οἰφὶ. ο ο ο εγω ο φ κ a ο ce ο 3 
.AN6289-6 Be Sar NUT I ton ij Wira ο mura, Pon Men Aso ο ο Senne te Des ο 3 
AN6291 -6 ac Ge BING; aec. ok εν ᾱ κ.κ EWE Oh ον ο 0 ae OE h UN CEDE 3 
AN6290-6 . GASKET Ww w^ ᾱν ὦ wi ee. o Νις Wer AS C . EU ase 3 
-19 181- 98812 -li5 " TUBE ASSEMBLY, Utility return selector valve station 335 το. 1 BA,C- 
elbow station 332: 
181-58812-33 . TUBE ASSEMBLY, Utility return selector valve station 335 to. 1  A,BB-BY 
elbow station 332 
-20 MS21907D6 s ELBOW 4 6037€ [e ee gS ὁ ο 79 oe ve ο ο ο ο ο A de 1 
i AN924 -6 e NUT .... . oe: ας ç πο ᾱ ο E ee ew 1 
-21 MS21912D6 x TBB ο deese Wo ο ο a tes e Κορ A ο ο a ο 1 
-22 MS21911D6 e ΤΕΕ ($047 40 ὁ’ νο QU Ge ον ὃν ὁ) Δ c9 ὃν Ro aY cer aT Ἡ fe Cu. δ. NU WU w 1 
-23 - MS21916D6-4 ^ REDUCER . 2$ S ο Te, or ο ο ο tess en oe exe: ο Be we CS 
AN6290-6 o GASKET . . 4. 4 ε.α.» te o α «2 ng cwn; E $ UE le 
AN6290-4 « GASKET . . ο ο ou. ο 09 18- ο Car ο W on Cae tS. é Te 2 
-24 1ΥΤ-5-30 . VALVE ASSEMBLY, Hydraulic two-way restrictor (NA) ..... 1 
-25 181-58618 . HYDRAULIC EQUIPMENT ASSEMBLY; Valve arresting hook selector . 1 
pressure shuttle 
-26 MS21902D6 E e UNION . . 2 . ὁ s «^ ὁ » ο ο ος ο . é wo ο ee Ὁ is 9 
-27 AN6290-6 e . GASKET aha a Ve re ο αμ ο ο ον Mri C3 
-28 AN6277-6 ecd VALVE κ... ae Gy ὃν ιο ᾱ hs ee Bah So ο ο ο... 
-29 AN6291-6 " so RING 466€ Ἵν. --ᾱ- tw e c 9 o9 om o9 e ο ο ο ea ο ο ο 1 
nay AN6289 -6 w Ἢ. NUT. sem 6. φις 0909 ο a ο πο ο SIR WU u$) Δ -ῳ, Gat cos C9. 1 
- MS21908D6 . ELBOW . . . . oe eo ee ο 4 . o ο 1 
-32 . 181-58812-47 " TUBE ASSEMBLY; Tail bumper down station 333.5 to shuttle . ο 1 PBA,C- 
valve station 336 
181-58812-37 . TUBE ASSEMBLY, Tail bumper down station 333.5 to shuttle .. 1 A,BB-BY 
: valve station 336 - ik 
133 181 -58812-43 . TUBE ASSEMBLY, Arresting hook retract pressure shuttle valve 1 BA,C- 
station 340 to selector 
181 -58812-31 . TUBE ASSEMBLY, Arresting hook retract pressure shuttle valve. 1 A,BB-BY 
f station 340 to selector 
-34 181-58812 -49 : . TUBE ASSEMBLY, Tail bumper up shuttle valve station 340... 1 BA,C- 
: to tee station 336 
181-58812-35 . TUBE ASSEMBLY, Tail Dusper up shuttle valve station 340... 1 A,BB-BY 
to tee station 336 
-35 181 -58812-53 . TUBE ASSEMBLY, Tail bumper up from restrictor at station 336. 1 
: to elbow at station 350 
-36 181-58812-55 . TUBE ASSEMBLY, Tail bumper down from tee at station 334 to`. 1 
station 350 
-37 MS21902D6 &- UNION Le aca * 3600404 Se οκ a ee ae ee ee 2 
-38 ` AN6290-6 š = GASKET pe MI AC ος MU τα TT τος v Ἡ 
"12 AN939-6D sv ELBOW ¿ ZIN αν £l ο Se duce ewm Gia me ο qeu a ο 
- AN832 -6D « UNION Q 40V 40:509 30$ τ Ua. NE RO. m Oe nw c. ο ον jm, Uu] ¿Q 2 
-41 AN924 -6D . NUT τ ο 4. ὦ ΚΦ e... «Φὶ αν ο Q G. ee - ὁ. ὁ) Ὁ ὁ i9 ο Q 2 
-42 AN6292 -6-14 -1/2 HOSE ASSEMBLY 1 s ¿ αν ον να e do v X o wis ue. cl 
-43 AN6292 -6-20-1/2 « HOSE ASSEMBLY . .. . se < +s « s ο ὁ * s e ὁ ο ? 4 4 ο 2 5 1 
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Section. 11 SECURITY INFORMATION — RESTRICTED 


Group Assembly Parts List AN 01-60JKB-4 
I : FUSELAGE (Cont) 


H-181-58-71A 


FIGURE 192 - FUSELAGE STATION 53 TO STATION 156 HYDRAULIC AND MATING EQUIPMENT 


T RESTRICTED 
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SECURITY INFORMATION — RESTRICTED 


ΑΝ 01-60JKB-4 
FUSELAGE (Cont) 


f Section. 11 . 
Group Assembly Parts List 


πού PART : UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 ό 7 NOMENCLATURE PER ASSY. CODE 
192 FUSELAGE STATION 53 TO 156 HYDRAULIC AND MATING EQUIPMENT 
181-58006 . HYD EQUIP. INSTL, Fus sta 53 to sta 131 (see fig. 195 for . . Ref 
additional breakdown)(see fig. 75 for next assy) 
Νο ‘Number . FUSELAGE STATION 53 TO 131 HYDRAULIC EQUIPMENT LH SIDE . . . Ref 
(see figures 193 and 19! for detail breakdown) 
-1 181-58836-55 - . LINE ASSY, Brake return tee fus sta 51 to tee fus sta 53 LH 1 
-2 181-58806 -43 . . LINE ASSY, Brake return elbow through fus sta 53 to union. 1 
fus sta 71.75 RH , 
-3 181-58806-59 . . LINE ASSY, Utility sys press. elbow through fus sta 71.75. 1 
to union through fus sta 53 RH 
-4 181-58836-67 5 LINE ASSY, Utility sys return tee through sta 53 to union. 1 BA,C- 
through sta 71.75 RH 
181 -58806-61 . . LINE ASSY, Utility sys return fus sta 53 to union through. 1 A,BB-BY 
` E fus sta 71.75 RH 
-5 181-58836-71 - LINE ASSY, Brake press. union through sta 71.75 to union . 1  BA,C- 
i through station 53 RH 
181-58806-49 . LINE ASSY, Brake press. union through fus sta 71.75 to.. 1 A,BB-BY 
union through fus sta 53 RH 
-6 181-58806-33 . . LINE ASSY, Brake return elbow in RH emergency brake. . . . 1 
reservoir to tee fuselage station 53 RH 
-7 181 -58806-31 . LINE ASSY, Brake return elbow through fuselage station’. . 1 
53 to elbow in RH emergency brake reservoir RH 
-8 181-58806-53 . . LINE ASSY, Brake press. tee to elbow fus sta 53 RH . . .. 1 
-9 181-58836-65 - . LINE ASSY, Brake. press. elbow through sta 53 to tee. . . . 1  BA,C- 
181-58806-51 - . LINE ASSY, Brake press. elbow through fus sta 53 to tee. . 1 A,BB-BY 
-10 ^ 181-58806-63 - . LINE ASSY, Utility sys return union through fuselage . . . H 
sta 71.75 to tee through fuselage station 127 RH 
-11 181-58806-57 . . LINE ASSY, Utility system pressure union through . ... . . 1 
- fus sta 127 to elbow through fus sta 71.75 RH 
-12 181-58806-47 . . LINE ASSY, Brake pressure from union through fuselage. . . 1 
station 127 to union through fus sta 71.75 RH 
-13 181-58836-69 + + LINE ASSY, Brake return union through station 71.75 to. . 1 BA,C- 
š union through station 127 RH 
181-58806-45 . . LINE ASSY, Brake return union through fuselage station. . 1  A,BB-BY 
71.75 to union through fuselage station 127 RH 
~14 181-58836-85 - . LINE ASSY, Brake press. elbow sta 125 to union in shelf RH 1 BA,C- 
181-58806-83 - . LINE ASSY, Brake press. elbow sta 125 to union in shelf RH 1 A,BB-BY 
-15 181-58806-89 - . LINE ASSY, Compressor pressure surge valve to control valve 1 
: station 53 RH 
-16 181-58806-93 . . LINE ASSY, Compressor pressure flow regulator through. . . 1 
union in fuselage station 53 RH 
-17 181-58806-91 . . LINE ASSY, Compressor pressure surge valve to flow.... 1 
regulator station 53 RH 
-18 181-58836-87 - . LINE ASSY, Auxiliary alighting gear down elbow station . . 1 BA,C- 
125.5 to union station 72 
181-58836-43 . LINE ASSY, Auxiliary alighting gear down from elbow fus. ^ 1 A,BB-BY 
station 125.5 to union fuselage station 72 
-19 181-58836-45 . . LINE ASSY, Auxiliary alighting gear up from elbow fuselage 1 
station 7O to union fuselage station 72 
-20 181-58836-75 : LINE ASSY, Auxiliary alighting gear down union station . . 1  BA,C- 
ΤΟ: to tee through RH web station ΤΟ à ` 
181-58806-27 . . LINE ASSY, Auxiliary gear down union fuselage station. . . 1 A,BB-BY 
TO to tee through RH web fuselage station 70 
-21 181-58836-73 - . LINE ASSY, Auxiliary alighting gear up union sta 70 to tee 1  BA,C- 
through web sta 70 RH aux alighting gear well ; 
181-58806-19 - . LINE ASSY, Aux alighting gear up union fus sta 70 to tee . 1 A,BB-BY 
k: through web fus sta 70 RH aux alighting gear well 
-22 181-58806-75 š LINE ASSY, Auxiliary gear down elbow fuselage station. . . 1 
67 to elbow through fuselage station 125.5 RH 
-23 181-58806-71 - .- LINE ASSY, Auxiliary alighting gear up elbow fuselage. . . 1 
: sta 60 to elbow through fuselage station 125.5 RH 
-24 181-58806-85 - . LINE ASSY, Brake pressure elbow station 125.5 to elbow . . 1 
Station 71.75 RH 
-25 181-58806-87 - + LINE ASSY, Brake pressure elbow to elbow station 125 RH. . 1 
-26 181-58836-89 - . LINE ASSY, Auxiliary alighting gear up union station 1?7 . 1 BA,C 
127 to elbow station 125.5 
181-58836-23 . . LINE ASSY, Auxiliary alighting gear up from union at fus . 1 A,BB-BY 
station 127 to elbow at fuselage station 125.5 
-2T 181-58836-25 . LINE ASSY, Auxiliary alighting gear down from union at fus 1 
Station 127 to elbow at fuselage station 125.5 
-28 181-58806-25 - . LINE ASSY, Auxiliary alighting gear up elbow through fus . 1 
sta 125.5 to elbow fus sta 70 RH 
-29 181-58806-17 + LINE ASSY, Auxiliary alighting gear down elbow through fus H 
Sta 125.5 to elbow fuselage station 70 RH 
-30 181-58868-15 š LINE ASSY, Utility return from union in check valve to . 1 
union station 129 
-31 181-58868-13 . LINE ASSY, Utility return from tee sta 129 to union in. . 1 
check valve : 
181-58020 . HYDRAULIC MATING INSTALLATION, Fus sta 131 to sta 156 RH side Ref 
(see figure 72 for next assembly) 
-32 181-58820-3 - . LINE ASSY, Brake return from union sta 127 to union sta 160 1 
-33 181-58820-13 : . LINE ASSY, Brake press. from union sta 127 to union sta 160 1 
-34 181-58820-5 - . LINE ASSY, Utility return from tee sta 127 to tee sta 160. 1 
-35 181-58820-7 . . LINE ASSY, Utility pressure from union station 160 to. . . 1 
union station 127 
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SECURITY INFORMATION — RESTRICTED 


AN 01-60JKB-4 


Section ΙΙ. 


Group Assembly Parts List 


Revised 15 September 1953 


FUSELAGE (Cont) 
merum PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
193 No Number FUSELAGE STATION 53 TO STATION 131 HYDRAULIC EQUIPMENT LH SIDE. Ref 
see figure 194 for additional breakdown) 
see figure 192 for next assembly) 
-1 181-58836-39 - LINE ASSEMBLY, Fairing door open from union at fuselage... 1 
station 123 to elbow at fuselage station 103 
-2 181-58836-31 LINE ASSEMBLY, Fairing door close from union at fuselage. . . 1 
station 123 to elbow at fuselage station 103 
-3 181-58836-51 LINE ASSEMBLY, Brake pressure LH union fuselage station 111 . 1 
to elbow fuselage station 127 I 
181-58868-21 . LINE ASSEMBLY, Brake pressure LH union fuselage station 95. . 1 BA,C 
to union fuselage station 111 š 
-4 181 -58836-49 LINE ASSEMBLY, Brake pressure LH union fuselage station 95. . 1 A,BB-BY 
[ to union fuselage station 111 d ἘΚ 
-5 181-58836-91 LINE ASSEMBLY, Fairing door close from elbow at fuselage. E 1 BAC 
station 103 to elbow at fuselage station 81.296 
. 181-58836-29 . LINE ASSEMBLY, Fairing door close from elbow at fuselage. τ 1 A,BB-BY 
΄ station 103 to elbow at fuselage station 81.296 
-6 181-58836-37 LINE ASSEMBLY, Fairing door open from elbow at fuselage E 1 
station 103 to elbow at fuselage station 81.296 
-7 181-58836-93 . LINE ASSEMBLY, Brake pressure LH elbow station 71.750 to. š 1 BA,C 
. union station 95 
181-58836-47 LINE ASSEMBLY, Brake pressure LH elbow fuselage station... 1 A, BB-BY 
71.750 to union fuselage station 95 
-8 181-58836-81 LINE ASSEMBLY, Fairing door close from union at fuselage. Š 1 BA,C- 
station 81 to elbow at fuselage station 78.219 
-9 181-58836-83 LINE ASSEMBLY, Fairing door close from union at fuselage. ç 1 BA,C- 
station 79.250 to elbow at fuselage station 78.219 
-10 181-58836-79 . LINE ASSEMBLY, Fairing door open from tee at fuselage . E 1 BA,C- 
station 77.290 to union at fuselage station 79.250 
-11 181-58836-77 . LINE ASSEMBLY, Fairing door close from tee at fuselage. . M 1 BA,C- 
Station 78.290 to union at fuselage station 81 f 
-12 181 -58836-27 . LINE ASSEMBLY, Fairing door close from elbow at fuselage. ; H A,BB-BY 
station 81.296 to elbow at fuselage station 78.219 
-13 181-58836-35 . LINE ASSEMBLY, Fairing door open from elbow at fuselage . . 1  A,BB-BY 
station 81.296 to elbow at fuselage station 78.219 
-14 MS21907D6 a CEBBOW 409 5 ο ο iw War St ah οκ n gee OS 1  A,BB-BY 
AN924 -6D aC NUT: a ἘΝ Rowe Row Ko, rV εν ας ο ἃ . ο, ος μι, κ ο S 1 A,BB-BY 
AN960D916 iat * WASHER) ο ο ο ass on ο S ο ah ο ο 1 A,BB-BY 
-15 MS21908D6 s ELBOW: ο gels 0 Ga? 5. won -— ο ο ο l  A,BB-BY 
ANQ24 -6D PEE μι ο ο cc be SS hah Mal re Ὁ l  A,BB-BY 
AN960D916 MD WASHER V dr pats eee as RD ILC a 1 A,BB-BY 
-16 181-58836-11 . LINE ASSEMBLY, Fairing door close from tee at fuselage sta. . 1 A,BB-BY 
78.290 to bulkhead union at, fuselage station 78.290 
-17 181-58836-19 . LINE ASSEMBLY, Fairing door open from tee at fuselage sta . . 1  A,BB-BY 
. . 78.290 to bulkhead union at fuselage station 78.290 
-18 181-58821-47 . LINE ASSEMBLY, Brake pressure union through shaft to elbow. . 1 
; station 71.750 
-19 181-58836-59 LINE ASSEMBLY, Brake return elbow in LH emergency reservoir . 1 
to tee fuselage station 53 LH . 
-20 181-58836-61 . LINE ASSEMBLY, Brake return union thru fuselage station 53. . 1 
; to elbow in LH emergency brake reservoir 
-21 181-58836-51 LINE ASSEMBLY, Brake pressure tee to elbow thru fuselage. . . 1 
station 53 LH , . : 
-22 181 -58868-19 LINE ASSEMBLY, Fairing door open from union at fuselage . 1 cC- 
Station 54-5/8 to elbow at fuselage station 5l -5/8 
181-58836-13 LINE ASSEMBLY,  Fairing door open from union at fuselage ee ,l . A-B 
. station 54-5/8 to elbow at fuselage station 54-5/8 
-23 181-58868-7 LINE ASSEMBLY, Fairing door close from union at fuselage ane 1 ς- 
station 54-5/8 to elbow at fuselage station 54-5/8 . 
181-58836-3 . LINE ASSEMBLY, Fairing door close from union at fuselage. . 1 A-B 
station 54-5/8 to elbow at fuselage station 54-5/ 
-24 181 -58836-5 LINE ASSEMBLY, Fairing door close from elbow at fuselage. . . 1 
: station 55-1/2 to tee at fuselage station 62.625 
-25 181-58836-63 .. LINE ASSEMBLY, Emergency dump from tee station 62.625 to. . . 1  BA,C- 
elbow station 62.625 
181-58836-21 . LINE ASSEMBLY, Emergency dump from tee station 62.625 to. . . 1 A,BB-BY 
: elbow station 62.625 
-26 181-58836-15 . LINE ASSEMBLY, Fairing door open from elbow at fuselage . . 1 
station 54-5/8 tee at fuselage station 77.290 
-27 181-58836-7 . LINE ASSEMBLY, Fairing door close from tee at fuselage. n 1 
station 62.625 to tee at fuselage station 78.200 
-28 181-58836-17 LINE ASSEMBLY,  Fairing door unlock from tee at fuselage Επ 1 
- Station 77.290 to bulkhead union at fuselage sta 77.290 
-29 181-58836-9 LINE ASSEMBLY, Fairing door lock from tee at fuselage station 1 
78.290 to reducer at fuselage station 82 
-30 181-58836-41 . LINE ASSEMBLY, Fairing door open from union at fuselage... 1 
station 125.5 to union at fuselage station 123 
-31 181-58836-33 LINE ASSEMBLY, Fairing door close from. union at fuselage. " 1 
Station 125.5 to union at fuselage station 123 
-32 181-58806-81 . LINE ASSEMBLY, Brake pressure elbow thru fuselage station 127 1 
to union fuselage station 125 
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FIGURE & 


INDEX NUMBER 


194 


PART 
NUMBER 


No Number 


MS21902D6 
MS21904D6 
181-58516 
181-58449 
MS21902D6 
MS21903D6 
AN924 -6D 
AN960D916 
AN6290 
AN894D6 -4 
3H2-4-10 
3H3-4-12 
181-58652-1 
181-58652-2 
MS21908D6 
AN6289D6 
5R15-6 
AN6290-6 
187-58060 
181 -58661 
AN832-4D 
AN6290-4 
AN926-4D 
MS2190204 
1BD4 

5R15-4 
AN6289-4 
AN837-4D 
MS21916D6-4 
181-58667-1 
181-58667-2 
RE4F5 
2W15-5 
1N7-5A 
AN6290-4 
5R15-4 
AN6289-4 
AN837-4D 
312106 

181 -58255-5 


181-58255-3 


AN924 -6D 
181-58748 


181 -58340 


MS21903D6 
AN6290-6 
AN894D6 -4 
3H3 -4-8 

3H3 -4-12 
3H3-4-10-1/2 
181-58635 


MS21908D6 
AN924 -6D 
2W2D34 -30-64 
MS21902D6 
AN6290-6 
AN6280-6 
MS21908D6 
AN6289-6D 
5R15-6 
AN6290-6 
MS21905D6 
181 -58644 


AN832 -4D 
AN6290-4 
AN927-4D 
MS21916D6-4 
AN6290-6 
1V4-05-30 
MS21902D6 
ANg24-4D 
AN832-40 
ANQ28-4D 
AN6290-4 
MS21916D6-4 
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SECURITY INFORMATION — RESTRICTED ` Section ΙΙ ` 


, ΑΝ 01-60JKB-l Group Assembly Parts List 
FUSELAGE (Cont) 


; UNITS USEABLE ON 
1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


FUSELAGE STATION 53 TO STATION 131 HYDRAULIC EQUIPMENT LH SIDE. . Ref 
See figure 193 for additional breakdown) 
See figure 192 for next Bepenbiy) 
= UNIONS Ice ead E Ὁ -- α SEX x Sa ea ru ue Moe κο) Ὅλάς ρα) ta ος 
. ELBOW. . . . ο απ ο ρα ως 
. BLOCK ASSEMBLY, Hyáraulic line “fuselage station 116.125... 
. BLOCK ASSEMBLY, Hydraulic fairing door lines LH station 90.5. 
. UNION. . . . . 
UNION. . . . . 
e NUTS ο ον. 6 
. WASHER . . . . 


BA,C- 


° ο 9 9 ὁ Ceo ὁ o e ὁ 4 Φ' ο c Ὁ ὁ 9 9; ο 9 ὁ 


. 


. GASKET... 
. BUSHING. . . sc ie ο 11.8 19. ruso S: SASS Q M AS μὲ 
. HOSE ASSEMBLY, Plastic covered bcp -4- Ae LA A 
. HOSE ASSEMBLY, Plastic covered (MS28741-4-12 NA 

. RESERVOIR ASSY, Hydraulic wheel brake emergency complete LH 


. RESERVOIR ASSY, Hydraulic wheel brake emergency complete RH 
. . ELBOW.. Iu 
- . NUT ο ο ae 9s AO ¿s Ks lo ns’ σῶν ου 
UNES RING, “split “back-up (NAY eck ce. Bey Ὁ ok ah be Gees cr Ua del ie 
š GASKET. . . . E 
. + RESERVOIR ASSEMBLY, "Hydraulic "wheel "brake. emergency. "M 

. HYDRAULIC EQUIPMENT ASSY, Snubber utility eyeten transmitter. 
ç UNION: o Ὁ ο 
GASKET. DILE 


UNION . . . : ; 
SNUBBER (OPS). | Ua tue να ἂν 


. 
oe ο ὁ ο ο ο 


RING, Split back- EJ (Qu). δίῳ το Seg a : 

NUP + 0L eo es ee Se 5 ic DU ile aS ge ο ο ο... 

+ « ELBOW. ¿ í ç 1 ὁ 4 W 4 «νο ὁ ον ον 

n REDUCER . . . . s” ἵν ο ο “ο” 

HYDRAULIC EQUIPMENT ASSEMBLY, Cylinder power master brake LH. 

HYDRAULIC EQUIPMENT ASSEMBLY, Cylinder power master brake RH. 
ROD END ASSEMBLY (FA). Fr 08 sree 


. . * + essal‘ 


WASHER, Lock (NA). M 
NUT, Check (NA): se 


1 GASKET. . , 


RING, Split back-up thaj : ; : 
μα Ne ieee aS 


. 
. 
. 
. . 
. 


. 
. . 
. . 
` > ees s 
. . 
. `. ` e s n 
. . 


. . ` * obs o 


ELBOW . . . . > 
CYLINDER ASSEMBLY (GPC). 
- HYDRAULIC EQUIPMENT ASSEMBLY, Hose' auxiliary alighting gear 
fairing door cylinder 
. HYDRAULIC EQUIPMENT ASSEMBLY, Hose auxiliary alighting gear . 
fairing door cylinder f 
eon. NUD S £e ο ο duocwose es! Sad: EINER Ἣν d et es Es Su y a 
+ + BRACKET, Hydraulic auxiliary alighting gear fairing door . 
cylinder hose support . 
BRACKET, .Hydraulic auxiliary alighting gear fairing door . 
cylinder hose support . 
ο μμ ce tela, iu ο ο ο el ο Εμ ος ο Fox 
e GASKET o> J. Q ooo. sau S UR um, ο, τοί, RISO, φις WO ar RC IR ee 
BUSHING. . š . . . . W . QLU real Q 
HOSE ASSEMBLY, Plastic covered (MS287i1- à 8) (NA). 
+ + HOSE ASSEMBLY, Plastic covered (MS28741-4-12) (NA) . z 
z HOSE ASSEMBLY, Plastic covered (MS28741-4-10-1/2) (NA) . 
a HYDRAULIC EQUIPMENT ASSEMBLY, Audiliary alighting gear fairing 
door operating (see figure 200 for detail breakdown) 
. ELBOW. . . . . . . . . . . : -— Ar 
v μισο ws, ου 4 
. WASHER, Thrust (NA) 
. UNION. . . 
. GASKET . . 


. 
. 
e. s ù 
` 
. 


I UD UD UO UJ 2 EE E ο B: [53 =: ED PUPP P [Q PQ ΤῸ ΤῸ = r= P PO TO TO TO TO D fo = = ON 


πο = 
[ 
w 


= 

> 
1 

w 


A-B 


F: = = = ΓῸ ro τὸ 
Q 
' 


. 
. PP e . > eo * ὁ ο 5$; + + ὁ ο 


. 
` 
. 


. VALVE. 

. ELBOW. 

e NUT... š 
. RING, Split 
. GASKET... 
. TEE... wie ο Sons ου . 
. HYDRAULIC. EQUIPMENT ASSEMBLY, Valve auxiliary alighting 

fairing door lock restrictor 

. + UNION.. 
. > GASKET. 


k-up 


Ὁ: 


(NA). ν.δ, exi des 


e Qe eœ 
m 
Ce Me ο eee 


FU Hf p = = = = = Pn) n> no 


r. 


ο 
© 
p 


se * > eb o : ο ο ο . . e o 


ELBOW . 


* > o es o . 


.  REDUCER : 
. GASKET. . 
. VALVE, H 


m 
. 


yd 


rau ne -wa ay m restrictor (NA) μας 


11 


se ee ee (er ο ο n 
ην else 9 ὃν eei 
%. 0 559] 52 5] W. s. n. n n ν 


. 
PYRE EPR πι πε» ε}Η1Τὸ πι 
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FIGURE 195 - FUSELAGE STATION 53 TO STATION 131 HYDRAULIC EQUIPMENT INSTALLATION 
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` SECURITY INFORMATION — RESTRICTED 


AN O1-60JKB-À 


FUSELAGE (Cont) 


Section ΙΙ _ 
Group Assembly Parts List 


-UNITS USEABLE ON 


MS21905D6 
MS21916D8-4 
AN6290-8 
AN926-8D 
MS21903D8 
AN924 -8D 
AN960D1216 
AN6290-8 
MS21916D8-6 
AN6290-8 
MS21910D8 
AN924-8D 
AN960D1216 
MS21907D8. 
AN924-8D 
AN960D1216 
MS21908D6 
AN921-6D 
AN960D1216 
MS21916D6-4 
AN6290-4 
AN927 -4D 
AN832-4D 
ANQ24-4D 
AN960D716 
AN6290-4 
3H3-4-13-1/2 
3H3-4-10 
MS21903D6 
AN924 -6D 
AN960D916 
AN6290-6 
AN894D6 -4 
MS21903D8 
AN924 -8D 
AN960D1216 
486-12-0.1875 
MS21903D6 
AN924 -6D 
AN960D916 
MS21903D8 
AN924 -8D 
AN960D1216 
181 -58434 
181 -58601 
MS21903D6 
AN924-6D 
AN960D916 
MS21902D4 
AN6290-4 
AN6280 
MS21902D6 
181-58293 
MS21904D6 
MS21907D6 
AN924 -6D 
AN960D916 
181-58697 


-10 
-11 


MS21908D6 
AN6289-6 
5R15-6 
AN6290-6 
196-6-2.000 
MS21902D6 

. 25-25292 
181-58605 
MS21908D8 
AN6289-8 
5R15-8 
AN6290-8 
MS21616D8-6 
26275 
MS21902D4 
MS21902D6 
AN6290-6 


° ° ° 9 e q 9 9 o ὁ o o o o ὁ o ° ο 


2 3 4 5 ó 


see figure 
TEE. ... 


7 


NOMENCLATURE 


192 for additional breakdown 
75 for next assembly) 


REDUCER... . . ... š E 
GASKET. .......... Shite. GE 
TEES S ο... Lp OW o ee hae qoe SS 
UNION. . . . . νο. OUS teh centes tS 

NUD. i Way Pat dete ta Re kai iat Ue SED DOT oa da 
WASHBR on Z se el. 4 C a IN ie πω VV Len 
GASKET ZS uero get de eae CEU IRE Te US ede 
REDUCER. (i ie at Scar le fere Won OY νιν νε 
GASKET o ο ο ο κα... 
ων νι ὦ co. ου Sg. RE 
NUTS feces $9 voy d ues E νο 
WASHER... . . . .. μμ. 
ELBOW. ........:. πα σος . 
NUT. Sa ο S ea Ca hu ae συ“. 
WASHER μμ ie mum ys S s Dots Q eio 
ELBOW. 20 60 δρα 30x vo š Vos : 
μμ ο QUU. ings ARIS Roch qd . 
WASHER > a eeso , < e e +, MN 
REDUCER. .......... Bh ιο vs 
GASKET . ¿ ¿ Q a ac p sl a ela IRE κα 
ELBOWS. Lue ο κ ο WI utes d 
UNION. 7. Sue ο νον MM 
NUT T. IN ο ο κα c in Soh πο 
WASHER... 2.2... E: 
GASKET . . . . . i 


HOSE ASSEMBLY, 


“Plastic covered 
Plastic covered 


HOSE ASSEMBLY, 

UNION. . . . ^ ες 
NUT. . C 5 vos 
WASHER . . . ; .. 
GASKET . . . . . . 
BUSHING. . . . . . 
UNION. . . . . . . 
NUT. το See: ow) ον ow 
WASHER . . . . .. 
SPACER, Plain dua 
UNION. Mc cS 
NUT. 54... 3 Ὁ ο SU 34 
WASHER . . . . . . 
UNION. . . . ... 
NUT. w. ο ey ss 
WASHER . . 


SUPPORT ASSEMBLY, 
SUPPORT ASSEMBLY, 


UNION. ..... 
NUT. . . . . . 
WASHER . . . . . 
UNION. . . . .. 
GASKET . . . . . 
VALVE. . . . « « 
UNION. . . . . . 
.SUPPORT ASSEMBLY, 
ELBOW. . . . . . 
ELBOW. . . . ... 
NUT. . . . 2 © . 
WASHER . . . 


HYDRAULIC EQUIPMENT ASSEMBLY, 


* "=" 9: ο n ο 


(us2974i-i- 
MS28741-4- 


* 99 9? PPP, + » αι 


πλ πα ον ο 
. ` . . . . . . . ... 
: ο... AS, SA 
αν ο 
πμ NE CMC Ya Ya um 
DEC 
ο Sh us CR ου lor pene 
OM MES 

1 bearing (NA) . . . . . . 
ο πο αμ μμ ο.» 
ο ο a ο ο.” 
ERN DM ο το αν 
URS Bie. Gh dea i Ies Xo ALS 
AT M ο TS 


Hydraulic fuselage "RH gun 
Hydraulic fuselage RH gun 


* > ee o ὁ ο + 5$ ὁ ο α 
et e e n . ο 
. ο > . . on 
. . o . . © * n 
oe ο 8 o 
. ο ©... ù 


rau ulic lower 


et ο me + n ο 
*4 
m e. PP 


` Regulator 


compressor flow 


. ELBOW . . . . 

. NT... 

. "RING, 

. GASKET. . . 

. REGULATOR 
UNION. . . . 

VALVE, 


ELBOW... 
. NUT 
é RING, 
. GASKET. . . 


"Spiral 


UNION... . . . 


. 


Spiral back-up (NA). 
(wao) 
Surge (DN) | , 
HYDRAULIC EQUIPMENT ASSEMBLY, 


. e ο . 
. 


ee Qese.’ 
@ 

en 
< 
% 


Ow 
--ι»». 


5 € 9 9 6ο » ο 9 ο ὁ n ὁ t ο ο n. ο 


fuselage RH 1 


EP 


555 Gt oc o. 


` 9 ο + we n 


chàrger 


back-up (va): πο... : 


. 
. 
. 
. 


compressor 


8 


o.. e e e o 9 n. 9 (Deo ç n. o ° ο 


€, f$ νο 059 79 ὁ ο OO ὁ ο 5 94 9 € 9*9 859. 9.4: Ὁ 4 ὁ no o9: US. 


"` + t e s s e (0 0n + ° +, 


5.5 @ o. 9 4 c9 9 c9 9 0 v 5 c9 9 ὁ c? ὁ 3? 9 * * 9» 9 ο ο 


cto 


PER ASSY. 


° * 959 9 9 0 s 9 0 5 0 9 9 ο 
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FUSELAGE (Cont) 


ΜΞ 


Φ E) 


STA. 180.9 ; 3 


STA. 156.0 
H-181-58-46A 


FIGURE 196 - FUSELAGE STATION 156 TO STATION 181 RH SIDE HYDRAULIC EQUIPMENT INSTALLATION 
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ΑΝ 01-60JKB-4 
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FIGURE & PART : UNITS USEABLE ΟΝ: 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
196 : 1813258007 HYDRAULIC EQUIPMENT INSTALLATION,  Fuselage station -156 t ace w Ref 
station 181 RH side (see figure 87 for next eae 
-1 . 181-58613 HYDRAULIC EQUIPMENT ASSEMBLY, Valve utility system air check . 1 
: (see figure 197 for detail breakdown) 
-2 181-58651 HYDRAULIC EQUIPMENT ASSEMBLY, Reservoir utility system . . . 1 
: (see figure 199 for detail breakdown) 
-3 16145 CLAMP (MAR) .. F vou ον ο, “τ 
181 -58690 HYDRAULIC EQUIPMENT ASSEMBLY, Reservoir air storage H : 1 
-4 165-58060 . RESERVOIR ASSEMBLY, Hydraulic air storage weld assembly ο 1 
-5 MS21902D4 UNION . ὃν νο ον e ép ox Se hea ὅς fei, c p EE LO MEE 1 
AN6290-4 GASKET .. SR ROLL ue s CMT eden le, © S W rer Ge» GOP Al. Gen ἃ 1 
-6 AN814-4D PLUG AND BLEEDER ` 4o (ey ο ela tee, ον ο Qo cain) co RT ee ο ο S 1 
AN6290-4 GASKET . E fase en Na Te PERO te Mr d 
-7 16146 CLAMP (MAR) . . ο ae ber iis Q Ge OE DAD ls. UNO wee ϱ 4 
-8 181-58693 HYDRAULIC EQUIPMENT ASSEMBLY, Filter utility reservoir air . 1 
-9 MS21902D4 . UNION. or te S: . "DOE NE αν. we S Er 2 
-10 AN6290-4 GASKET .. igi ou SQ wo vw rw he! τῷ. Velde + 3 
-11 39645 FILTER, Hydraulic ‘air “(RUP) c.f cs ana 494. Ρ 1 
-12 AN927-1D ELBOW . ο eae! ο αμ S. (δ, ISl aw Du. OS ILE A Ze š 1 
-13 MS21903-4 UNION: ¿ X alu QU eee CEOs vex tel e wo e» S. δ xe ROCKY E 1 D 
-14 2W1V29-22-62 WASHER, Plain (ΝΑ). . . . . 4.4 2 ala s ο or eoo oy ον 1 
-15 ANQ24-4D NUT ια αν BES Be ee ah Sen Ho Re αἲ OO ipm MO Ore Stee Oe. κ 1 
-16 181-58807 -45 LINE ASSEMBLY, Reservoir air from tee on engine air duct . . 1 
to filter 
-17 181-58807 -57 LINE ASSEMBLY, Utility pressure from tee station 189 to... 1 BA,C- 
elbow station 156 
181-58807-15 LINE ASSEMBLY, Utility pressure from tee station 189 to . . . 1 A,BB-BY 
, elbow station 156 
-18 181-58807 -59 LINE ASSEMBLY, Utility retainer from union station 189 to . . 1 BA,C- 
tee station 156 
181-58807-17 LINE ASSEMBLY, Utility retainer from union station 189 to . . 1 A,BB-BY 
tee station 156 
-19. 181-58807 -39 . LINE ASSEMBLY,. Reservoir air pressure from station 183 to.. 1 
: check valve 
-20 181-58807 -25 LINE ASSEMBLY, Brake pressure from union station 183 to... 1 
τ elbow station 156 ; 
-21 .181-58660 . HYDRAULIC EQUIPMENT ASSEMBLY, Filter brake return . . . .. 1 
(see figure 197 for detail breakdown) ; 
-22 181-58807-31 . LINE ASSEMBLY, Utility return from filter reservoir . . . . . 
-23 181-58807 -43 . LINE ASSEMBLY, Reservoir air from check valve to air .... 
pressure regulator 
-24 181-58807 -49 . LINE ASSEMBLY, Reservoir air from pressure regulator to... 1 
š reservoir ` 
-25 181 -58807-61 . LINE ASSEMBLY, Utility case drain from union station 183 .'. 1  BA,C- 
. to filter 
-26 181-58807 -27 . LINE ASSEMBLY, Utility case drain from union station 183 .. 1  ‘A,BB-BY 
-26 181-58807-53 . LINE ASSEMBLY, Reservoir air vent from dump valve to tee .. 1 
station 177 
-27 MS21916D6-4 REDUCER: UU. qoe oe Malet Bra aara a. Gh Oe ᾧ NOTA . 1 
AN6290-6 GASKET . wow Le ο gU TED ED VE far imi Ρα š 1 
-28 MS21911D6 TEE .. ww edel ο cei ο ο ο ver ο x 1 
-29 181-58807-65 LINE ASSEMBLY, Air pressure regulator vent from pressure , 1  BA,C- 
regulator to tee station 177 
181-58807-55 LINE ASSEMBLY, “Air pressure regulator vent from pressure .. 1  A,BB-BY 
regulator to tee station 177 
-30 181-58807-41 LINE ASSEMBLY, Reservoir air from cross station 163 to air . 1 
tank 
-31 MS21908D6 ELBOW .. x - . SK ES ` . 7 1 
AN960D916 WASHER . . . . . - . . š » y. e. " £ w š 1 
2W1V37-26-62 . WASHER, Plain (NA). . . . REC IP EET 
AN924 -6D hlc" . ο . . T ç 1 
-32 MS21912D8 TEE = 6| ον "odes ase a a oe ae a ee á 1 
AN960D1216 WASHER Lou a we xo VERO C x Era ποσο P 1 
2W1V49-32-62 WASHER,’ Plain (ΝΑ)... . : p. Sols ç x 1 
AN924 -8D NUT. νο Cha E ο * % . . A " 1 
-33 MS21903D8 UNION i 22x -ᾱ ο) -ᾱ. wa "Em . ¿ 8’ 4 e ets - 1 
ΑΝΘΘΟΡΙ 216. WASHER . . . . . . . . è a * ο ο š 5 1 
2W1V49-32-62 WASHER, Plain (NA). . . . ; aY τ . 1 
AN924 -8D ο. NUT. ιν 4 POr » 4 ra . PET * 1 
-34 MS21908D8 ELBOW ........ š . . 1 
AN960D1216 WASHER . VP fae? (9248. «6, ev Vx ED ds de. ve LES Sa RUE ἴθι ο % 1 
2W1V49-32-62 WASHER, Plain (NA). . s ID a: SC tase is ru. as Egi μμ. 1 
AN921-8D ο, SUPE S ο, νι a -. a “ : ΕΣ 1 
-35 181-58807-33 . LINE ASSEMBLY, Brake return from union “station "156° to filter 1 
-36 181-58807 -67 . LINE ASSEMBLY, Brake return from filter to reservoir .... 1  BA,C- 
181-58807-35 . LINE ASSEMBLY, Brake return from filter to reservoir N 1  A,BB-BY 
-37 181-58807-29 . LINE ASSEMBLY, Utility return from filter to union sta "156 : 1 
-38 181-58807 -63 . LINE ASSEMBLY, Reservoir air vent from reservoir to dump valve 1 BA,C- 
181-58807-51 . LINE ASSEMBLY, Reservoir air vent from reservoir to dump valve 1 A,BB-BY 
-39 181-58659 . HYDRAULIC EQUIPMENT ASSEMBLY, Filter system return . . . .. 1 
-40 AN6234-3 be, BEILTER 0x 022. o6 oe ees ee Be -ᾱ ὁ Love “Si per at Bs 2 
-41 MS21908D8 7 ΕΙΒΟΝ....... ? zw oue lode s » 2 
-42 AN6289-8D ° MMC ED" "TA. 
-43 AN6291-8 i RING: A ce Ei eal Gee, ο ο ea hena ος iof. θες 2 
-44 AN6290-8 . . GASKET . 7 4 E at ῥίον E u ο που. 2 
_-4 181-586 HYDRAULIC E UIPMENT ASSEMBLY Regulator utility reservoir . . 1 
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FIGURE & PART UNITS USEABLE ON 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 ot NOMENCLATURE PER ASSY. CODE 

9 312100 _. . REGULATOR : 1 
-47 MS21908D6 . . ELBOW. Nu dei okt Yes Jes ga ce 2 
-48 AN6289-6 x o NUT eo gs, Hees c ORR ἃ ος s 2 
-49 AN6291-6 ` * . RING east ales πω) 2 
-50 AN6290-6 . | . . GASKET . d ο ο ο απ μμ a ο ος ο DU ce ο 8 
-51 MS21907D4 ve οὐ 2. Ze xe 0€ ο ο ἡ δ y ο de Tea 9I c9) ο ο. ο 1 
252 AN6289-4 in we PRENNE DT Pr ley x 1 
-53 AN6291-4 » e RING: 4 ο ὦ τῷ 3. 1. 
-54 AN6290-4 eor GASKET ni Y S. ο ο ο U S. ᾱ- τ e Za Behe ο Mel de a See Im US dg 1 
-55 181-58658 : . HYDRAULIC EQUIPMENT ASSEMBLY, Valve utility reservoir manual. 1 

air pressure relief 

-56 870629 . . VALVE (WK) es : 1 
-57 MS21908D4 s ce ΒΗΒΟΝ . 02. 9 9 ο e Aus s 2. 
-58 AN6289-4 sr. Foy ANUT T V y NK te a 9 IU ve. ste š 2 
-59 AN6291-4 tee ce ΠΜ τν, Ὡς ves ο ecu ὃν τὸς Soy SO Ae ee 2 
-60 AN6290-4 . . GASKET Xs $ 2 
-61 AN3-4A κ, he ο ο ο ο dese ο see sr ESSE Te DA 2 
-62 : 181-58332 . . LEVER, Hydraulic manual relief valve. 1 
-63 2W1AL26-16-60 . . WASHER, Plain: (NA) 4 o4. E 2 
-64 AN365-1032 ce NUT . ο ο kie. de f 2 
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12 
H-181-58-34B 
FIGURE 197 - UTILITY SYSTEM AIR CHECK VALVE AND BRAKE RETURN FILTER 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
197 UTILITY SYSTEM AIR CHECK VALVE AND BRAKE RETURN FILTER 3 
181-58613 . HYDRAULIC EQUIPMENT ASSEMBLY, Valve utility system air check Ref 
(see figure 196 for next assembly) 

-1 AN925-4D £^ Ja CROSS ie ee oo sat se Se ep ᾱ- ὦ, eR a? ae Say nie el A Ὁ Se . 1 
-2 AN6290 -4 . « GASKET . i . + ο < ο ο < ὁ ὁ < <“ ο ου 4 
-3 MS21916D6 -4 +o a REDUCER `. si Bey ee δρ ας Pos aa DES 6 
-4 AN6290-6 s ce DGASKET ode Lo Zes ο ο ο τι Bees, See M Rene DR 6 
-5 311826-1 - . VALVE ASSEMBLY, High temperature swing check (GPC) 3 
-6 AN6291-4 esu ΤΝ ον 444 5 0 U Re πμ. Sec Tete Yon ἃν αι o μον NES H 
-τ AN6289-4D ae ἂν NUTS S Lu S annn m αν να a —-—E MOL 1 
-8 MS21908D4 de ου Μι ΠΩ reale (on be. Sy ον ο ο 1 

181-58660 . HYDRAULIC EQUIPMENT ASSEMBLY, Filter brake return . . . . + Ref 

see figure 196 for next assembly 

-9 ` AN6234 -2 se € GJEILTER ο $06 eo ei ce Cues s —— EE 1 
-10 AN6290 -6 e è GASKET . 4 4 4 76 Ίο. xe tk τς ών, 9^] Del ove lw. i à. αἱ Ψ ϱ δν ῇ 
-11 AN6291 -6 go cer RING- Gee Oe sence! et ae euo Wad ντε 
-12 AN6289-6 . caT NUT vo. ο 23€ ο ah en o eos 3 
-13 MS2191608D6 2) se ELBOW co see est ce Ὁ -ᾱ rey ce oe es νο «ene κ ο ο... 2 
-14 AN832-6D : 4 cow UNION nee e Rue ie. eS, yr νι ο” 1 
-15 MS21916D8-6 «ο. UNION ο ον eae ue 8 Se a sN Ea τω. E E 1 
-16 AN926-6D ¿ A TEE «Ὁ κ ο es δν Ὁ mre leo Se Z9. dap So 06 ο CR. er ier cl 1 
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FIGURE 199 - RESERVOIR UTILITY SYSTEM HYDRAULIC EQUIPMENT ASSEMBLY 
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FIGURE & PART UNITS USEABLE ON 


INDEX NUMBER 


199 


-1 
-2 


: š 


357 


: NUMBER 
161-58651 


MS21902D6 
MS21902D12 
MS21916D6-4 
MS21911D6 
MS21908D6 . 
MS21908D8 
AN6289-6 

. AN6291-6 
AN6290-6 
AN6289-8D 
AN6291-8 
.AN6290-8 
AN6290-12 
181-58051 
RS108-100 


AN6290-8 
161-58827-3 
170-58241 
AN6227-7 
AN6227-3 
2W1R29-28-250 
170-58247 
181-58268 
2W1SR16-16-62 
181-58260 
181-58263 
181-58264 
8110 

AN871-6D 
181-58261 
181-58262 
181-58267 
181-58265 
181-58260-27 


181-58266 
187-58281 


187-58249-3 
187 -58282 


NAS42DD5 -8 
2W1AL12-16-40 
187-58281-11 


187-58281-5 
187-58281-3 


187 -58281-10 


197-58349-5 
187 -58283 


NAS42DD5-8 
2W1AL12 -16-40 
187-58281-11 


187-58281-5 
187-58281-3 


2QW1ALP84 -76-64 


1 


HYDRAULIC EQUIPMENT ASSEMBLY, 


` * + ° s 9 + s ο 


NOMENCLATURE 


Reservoir utility system. . 
(see figure 196 for next assembly) 

UNION, Flareless tube. . ........... 

UNION, 

REDUCER, 

TEE, Flareless tube internal thread on run . 


2 3 4 5 6 7 


Flareless tube. . .......... : 
External thread flareless tube: . . 


` * ° 0 ο + n ο 5 
4. * 9 e s s 9 ο 
. 


RING, . 
GASKET, tree ce 
GASKET, ` Straight thread tube fitting boss. . . . . . , 
RESERVOIR ASSEMBLY, Hydraulic utility system main. . , 
- CHAIN ASSEMBLY, Safety free swiveling (Roylyn Inc.) 

CAP ASSEMBLY, .2.00 size bail handle ἴκογιη Της.) , 


Hydraulic fitting gasket back-up . 


Bulkhead universal 90° flareless tube ` ` 
Straight thread tube fitting boss. . . 


ELBOW, Bulkhead universal 90? flareless tube 

ELBOW, 

NUT, Flared tube universal fitting . . . .. . 
RING, Hydraulic fitting gasket back-up . . . x 
GASKET, Straight thread tube fitting boss. . . 
NUT, Flared tube universal fitting. "as © te we 


GASKET, 3.00 size coupling (Roylyn Inc.). . . . . . 
STRAINER, Folded 2.00 size hydraulic filler (Roylyn 


b- εν ο wel Gore e ο o A a 
'. GASKET, Straight thread tube fitting boss . . . . . 
. SPRING, Compression . . . . . . . . ¿+ . . . s. . . 
. RETAINER, Hydraulic reservoir sight gage glass. . . 
. PACKING, "O" ring hydraulic . . . . . . . . . . 
. PACKING, "O" ring hydraulic . . . . . ; . > 
. WASHER, (NA) . . . . . 
'SHIELD, 
. TUBE, Hydraulic utility reservoir sight gage. . . 
. WASHER, Plain (ΝΑ)................ 
., SHELL ASSEMBLY, Hydraulic utility system reservoir. 
. BOSS, 
. BOSS, 
. NIPPLE, 
s SEDANGE:. ¿Qu 0. 09998 09 see ors TELE wv QU 
. FITTING, Hydraulic reservoir sight gage top. . . 
. FITTING, 


Plain 


Hydraulic utility system reservoir drain . 


BOSS, 
BOSS, 
SHELL ASSEMBLY, 

inner return 
e . . BOSS, 
VALVE ASSEMBLY, 

flapper 

PIN, 


Hydraulic utility system reservoir sight gage 


Hydraulic utility system reservoir suction 


2.00 size hydraulic filler (Roylyn Inc.). 


Hydraulic reservoir sight gage bottom .' 
Hydraulic utility system reservoir scupper 
Hydraulic utility system reservoir brake return. 
Hydraulic utility system reservoir . . 


5 Ν 
$e Y ο w. «ὦ  ὁ ye 


LE “Δ ο ο ᾱ ae: Ὁ ah re: ἈΦ αφ ο Os ὦ “ὦ ὁ 


I 


. 


Ó. e 0 e n e o o ο e e ο 


. 


drài 


Hydraulic utility system reservoir return . 
‘Hydraulic utility system reservoir , 


Hydraulic reservoir pressure relief door . . 


PER ASSY. 
. . Ref 


CODE 


eee 
-. * ο s ο 9 5 ο s ο 5 


n 


* * * * s Ó. s a t ο ο 


ΠΕ PH: PRP PRP ERE BEEP NPP ERP = P RPE > => n D m P p p gi P [O 


+ + + SPRING, Hydraulic utility reservoir lower flapper . . 
; valve 
+. + SPACER, Rivet 2022. 0 + + ο 9 3o ele deos is 1 
. WASHER, Plain (ΝΑ),.........:........... 1 
. ARM ASSEMBLY, Hydraulic utility system reservoir. . . 1 
flapper valve. 
E - LID, Hydraulic utility system reservoir flared valve., 1 
7 - BASE, Hydraulic utility system reservoir flapper. . . 1 
valve 
+ + VALVE ASSEMBLY, Hydraulic utility System reservoir ... . 1 
flapper ` 
* . PIN, Hydraulic reservoir pressure relief door . aw 1 
. SPRING, Hydraulic utility reservoir upper flapper . 1 
valve 7 ; 
> | SPACER, Rivet soo . .. 2. 22.235 5355.5 1 
<ç . WASHER, Plain (ΝΑ). . . . . ων .. e vz e v, eee. 1 
+ + ARM ASSEMBLY, Hydraulic utility system reservoir. . . 1 
flapper valve 
. + + LID, Hydraulic utility system reservoir flapper valve 1 
+ + + BASE, Hydraulic utility system reservoir flapper. . 1 
valve I 
ο μα ο ο π.μ. 2 


- WASHER, Plain 
4 
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. FIGURE 200 - AUXILIARY ALIGHTING GEAR FAIRING DOOR OPERATING HYDRAULIC EQUIPMENT ASSEMBLY 


FIGURE & PART UNITS USEABLE ON | 
INDEX NUMBER NUMBER 1 2 3.4 5 6 7 NOMENCLATURE PER ASSY. CODE 
200 181-58635 HYDRAULIC EQUIPMENT ASSEMBLY, Auxiliary alighting gear fairing .. Ref 
door operating (see figure 194.for next assembly) 

l -1 AN815-8D UNION o a e k ae ie πε ο ας ος ao τω Ñ yrs Sh 
-2 AN6290-4 « GASKET, . . . + + > ^s .. . ex “ὁ ἐῶν ^d 2 
|] -3 ` AN833-4D C i BEBOR μα ανα deci S a dte ye d, e Rs : 1 
A AN6289-4D τν NUT tS ο S.S: Hor Sapte πο n DM 1 
-5 AN6291-4 . RING. ... e: Ero sie, S all ws oe te w š 1 
181-58035 . CYLINDER ASSEMBLY, Hydraulic auxiliary alighting gear. PD 1 

fairing door operating 
181-58142-5 - . HEAD ASSEMBLY, Hydraulic auxiliary alighting gear . . 1 

: fairing door operating 
-6 181-58142-3 - + . HEAD, Hydraulic auxiliary alighting gear fairing... . 1 
door operating 

-τ HSBG6S . . . BEARING (AET). . : Sense UP 
-8. 5R16-26 . RING, Spiral back-up (NA) (supersedes 5R12- -26 and `AN6216-26_ ñ 4 

᾿ I for future procurement) 
-9 AN6227-26 » . PACKING. . . w:o e D Sat rely n ο ο κ εἴν «ίσες, 2 
-10 1N6-25 : . . NUT, Cylinder loek (NA) . * 7 V ww < 1 
-11 181-58148 . . BARREL, Hydraulic auxiliary alighting gear “Pairing. Z= A Len δῷ 1 

à door operating cylinder 
-12 181-58144 - . PISTON ASSEMBLY, Hydraulic auxiliary alighting gear... . 1 
š fairing door operating cylinder 

-13 5R16-19 . RING, Spiral back-up (NA) (supersedes 5R12-19 and AN6246-19. . 2 

Š for future λες ας 
-14 AN6227-19 . . PACKING. .. A 1 
-15 5R16-13 . RING, Spiral back- Lup (NA) (supersedes 5R12- 13 and ' AN6256 -13. š 2 

for future procurement) 
-16 AN6227-13 - . PACKING. . . « vio o k ο e) -ψ WO Tu" im τῳ. T 1 
-17 181-58143-3 ` . . CYLINDER END, Hydraulic auxiliary alighting gear. ... 1 

| fairing door operating: š 
-18 2W12-13 . WASHER, Felt (ΝΑ) ............... E νῷ s 1 
-19 2WlALPA45-35-40 . . WASHER, Plain (NA). . . . . . . . MES A P 1 
-20 AN6231AÀ " . SCRAPER. v. w voce. 4 k O δ. s Me. w ο Exe ο rs aro ta. Des -ᾱ 1 
-21 TRÀ -13D . . RETAINER, Wiper ring (NA) . . . . js dis i e x 1 
-22 NAS50-112 ç . RING, Internal retainer . . . . . αν. i € : H 
-23 2W15-8 s; a WASHER, Lock (NA) s Q . - ο e X ww. ves mo eee ὃ . 4 1 
-24 1N7-8A . . NUT, Check (NA). . . . . . . « ώς ώς πε ον λος YS 1 
-25 181-58072-7 . . ROD END ASSEMBLY, Hydraulic tail bumper operating cylinder. 1 š 

-26 HSBG5S τα o BEARING  (AET).CL 2 ox 5, ἡ Oe WS a SL φομ ο ὃς 1 
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FIGURE 203 - FUSELAGE STATION 181 TO STATION 236 HYDRAULIC COUPLINGS 


H-181-58-66 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER l 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
903 Νο Number FUSELAGE STATION 181 TO STATION 236 HYDRAULIC COUPLINGS . . . , . Ref 

(see figure 201 for next assembly) 
-1 300584 -4D COUPLING HALF AQ, x b νο ία 1 
-2 300584 -6D COUPLING HALF AQ). . H T 
-3 300584 -8D COUPLING HALF AQ). . 3 
-4 300551--120 COUPLING HALF AQ). . 8 
-5 3055811 -6r COUPLING HALF AQ). . 1 
-6 3055S11-8D COUPLING HALF AQ). . . 1 
-T 3055S11-12D COUPLING HALF AG) xe 3X κο ᾱ- o'k 235 a 2 
-8 AN520-1ÓR8 SCREW ο 6l exe ees lbs E CDU I EL 51 
-9 AN365-1032 NUT- ^23 ο ud) cae tate ο ἜΚ doc ky ate . 51 
-10 AN6289-6 NUT, Flared tube universal fitting 2 
-11 AN6291-6 RING, Hydraulic fitting gasket back-up . . 2 q 
-12 AN6290-6 GASKET, Straight thread tube fitting boss . 5 
-13 AN927-6D on:o MEE ο ο des ο fas ΜΜ. 1 
-14 AN6280-6 VALVE, 3000 psi hydraulic check internal ports 2 
-15 MS21902D6 UNION, Flareless tube . . . . . . , , , , + . 3 
-16 AN960D10L WASHER . αν με.” 102 
-17 AN6289-12D NUT, Flared tube universal fitting 2 
-18 AN6291-12 RING, Hydraulic fitting gasket back-up . . 2 
-19 AN6290-12 GASKET, Straight thread tube fitting boss . 4 
-20 AN927 -12D ELBOW ο ο E G UX E πο αμ κ. 9 
-21 MS21902D12 UNION, Flareless tube ....... 2 
-22 AN6289-8D NUT, Flared tube universal fitting 1 
-23 AN6291-8 RING, Hydraulic fitting gasket back-up .. 1 
-24 AN6290-8 GASKET, Straight thredd tube fitting boss . 4 
-25 AN927 -8D νο ο. ο gU esse Ὅσων. oe irat 2: Ç 1 
-26 AN6280-8 VALVE, 3000 psi hydraulic check internal ports 1 
-27 MS21902D8 UNION, Flareless tube . E E Esq Μαρς 2 
365 
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FIGURE & 


INDEX NUMBER 


908 


PART 
NUMBER 


181 -58610 


'AN3 -17A 
AN960D10 
NASH3DD3-15 
181-58325 
AN6234-1 
MS21916D6-4 
MS21C^BDÀ 
AN6283-1 
AN6291-1 
AN6290-4 
181-58669 


AN832 -4D 
18D2 


MS21915D6-4 


MS21912-6D 
AN6290-4 
AN6289-6D 
AN6291-6 
AN6290-6 


1 


2 3 4 5 


ó 


7 


NOMENCLATURE 


΄ 


H-181-58-53 


FIGURE 208 - HYDRAULIC FLIGHT CONTROL TRANSMITTER SNUBBER AND CASE DRAIN FILTER ASSEMBLIES 
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INDEX NUMBER 


205 


FIGURE 205 - HYDRAULIC FLIGHT CONTROL DUMP RELIEF AND FILLING VALVES 


PART 
NUMBER 


181-58620 


10-1006 
MS21907D4 
AN6289-4 
AN6291-4 
AN6290-4 
181-58674 


AN6279-6CD 
MS21908D6 
AN6289-6 
AN6291-6 
AN6290-6 
MS21912D6 
181-58695 


MOC6-05 
MS21908D6 
MS21902D6 
AN6289-6 
AN6291-6 
AN6290-6 


SECURITY INFORMATION — RESTRICTED 
. ΑΝ O1-60JKB-l 


FUSELAGE (Cont) 


1 2 3 4 5 6 7 NOMENCLATURE 
HYDRAULIC FLIGHT CONTROL DUMP, RELIEF AND FILLING VALVES 


HYDRAULIC EQUIPMENT ASSEMBLY, Valve normal flight control 
accumulator press. dump (see fig. 201 for next assy) 


. . VALVE (Proof Industries) . ss i ὐέ 
. . ELBOW, Flareless tube and “universal "is. κ. u αν να 
NUT, Flared tube universal fitting . . . . . . . . 


+ . RING, Hydraulic fitting gasket back-up . . . . 
GASKET, Straight thread tube fitting boss .. « 
HYDRAULIC EQUIPMENT ASSEMBLY, Valve flight control 5 
system relief (see figure 201 for next assembly) 
. . VALVE, Hydraulic pressure relief two port . . .. 
- . ELBOW, Bulkhead universal 90? flareless tube : 
NUT, Flared tube universal fitting . s . 
. RING, Hydraulic fitting gasket back-up . . . . 

. GASKET, Straight thread tube fitting boss 
TEE, Flareless tube with bulkhead on run . . 6 
HYDRAULIC EQUIPMENT ASSEMBLY, Valve flight control H 


4 νο n 


system filling (see figure 201 for next assembly) 


- . VALVE, Mechanically operated check (BTP) . . . . . 
ELBOW, Bulkhead universal 90? flareless tube . . . 
UNION, Flareless tube . . κ, ας x p 

. NUT, Flared tube universal fitting o E οἱ -ᾱ 
. RING, Hydraulic fitting gasket back-up . . . . .. 


-. | GASKET, Straight thread tube fitting boss . . .. 


` * $9 5 ο 


H-181-58-39 


Group Assembly Parts List 


UNITS USEABLE ON 
PER ASSY. CODE 


. Ref 


aw 
Ώ 


= 
M 
ΠΡΒΛ): 


229551. 


RESTRICTED 


367 


Section. 11 . SECURITY INFORMATION — RESTRICTED 


Group Assembly Parts List - AN 01-60JKB-l 
FUSELAGE (Cont) 


H-181-58-48 


` FIGURE 206 - HYDRAULIC FLIGHT CONTROL TRANSMITTER AND FILTER ASSEMBLIES 


ne T ET ON 
UNITS USEABLE ON 


-14 181-58110 l BRACKET, Hyd aileron alternate flight control filter. 
-15 . .AN4-21A ο μμ ο ο eter] μμ inim e ds 
-16 | ANQ60D10L WASHER 2 2 s 42 μα ο MA AR Se a PO 


-17 AN365-128 ENS wx rr P TTA 


FIGURE & — PART 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE . PER ASSY. CODE 
206 s HYDRAULIC FLIGHT CONTROL TRANSMITTER AND FILTER ASSEMBLIES 
181-58624 . HYDRAULIC EQUIPMENT ASSEMBLY, Transmitter normal flight. . . . Ref 
. control pressure (see figure 201 for next assembly) 
I -1 AN833 -4D v $ BEBO: SL X ea eoe ah Ride ρα SEE Se ὁ d deck 1 
-2 AN6289 -4 v ce NUTS arae νυν 4 DUE TR ea eres WO Baa ae aN ge UL 
-3 AN6291-4 νιν, ΙΝ S Bs e Re a re ον o 2. 4 
-4 AN6290-4 e aa SGEGASKETU ο co ο ο ue elim im am s uo ee ects a ax e oie od 
181-51908-10 . . SUPPORT ASSEMBLY, Hydraulic pressure transmitter complete . 1 
-5 AN515-6R6 I4 TSGREW cono e cec E nom μμ ο ρου. 
-6 No Number ` . TRANSMITTER, Hyd pressure type Nl (R88T2652-100) (GFP). . . 1 
-7 181-51139 . . SUPPORT ASSY, Transmitter normal flight control pressure. 1 
8o9-2 . . MOUNT, Vibration (RAI). . . . . + + + + + + + + + + + + * ° 4 
181-58683 . HYDRAULIC EQUIPMENT ASSEMBLY, Filter alternate. flight control. 1 
(see figure 201 for next assembly) 
-8 38426 . . FILTER, Hyd replaceable micronic element line type (PUP). 1 
-ο MS21908D6 2 m CEHBOW. Q nite, U cee S. ο OA Hay Ca ο ο ο ae ο κ σε... 
-10 AN6289-6 . «o NUT. + S .. 4-2. »»«:::.« ἂν ος wire eee: ` «Ὁ 
-11 AN6291-6 ¿ RING: 24 x ο can er -ᾱ ses ha αν ete ae SSS wy EE 9 
-12 AN6290-6 GASKET oe xm G. σα, ae . Elk iesu te? Ὁ; E 2 
-13 -MS21907D6 ELBOW. .. . » 1 
1 
2 
m 
2 
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SECURITY INFORMATION — RESTRICTED 
AN 01-60JKB-4 


FUSELAGE (Cont) 


Section 11 . 


H-101-58-52 


FIGURE 207 - HYDRAULIC FLIGHT CONTROL CHANGEOVER AND FAIRING DOOR SELECTOR VALVES 


Group Assembly Parts List 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 ó 7 NOMENCLATURE PER ASSY. CODE 
207 HYDRAULIC FLIGHT CONTROL CHANGEOVER AND FAIRING DOOR SELECTOR 

VALVES 7 
181-58675 . HYDRAULIC EQUIPMENT ASSEMBLY, Valve flight control system Ref 
changeover (see figure 201 for next assembly) 
-1 26295 p VALVE, Solenoid operated 2 position 3 way manual . . . " 1 
- over-ride normally open (ΑΡ) i 
-2 MS21908D6 - + ELBOW, Bulkhead universal 90? flareless tube . . š. S Gh ena 2 
-3 AN6289-6 + + NUT, Flared tube universal fitting . . . . . . Va ας ας Yon 3 
-4 AN6291-6 - + RING, Hydraulic fitting gasket back-up . . . . 5 Sy foe εν 3 
-5 AN6290-6 + + GASKET, Straight thread tube fitting boss . . . . . . . . 3 
-6 MS21912D6 - . TUBE, Flareless tube with bulkhead on run ........ 1 
181-58648 . HYDRAULIC EQUIPMENT ASSEMBLY, Valve alighting gear and . . . Ref 
fairing door selector (see figure 201 for next assy) 
-T MS21902D6 + + UNION, Flareless tube ................. 2 
-8 MS21903D6 + + UNION, Flareless tube 3/8 bulkhead and universal . . . . . 2 
-9 MS21907D6 . + ELBOW, Flareless tube and universal 45° , , , Sol es ois 2 
-10 MS21908D6 . + ELBOW, Bulkhead universal 90° flareless tube . . . ο... 9 
-11 AN6289-6D + . NUT, Flared tube universal fitting . A S.A as ter 22 5 6 
-12 AN6291-6 + + RING, Hydraulic fitting gasket back-up . . . . . . . . . . 6 
-13 AN6290-6 + + GASKET, Straight thread tube fitting boss . $2 ώς σον εν TO 
-14 AN927-6D . ELBOW*-5 ο ο ο μι a de εως ο 1 
-15 27610-6 : VALVE, Hydraulic priority 3000 psi (HYRM) . . . i. τ 1 
Solenoid selector (Mar-Vista Engineering) — 1 
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Group Assembly Parts List AN 01-60JKB-l 
. FUSELAGE (Cont) 


H-181-58-41A 


FIGURE 208 - ACCUMULATOR FLIGHT CONTROL SYSTEM HYDRAULIC EQUIPMENT ASSEMBLY 
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SECURITY INFORMATION =— RESTRICTED Section. 1Ι . 


AN O1-ÓOJKB-h ^. | Group Assembly Parts List 
FUSELAGE (Cont) ' 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE : PER ASSY. CODE 
208 ` 181 -58673 HYDRAULIC EQUIPMENT ASSEMBLY, Accumulator flight control system. Ref 
(see figure 201 for next assembly) 
-1 . MS21902D4 z UNION: ο ζωνός o Wine is we ο e m ILS xe OR CR, Be “Ὁ wu uer z 1 
-2 AN6290-4 i . GASKET . . be: δν Cee Ge s BAG T da aiu d. T ‘ 1 
-3 MS21903D6 . ¿ CUNION Sox eco» Gee vos Ae ————— o L l 
-4 MS21912D6 ΑΕ. v 1$ wies. ος νε . oa 3 ET eo: tat s 3 1 
-5 AN927-6D . ELBOW i . . .. ΕΕ A ae . 5 1 
-6 AN6289-6 v NUT ο els x X aom Weg €x; s p Y: XC UE SU BR usos a A 4 
-7 5R15-6 f . RING, Split back-up (NA). . . . . . . ee eee ἘΝ 4 | 
-8 AN6290-6 e GASKET; SU oe» δα. wk Ὁ. ee ox RAS S ὁ ο es 5 
-9 MS21908D6 ` μου s G ys: ae tor Ge Wel aera ee EO deb eren Mea Ui LE Leake oka” B 
-10 177-58047-10 . ACCUMULATOR ASSEMBLY, Hydraulic 60 cu in. self displacing . . 1 l 
(supersedes 177-58047 for future procurement). ae 
-11 165-58372-5 . . CYLINDER END, Hydraulic 60 cu in. accumulator ...... 1 
-12 165-58117 . . . CYLINDER, Hydraulic 60 cu in. self displacing accumulator. 1 
pressure $ à . 
= 165-58115 . . HEAD ASSEMBLY, Hydraulic 60 cu in. self displacing ... , 1 
accumulator 
-13 165-58115-3 . . . HEAD, Hydraulic 60 cu in. self displacing accumulator 1 
-14 165-58115-7: - . . . BUSHING, Hydraulic 60 cu in. self displacing accumulator 1: 
-15 165-58118 . . CYLINDER, Hydraulic 60 cu in. self displacing accumulator. 1 
: retainer i 
-16 165-58376 . . CAP, Hydraulic 60 cu in. self displacing accumulator . . . 1 
-17 AN6230-14 κ. x GASKET X cu. uU ub e ote lee ee LO a ο ας Oe a ᾱ 3 
-18 5R1I4-14 . . . RING, Spiral back-up (ΝΑ). . . . . . 4... 22... P [| 
-19 AN363-720 seus NUTS SUR ο Xo SA eL NR S ος ον OS ο ESI sp ice qc Wo. Ub 
` -20 165-58410-3 . . SCREW, Hydraulic 60 cu in. self displacing accumulator . . 4 
: retainer 
-21 ` 165-58404 i d RETAINER, Hydraulic 60 cu in. self displacing accumulator. 1 
O" ring ] 
-22 5R16-10 ; . . RING, Spiral back-up (ΝΑ)... ............ .. 2 i 
-23 AN6227-10 « a “PAGKING ο AO et So ο ο ek. BE a eR ἃν Eee ge 2 : 
~24 165-58403 . . PISTON, Hydraulic 60 cu in. self displacing accumulator 1 
-25 5R16-37 . . RING, Spiral back-up (ΝΑ)... . ee ee ee we ee 8 | 
-26 AN6227-37 s κ PACKING 4. 40 wor e qox Uesk ο De ο ιδ ES t. σεις W: ey eo εν ar Cs. a 2 R 
-27 165-58405 . . ROD ASSEMBLY, Hydraulic 60 cu in. self displacing ..,. 1 
accumulator 
-28 165-58474 . . RING, Hydraulic delta back-up . . . s .. +, + ç + s s + + 2 
-29 AN6230-13 s Q GASKET Ou. qoe ο ο ο ο στ CR t Ru ae ORC Ue C ma οὔ, G Pgh --- 2 
-30 165-58112 . . SCREEN ASSEMBLY, Hydraulic 60 cu in. self displacing... 2 
-31 165-58375 . . FILTER, Hydraulic 60 cu in. accumulator. . . . s , + sc . 1 
-32 NAS50-118 . . RING, Internal retainer . . . .. , + + + + + + ee eee 1 
-33 177-58101-37 . . RING, Hydraulic special dynamic teflon . . . . . , + + . . 2 l 
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SECURITY INFORMATION — RESTRICTED Section_ 11 _ 


AN 01-60JKB-4 Group Assembly Parts List 
FUSELAGE (Cont) l 


a TS. ~LISEARIE ON 
FIGURE & PART UNITS USEABLE ON 


INDEX NUMBER NUMBER 1 2 3 4 5 ó 7 NOMENCLATURE PER ASSY. CODE 
209 181-58009 HYDRAULIC EQUIPMENT INSTALLATION, Wheel well LH and RH . . . . . Ref 
(see figure 87 for next assembly) 
-1 MS21902D6 "ER MEN homer eit ee ae ——— MEE EE 5 
z -2 181-58839-67 ` LINE ASSY, Drain from union sta 180 to hose sta 180 RH side . 1 
-3 181-58839-65 . LINE ASSY, Drain from union sta 180 to hose sta 180 RH side . 1 
-à 181-58839-63 - . LINE ASSY, Drain from union sta 180 to hose sta 180 RH side . H 
-5 3H2L-018 “HOSE. (NA). use ovo» vom S ο ο X S um xc d 
AN737TW26 ¿ ο gw X ο ue xo * Q 0€ X ee ee US ᾱ 3 
-6 181-58839-13 ` LINE ASSY, Normal flight control return from union at. . 1 
station 181 to elbow at station 181 ; 
-7 181 -58839-73 . LINE ASSY, Normal flight control pressure from union at . . . 1  BA,C- 
station 181 to tee at station 181 
181-58839-145 . LINE ASSY, Normal flight control pressure from union at . . . 1 A,BB-BY 
station 181 to tee at station 181 
-8 181-58634-1 &-2 . HYD EQUIP ASSY, Cyl hyd main alighting gear fair. door . . ° 1 
z actuating LH and RH (see fig. 210 for detail breakdown 
-9 181-58839-47 . LINE ASSY, Fairing door close from manifold RH side to . .. 1 
tee at station 180.906 
-10 181-58839-49 . LINE ASSY, Alighting gear down from manifold LH side to... 1 
š tee at station 180.906 
-11 181-58839-51 . LINE ASSY, Alighting gear up from manifold LH side to... . 1 
tee at station 180.906 . 
-12 181-58839-61 . LINE ASSY, Fairing door open from manifold LH side to . . . + 1 
tee at station 180.906 
-13 MS21906D6 s SPERO J ο erena ee δν οφ, ας δώ, RU Sua eR CAUSE Se ence ode eos 4 
-14 181 -58839-53 . LINE ASSY, Fairing door close from tee at sta 181 to landing. 1 
᾿ gear selector valve 
" -15 181-58839-55 . LINE ASSY, Alighting gear down from tee at station 181 to.. 1 
landing gear selector valve 
-16 181 -58137 . SUPPORT ASSY, Hydraulic fuselage station 180.906 LH . . . . 1 
-17 181 -58839-57 . LINE ASSY, Alighting gear up from tee at station 181 . 1 
P ` to landing gear selector valve 
-18 181 -58839-59 . LINE ASSY, Fairing door open from tee sta 181 to LG sel valve 1 
-19 3H3-4-17-1/2 ` HOSE ASSY, Plastic covered (make from MS28741-4-17-1/2 {NA}. 2 
-20 3H3-4-15-1/2 ` HOSE ASSY, Plastic covered (make from MS28741-4-15-1/2) (NA). 2 
-21 181 -58642 . HYDRAULIC EQUIPMENT ASSY, Manifold main alighting gear . . . r 
-22 181-58042 . . MANIFOLD, Hydraulic main alighting gear system . . . . . . 1 
-23 AN814 -306 . . PLUG AND BLEEDER . . « « + + + s © © © © s © © tn |] * ° 95 1 6 
-24 AN815-4D EM UNIONA uie D ο € co αν ο... 
-25 AN6290-4 MOSS ο S Z gd. oho Woe ο cC ο ο ee we E 
-26 MS21902D6 . . UNION Row δι Cac Telle «4, κ. ὁ; 1. elses SE τον Ta 0$ SW a ed eeu S Td ar se 8 
-27 AN6290-6 ο OSASKEW Lo. vog V "νην, ο C us P NAP RO E eS 
-28 MS21902D4 TU. μμ αν ο ο ee te a Ane ee A 
-29 AN6290-3 κα C αμ ME pw porq pw" τν, 
-30 181-58839-13 ` LINE ASSY, Fairing door lock from manifold LH to bracket . . 1 
at canted station 215 : 
-31 181-58839-19 . LINE ASSY, Alternate flight control return from tee on . . . H 
bracket LH to union on bracket RH side £ 
-32 181-58839-21 . LINE ASSY, Alternate flight control pressure from tee on . . 1 
bracket LH to union on bracket RH siđe 
-33 181 -58839-15 . LINE ASSY, Alighting gear down from manifold to bracket H 
š . canted station 215 
-3h 181-58839-17 . LINE ASSY, Alighting gear up from manifold to bracket . . 1 
at canted station 215 
-35 181-58839-39 . LINE ASSY, Alternate flight control pressure from tee at 1 
canted station 215 to filter at station 206-1/2 LH 
-36 MS21903D6 oO πο 7.9. ZU a. μα αλ μμ ο 
ΑΝΟΘΟΡΟΙ6 ; WASHER & 4 Q wm ele εν ἐς Ὁ o Ts s Ob UR TR ᾱ- S ντ O 
AN92l -6D Eu uc ας PEE "T "c T UE 
-37 181 -58839-71 . LINE ASSY, Alternate flight control return from tee at . . 1 BA,C- 
canted station 215 to union at station 706-1/2 LH 
181-58839-43 . LINE ASSY, Alternate flight control return from tee at . . . 1 A,BB-BY 
canted station 215 to union at station 206-1/2 LH 
-38 3G1-3H2 . GROMMET (NA) ... + + + +< © + + s + t m ww s st n t το.” 1 
-39 MS21912D6 s THEE ^. 102 w Ὁ * Go£ 90€ € $9 7. 5 X e 4-6 < w M . 2 
AN960D916 . WASHER . . < . « x ὁ 4 oe oom om oh on . om om ot! ο.” 2 & 2 
AN924-6D ΝΤ τς ας w. wA ο, a JW WZ ᾱ 4 eye Be wr EE Φς 4. αν E ᾱ 2 
-40 181-58839-11 . LINE ASSY, Fairing door lock from manifold LH to bracket . . 1 
at canted station 215 
-41 181 -58839-25 . LINE ASSY, Alighting gear up from manifold to bracket at . . 1 
canted station 215 RH side 
-42 181 -58839-27 . LINE ASSY, Alighting gear down from manifold to bracket . . . 1 
at canted station 215 RH side 
-43 181 -58839-23 . LINE ASSY, Fairing door open manifold to bracket at . . . . + 1 
canted station 215 RH side 
-44 181 -58839-29 . LINE ASSY, Fairing door lock from manifold to bracket . . .. 1 
at canted station 215 RH side 
-45 3H3-4-11-1/2 . HOSE ASSY, Plastic covered m from κ Τσο UE 2 
-46 3H3-4-12-1/2 . HOSE ASSY, Plastic covered (make from MS28741-4-12-1/2) (NA). 2 
-47 181-58839-69 . LINE ASSY, Drain quick disconnect station 202 RH side to . . 1 
union canted station 215 RH side 
-48 MS21902D4 πέος ee: m QV puis αν πε ET 
-49 MS21901D4 . ADAPTER . .. .. a E A en S νο nen M aa "Hb 
ΑΝΟΘΟΡΤΙ6 .. WASHER . . . « « :. «κ «ο. om ot t f tf tf tg], n9 “l μας 4 
ANQ24D4 e ΝΟ 2 lw $7 IP ECC TERT NE vs š 4 
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AN 01-60JKB-4 


FUSELAGE (Cont) 


25 


H 181-58-58 


FIGURE 210 - CYLINDER MAIN ALIGHTING GEAR FAIRING DOOR OPERATING LH AND RH HYDRAULIC EQUIPMENT ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE š PER ASSY. CODE 
210 181-58634-1 HYDRAULIC EQUIPMENT ASSEMBLY, Cylinder main alighting gear . . . Ref 
fairing door operating LH (see fig. 209 for next assembly) 
181-58634-2 HYDRAULIC EQUIPMENT ASSEMBLY, Cylinder main alighting gear . . . Ref 
fairing door operating RH (see fig. 209 for next assembly) I 
-1 AN6290-4 ^ GASKET, Straight thread tube fitting boss ....., š ‘ 2 
-2 MS21900D4 - ADAPTER, Flareless tube to AN flared tube . . . . . err 2 
181-58034 CYLINDER ASSEMBLY, Hydraulic main alighting gear fairing . 1 
door operating 
181-58134-5 : + HEAD ASSEMBLY, Hydraulic main alighting gear fairing door. 1 
Operating cylinder 
-3 181-58134-3 en HEAD, Hydraulic main alighting gear fairing door. . . . 1 
Operating cylinder 
-4 1P6 * + + PLUG, Hydraulic (NA). . . . . κ το. eco ub 
-5 AN6227-2 * + + PACKING, "O" ring hydraulic . . . $e Sow ge, Me ιν νννν 1 
- «6 AN911-101 e + + FITTING .............. — P ——— — dw 1 
-7 HSBG6S + + .. BEARING (Halfco). . . . . ; . . : Ja c es ea 1 
-8 AN6216-26 + + RING, Hydraulic packing back-up ; ||| CE MR aa ENT: 
-9 AN6227 -26 - + PACKING, "O" ring hydraulic , . . νο ια σα E 2 
-10 1N6-25 - + NUT, Cylinder lock (NA)... 2... 707502 EE 
-11 181-58140 - + BARREL, Hyd main alighting gear fairing door cylinder . . 1 
-12 AN6246-18 - + RING, Hydraulic packing back-up .......... Bs 2 
-13 AN6227-18 + + “PACKING, "O" ring hydraulic . . . . IIL! ο ο 
-14 181-58136 -. .- PISTON ASSEMBLY, Hydraulic main alighting gear fairing . , 1 
door operating cylinder 
-15 181-58135-3 š CYLINDER END, Hydraulic main alighting gear fairing NS 
. door cylinder 

-16 AN6246-13 - + RING, Hydraulic packing back-up ............. 2 
-17 AN6227-13 s PACKING, "O" pi hydraulic, ..........; i 1 
-18 2W12-13 A WASHER, Felt (NA). . ... 2... L IILL]! gl νε | TË 
-19 ΘΜ1ΙΑΙΡΙ5. 35-10 z ve, Ενω POAIB (NA) woa να πια Ger ο πον, ἃ 
-20 AN6231A4 + + SCRAPER, Rod hydraulic piston ..... ολο ο Sy 1 
-21 TRÀ -13D - + RETAINER, Wiper ring (NA)... IIIi! ax -ᾱ 
-22 NAS50-112 - + RING, Internal retainer . ; "πνέει RIEN, HE ώ ons 1 
i -23 2W15-8 x + WASHER, Lock (NA). εν soy ee IIIi] vx dd 
-24 1N7-8A sh ANUT Check (NA). Q πο Sas «νεο I "EI 
181-58072-7 . ROD END ASSEMBLY, Hydraulic tail bumper operating cylinder . 1 
-25 181-58072-11 - . ROD END, Hydraulic tail bumper operating cylinder ET = W 1 
-26 HSBGÓS - + BEARING (Halfco).........,.,.. i ays cere a: - τ 
-27 AN944-101 - . FITTING. . .. ο το aede T ο. Beye Seco H 
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H-181-58-43A 
FIGURE 211 - RESERVOIR NORMAL FLIGHT CONTROL SYSTEM HYDRAULIC EQUIPMENT ASSEMBLY 
FIGURE & PART . UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
211 181-58653 HYDRAULIC EQUIPMENT ASSEMBLY, Reservoir normal flight control . Ref 
: System (see figure 201 for next assembly) 
-1 M321908D12 2. XELBOW: ΙΡ ασ ο de te CH ο ο. 
-2 AN6289-12D κ NUT U uc ὦ x» wok oj ὁ "E s e ὁ ὁ ο * ο ο e . 1 
-3 AN6291-12 . RING e ο ο ew ο ο ο ο * * oe ο oe . e Qu woe . 1 
- ` AN6290-12 « GASKET . νο ο, © se νο . o . . 9 ο ο ο ο ο ο ο 5 . T 
-5 MS21902D6 + UNION 4 o» < < s < « «ο Φ ο o ο 4 4 ei Ὁ Ὁ ὁ ὁ . 7 
-6 AN6290-6 . GASKET . 4 4 « « . . 4/- W SW du, "ᾱ . . ee . 5 
-τ 39404 . FILLER, Hydraulic oil (PUP) ... s. .. «......«..-.-.«-«. 1 
-8 AN6280-6 wir) MAINE deni υ ο ὁ ο 9 ο . Vm 6. αἱ “ὁ, αἱ ὁ, «Ὁ "n . 3 
-9 MS21903D6 « UNION > + +< < < ο ὁ ο ws ie Ve. ὁ 0 C9 S oe ec ο ο . 1 
-10 AN6289-6 e NUT -o soca Ya 5. * ὁ . oe . ο ο ° ο ο $ 7 ww ° 2 
-11 AN6291-6 i RING S Sus s ο ο οἱ S QUA ον καν pe 
-12 MS21916D6-4 . REDUCER , ¿ & s + +s Dw κ ο . ὁ κ . x . ο . eee ° 1 
-13 MS21908D4 . ELBOW 27.9, Ὁ; Φ) MU ver 6) ter m | -ᾱ e.. a . ο ο ο . ο ο ë 1 
-14 AN6289-4 . NUT oW. cot ἐκ. a τὰς τὰ) eli ο ο V. ce ey 8 we . 1 
-15 AN6291-4 RING cae en ἡ. ὁ Φ ο sim. : . . ο . . š 1 
-16 AN6290-1 GASKET κα κ yx» να αφ . e ee τὸ r 1 
-17 AN926-6D μα IM MEET 
-18 MS21908D6 ELBOW 2 . ο » 6.4: 9 ο ο ὁ ο 9.5 9 οἱ ο Ὁ. Ὁ ο ο ο "s. š 1 
-19 187-58039 RESERVOIR ASSEMBLY, Hydraulic flight control system . . . E 1 
ees 187 -58038-10 for future procurement) 
see figure 179 for detail breadkdowi) 
Revised 15 September 1953 
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FIGURE 212 - AUXILIARY ALIGHTING GEAR STATION O TO STATION 53 HYDRAULIC EQUIPMENT INSTALLATION 
PART UNITS USEABLE ON 


H-181-58-67 


FIGURE & 
“INDEX NUMBER . . NUMBER T 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
212 181-58016 HYDRAULIC EQUIPMENT INSTALLATION, Auxiliary alighting gear . . . Ref 
sta O to sta 53 (see figure 73 for next assembly) 
-1 181-58645 - HYDRAULIC EQUIPMENT ASSEMBLY, Valve auxiliary alighting . . 1 
gear restrictor ` 
-2 MS21909D6 . - + TEE, Bulkhead and universal flareless tube . . . 1 
-3 AN6289-6D . NUT, Flared tube universal fitting . . . . . . . . 2 2 
-4 AN6291-6 . RING, Hydraulic fitting gasket back-up . . . . .. PES 2 
-5 AN6290-6 . GASKET, Straight thread tube fitting boss . . . . . o 2 
-6 MS21908D6 - + ELBOW, Bulkhead universal 90? flareless tube . . . . . . . 1 
-7 1V4 -20-30 - . VALVE ASSEMBLY, Hydraulic one-way restrictor (NA). . . . . 1 
-8 181-58688 . HYDRAULIC EQUIPMENT ASSEMBLY, Valve auxiliary alighting . . . 1 
3 gear down system thermal relief 
-9 MS21908D4 κ ELBOW, Bulkhead and universal 90? flareless tube ..... 1 
-10 AN6289D4 - + NUT, Flared tube universal fitting... . .. .. . . . . 1 
-11 AN6291-4 s . RING, Hydraulic fitting gasket back-up . . . . . . la. 5 1 
-12 AN6290-4 . . GASKET, Straight thread tube fitting boss . . . . . . " 2 
-13 MS21916D6-4 - + REDUCER, External thread flareless tube ..°.... 2 1 
-14 AN6245B4 - + VALVE, Hydraulic thermal expdnsion relief . . . . .... 1 
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Section. ΙΙ _ 


Group Assembly Parts List 


-----------------ϕ------------ RR μυς ER RR RR DR RU REO — — In E ON 
FIGURE & UNITS USEABLE ON 


INDEX NUMBER 


` 212 


-15 
-16 
=17 
-18 


-19 
-20 
-22 


-L9 


PART 
NUMBER 


181-58256 


AN364-524 
AN960D516 
NAS43C5-12A 
181-58246 


AN2O1KP5A 
181-58247 


181-58247-3 


NAS50-62 
4B20B5-012 
181-58251 


181-58249 _ 


AN 365-1032 
ΑΝ3-ΤΑ 

ΑΝ3 -3Α 
AN935-10L 
AN960D10 
181-58248 


181-58252 
AN201KP6A 
AN6289-4D 
AN6289-6D 
ΑΝΘΘΗ -4D 
AN924-6D. 
AN960D916 
AN6291-4 
AN6291-6 
AN6290-4 
AN6290-6 
AN832-4D 
AN9Q26-4D 
AN926-6D 
AN927 -4D 
AN927-6D 
AN6280-6 
MS21902D6- 
MS21903D6 
MS21905D6 
MS21908D4 
MS21908D6 
MS21912D6 
MS21916D6-4 
105-00330 
MS28741-4-13 


MS28741-4-13-1/2 


MS28741-4-14 


MS28741-4-16-1/2 


MS28741-4-17 


MS28741-4-17-1/2 


181-58816-31 
181-58816-33 
181-58816-35 
181-58816-37 
181-58816-39 
181-58816-41 
181-58816-43 
181-58816-45 
181-58816-47 
181-58816-49 
181-58816-51 
181-58816-53 
181-58816-57 


. 


2 3 4 5 é 7 NOMENCLATURE PER ASSY. 
SUPPORT ASSEMBLY, Hydraulic auxiliáry gear cm à 
extension selector valve control rod guide 
2 NMP 38 o> pa X. 6.0902 τῳ. e mL. ο Om ο ο ο ο ο 1 
£ WASHER . ... "OE PM qm š: 1 
SPACER, Screw ana "bolt RES 1 
SUPPORT ASSEMBLY, Hydraullc auxiliary gear vicatapult. 1 
extension Selector valve guide 
. . BEARING . "MI Xx TUE 9 1 
GUIDE ASSEMBLY, Hydraulic auxiliary gear catapult E 1 
extension selector valve control rod 
GUIDE, Hydraulic auxiliary gear catapult extension 1 
selector valve control rod 
RING, Internal retainer . . ο δι erede 1 
ç; οὐ BUSHING, Press fit flanged (NA) "s 1 
BOLT, Hydraulic auxiliary gear catapult extension selector: 1 
valve control rod 
ROD, Hydraulic auxiliary gear catapult extension selector 1 
valve control 
NUT PETTEE ye Sint at Ste fhe inte, eee ee, g š "IDE. 2 
BOLT . V o2 ο Ὁ ο ὁ * ç Z . . 2 
BOLT 213v Z ο ην Des w ο o» DAI UI š 1 
WASHER . . . S uk A ο ο 1 
WASHER . . . ç MOX 1 
HANDLE, Hydraulic auxiliary gear catapult extension ə 1 
selector valve control rod 
BELLCRANK, Hydraulic auxiliary gear catapult extension valve 1 
. BEARING . . . . ο ο ab (16, T NUS ο 1 
NUT, Flared tube universal "fitting ai uh C VE. ESSE S, ké 2 
NUT, Flared tube universal fitting . . . . +, + + + wes 1 
NUT < sz ο XU totes T (uq sS ο κι: ο απο 6 
NUT 2 X νων X ae Qe uec deser Se Sa ὃς δὲ SC φόνος: 19019 Vi se . 3 
WASHER 4 $0.4 š o9 £90 79,09 ο. ὁ ο 4 ὁ ὁ «4 4-6 ο oe 3 
RING, Hydraulic fitting gasket back-up . . .. + + + “+ : 2 
RING, Hydraulic fitting gasket back-up . . . . + + * s 1 
GASKET, Straight thread tube fitting boss . . . . . + + ` 11 
GASKET, Straight thread tube fitting boss . . . . . + a à 7 
UNION 2. ο « . e... ὁ ο ewe κ ona ο ο 5 
TEE . 4... ron ο 8. “ἐν ae δν μάς Des cw ον ο aS 1 
TEE .. ο ORY ne ο ο. ο ο ου BS Sa az ca verd ὃς, “S 1 
ELBOW o ¿ + 4 + ox» € 5» κ. e «e Ya Ya: ὦ ecco: Y ae eo Z -4 
ELBOW .... . 9 v. ^k 2I UE à DR 1 
VALVE, 3000 psi hydraulic check internal ports κ, Mode ox 1 
UNION, Flareless tube... ἐν ὑφ ον 3 
UNION, Flareless tube 3/8 bulkhead and universal kou urs 2 
TEE, Flareless tube . . .. E ο. 1 
ELBOW, Bulkhead universal 90? flareless tube uo Moa 2 
ELBOW, Bulkhead universal 90° flareless tube n d ας 1 
TEE, Flareless tube with bulkhead on run . ... + .. Ne 1 
REDUCER, External thread flareless tube .... + ate Tu re T 
ELBOW, Bulkhead 45° (WH). . . . . . + + + + + + s onn on n H 
HOSE ASSEMBLY, Detachable end fitting medium pressure... 1 
HOSE ASSEMBLY,  Detachable end fitting medium pressure . . à. 1 
HOSE ASSEMBLY, Detachable end fitting medium pressure , . . 1 
HOSE ASSEMBLY,  Detachable end fitting medium pressure PE 1 
HOSE ASSEMBLY,  Detachable end fitting medium pressure EET 1 
HOSE ASSEMBLY,  Detachable end fitting medium pressure uw 1 
LINE ASSEMBLY, Emergency landing gear down from reducer at 1 
fuselage sta 21 to elbow at fuselage sta 30.25 
LINE ASSEMBLY, Emergency dump from reducer at fuselage 1 
station 21.to check valve at fuselage station 24 
LINE ASSEMBLY, Emergency dump from tee at fuselage station 1 
30 to union at fuselage station 45 
LINE ASSEMBLY, Utility system pressure from union at fuselage 1 
station 31.5 LH to union fuselage station 30.5 RH . 
LINE ASSEMBLY, Utility system return from union station 29 1 
RH to thermal relief valve 
LINE ASSEMBLY, Utility system retürn from thermal relief 1 
valve to tee station 30 LH 
LINE ASSEMBLY, Landing gear up from reducer station 51.5 1 
to tee station 50 
LINE ASSEMBLY, Landing gear down from reducer station 51.5 1 
to tee station 18 Ñ . 
LINE ASSEMBLY, Landing gear up from elbow station 21 1 
to reducer station 25 
LINE ASSEMBLY, Landing gear up from reducer station 25 1 
to elbow station 19 
LINE ASSEMBLY, Landing gear down from elbow at station 21 1 
to reducer at station 25" 
LINE ASSEMBLY, Landing gear down from reducer at station 25 1 
to tee at station 47 
LINE ASSEMBLY, Auxiliary gear catapult extension from elbow 1 


at station 27.25 to union at station 28.75 
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FUSELAGE (Cont) 


FIGURE & PART £ UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE ` PER ASSY. CODE 
213 181-58005 HYDRAULIC EQUIPMENT INSTALLATION, Fuselage sta O to sta 53 . Ref 

fwd access compartment (see figure 73 for next assembly) 


No Number . FUSELAGE STATION O TO STATION 53 FWD ACCESS COMPARTMENT . . . Ref 
: HYDRAULIC EQUIPMENT RH SIDE: : 
(see figure 214 for detail breakdown) 


-1 181-58608 . HYDRAULIC EQUIPMENT ASSEMBLY; Valve emergency auxiliary . . . 1  A,BB-BY 
alighting gear accumulator control . 
181-58608-10 . HYDRAULIC EQUIPMENT ASSEMBLY, Valve emergency auxiliary . . . 1  BA,C- 
alighting gear accumulator control 
-2 MS?1916D8-6 . +. REDUCER . . . 4. « « © © e © © © © © © © ο 9 ο ὁ D B8 w ο ο W 1 
-3 AN6290-8 * £ GASKET . .. « ο © © © © © © ο ο ο $ ας. QI ὁ το Φὶ (ὦ δν us 1 
-à 26275 . . VALVE (AP)..... o he ο ο ο ο a. ce NEM LES AL 
-5 AN6290-8 v o GASKET. Cs iussi] οὐ s ο fo ο 0€. Veget τῳ ο ees 1 
-6 AN893-12D :- o REDUCER o e < S el 7 cay le ο ce Ue T9 ο iy S e φώς ο S, e eh te! T8 ὢ 1 A,BB-BY 
MS21916D8-6 . « REDUCER « 4 «  -ᾱ ὁ ce $9 ὁ 5 $9 ν΄ ο ο ὁ ο 4 o5 o9 9 ὁ 9 ο 1 BA,C- 
jT AN6290-6 so. GASKET: 5.0 Salas cee ce 9128 Goh, e De emus ο gm ο ep ο ο 1 . 
Ë 5R15-6 ` . RING, Split back-up (ΝᾺ)... + + + s s s s s sz s e © © ©, 1 A,BB-BY 
-9 AN6289-6 ' veu NOT Seele monu ο cet SRL ο sho QO Au e es Pa A QY Shien “eh sas 1 A,BB-BY 
-10 MS21903D6 E e UNION... Ὁ S Xp Cw % ὁ ο ο” 9€ 09 ο ὁ -) 9. 9 ὁ. ος ος du See Ὁ “ὁ 1 A,BB-BY 
-11 AN6290-6 s^ ow GASKET Ooh. ee Soha Cee ο eee ο ο ο. 1 A,BB-BY 
-12 ΑΝΟΟΤ -6D ο œ ELBOW cg. wo κ ον e Fox Q wx Bee de. tes di dw. φ que hir Yeo 36 1 A,BB-BY 
-13 AN6290-6 scu (GASKET: G 4^4 s y ο wo ο ο ο 6 se EOD E 2 A,BB-BY 
-14 MS21902D6 ee ο UNION 4 2056 9 ο: δ 3509 το X o... 909 oe c9 9. 4, 2 Le S lee Q Yd vu ie 1 A,BB-BY 
-15 AN6280-6 voc. VALVE X 6 wow oS Ὅς Ὁ uie e (9.9. 9 ue OR T Lec eia. ος τῷ δν, ὃς te 1 
-16 AN6290-6 . . GASKET ο el te ue i pcm ὦ δι (ὁ) let al CEP ο ο Woo Ter Fa? ο 1 
-17 MS21902D6 r UNION . . 8 . £. W. ^. cv T, iis TN QU όλος + š 
-18 181-58805-81 ` LINE ASSEMBLY, Utility system pressure elbow station "31. Beenie 1  A,BB-BY 
. to selector valve station 21 
181-58835-29 . LINE ASSEMBLY, Utility system pressure union station 31-1/2 . 1 BA,C- 
to emergency alighting gear valve ; 
-19 181 -58805 -5 . LINE ASSEMBLY, Emergency auxtliary gear pressure check valve. 1° A,BB-BY 
' : station 27 to tee station 38 
181-58835-5 . LINE ASSEMBLY, Emergency auxiliary gear pressure check valve. 1 BA,C- 
to tee station 34 
-20 181-58805-83 . LINE ASSEMBLY, Emergency auxiliary alighting gear pressure. . 1  A,BB-BY 
elbow station 30.25 to elbow on emergency auxiliary 
gear selector valve . 
3 181-58835-31 ` . LINE ASSEMBLY, Emergency auxiliary alighting gear pressure . 1 BA,C- 
y 'elbow station 30- -1/4 to elbow on emergency auxiliary 
I gear selector valve 
-21 181-58805-79 . LINE ASSEMBLY, Alighting gear dump tee station 28 to elbow . 1 A,BB-BY 
auxiliary gear selector valve 
181-58835 -27 . LINE ASSEMBLY, Alighting gear dump tee station 28 to elbow . 1 BA,C- 
auxiliary gear selector valve 
-22 181 -58805 -57 . LINE ASSEMBLY, Emergency auxiliary gear pressure elbow sta . 1  A,BB-BY 
42 to elbow on emergency auxiliary gear selector valve 
181-58835-23 . LINE ASSEMBLY, Emergency auxiliary gear pressure elbow sta . 1  BA,C- 
42 to elbow on emergency auxiliary gear selector valve 
-23 181-58663 . HYDRAULIC EQUIPMENT ASSEMBLY, Valve alighting gear emergency. 1l  A,BB-BY 
selector š ; 
181-58663-10 . HYDRAULIC EQUIPMENT ASSEMBLY, Valve alighting gear emergency. 1 .BA,C- 
selector 
-24 181 -34559 . . BRACKET.ASSEMBLY, Auxiliary allghting gear emergency . . « 1 
dump valve plate 
181-35548 . . . BRACKET ASSEMBLY, Auxiliary alighting gear emergency . 1 
release dump valve support 
-25 181-34557 . . . SPINDLE PLATE, Auxiliary alighting gear emergency . . . 1 
i selector valve bracket 
-26 181-34558 . . . STOPBLOCK, Auxiliary alighting gear emergency . . . » . 1 
: i selector valve Š 
-27 26271 cow VALVES (AP) ¿ s les τ ο. ες ose w Rl UU Roe dece φις. A 
-28 MS21908D6 s. . ELBOW . . +< s< « © © © © © o's e e 0 o om o o e e e e 0 0 ο 2 
-29 AN6289 -6 ep PONT I voe IE. ο ο Wen wo RT a) Ἕν eae Gis err ah ae eck ecw wD 
-30 5R15-6 . . RING, Split back-up (NA) . .... wed ο αν 
-31 AN6290-6 νο: νο ορ Av Opes wate, Scie: (O 
~32 AN927 -6D ee a ELBOWS ο '' ο ο ο ο ο a) oe es ο ου 
-33 MS21902D6 an τ UNION < 0e cec oc oe Φ. 4 oe ος a 6 s. 9-09, wo at «4 s OE ὁ 1 
-34 MS21903D6 e « UNION . .. S s s s + e e a ὁ ο s e s s ο s 0 s 0 + t] n t9 ng 1 
-35 MS21907D6 š 4 &CIELBOWC.I—. ue ο SBS ο 3: ο Ree SY ο ο. 1  A,BB-BY 
-36 AN6289-6 zo MUTO 0 xo ova ceo Jas ie ee ρα e. ou Te από Ὁ Sl SA, BB=BY. 
MS21902D6 . . UNION. . M "TI ο et ale az. ces ο a. AE 1 BA,C- 
-31 5R15-6 " RING, Split back-up (NA) : $ 2.2.2... l A,BB-BY 
-38 181-58805-85 ` LINE ASSEMBLY, Emergency auxiliary alighting ‘gear dom . . . 1  A,BB-BY 
return elbow emergency selector valve to tee 
181-58835-33 . LINE ASSEMBLY, Emergency auxiliary alighting gear down return 1 BA,C- 
union on emergency selector valve to tee sta 37 -3/8 
-39 MS21909D6 é UPEEC eba tees er 0€] ο ο ο RD ο ο ο. 1 
AN6289-6 s NUT- ui eoe Ὁ n Ὁ a a n αφ, ο ο qh ο ο a ο 1 
AN6290-6 4 GASKET . 4. 4 4 God to] το ᾱ ὁ πο Row. ᾱ- iw iie ce. diseno nas, Key Ὁ 1 
AN6291-6 ¿ “RING. ο... Ὁ Ὁ wiwa a set ee ο ee ο ὁ) e Qe . φ Ua - ve. ee nis 1 
-40 AN6280-6 eca VALVE ο Su si e ο E E wee E πο σου 1 
-41 ' MS21902D6 « UNION . «6 2 0 + © 4:9 @ os Re tgs 38. Ἂμ Sy eae τος ο ορ. 1 
AN6290-6 . GASKET , . aces on S πα. š SS uio rg: ae 1 
-42 181 -58805 -87 . LINE ASSEMBLY, Emergency auxiliary alighting gear down return 1  A,BB-BY 


tee to elbow station 37.375 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
213 181 -58835 -35 LINE ASSEMBLY, Emergency auxiliary alighting gear down return 1 BA,C- 

A tee sta 37-3/8 to elbow sta 37-3/ Z 

-43 MS21908D6 c ELBOW' ο wea iso Roe ES Dues Ee ey ST San X 
AN924-6D 4- NUTA ouo x de OR ee TR a es ἡ Ἕ αφ oe DOS Ὁ Q bhe T 
AN960D916 . WASHER .. et cs ον er, ο οφ, Αφ . ἃ 1 

-44 181-58808-89 . LINE ASSEMBLY, Landing gear down pressure from check valve s. 1 

to elbow station 53 

-45 MS21907D6 v ο 195 Ue μα Sues νῷν δρ, “ὁ 1 
AN960D916 4. WASHER T. ode awe OR δ, αν ο E Ue CD. XU CARO APTA a ϱ κ.-ᾱ--ᾧ 1 
AN924 -6D se NUT. © ~ 5.2 cy ὦ πμ ΤΟ 1 

-46 4181 --58805 -9 . LINE ASSEMBLY, Emergency auxiliary gear pressure tee .... 1. 

station 45 to dump valve 

-47 181-58686 . HYDRAULIC EQUIPMENT ASSEMBLY, Panel emergency auxiliary gear. 1 

accumulator recharge (see figure 219 for detail breakdown) 

-48 181-58699 . HYDRAULIC EQUIPMENT ASSEMBLY, Accumulator emergency system . 1 

. 5 auxiliary gear down (see figure 218 for detail breakdown) 

-ἢ9 325-625-4 ,150S . CLAMP (MAR) ©... . s. “Ὁ 

-50 181-58805 -47 . LINE ASSEMBLY, Utility system return "tee “thermal relief . 1. A,BB-BY 

valve to elbow on dump valve 
181 -58835-17 . LINE ASSEMBLY, Utility system return tee thermal relief . , . 1  BA,C- 
valve to elbow on dump valve 

-51 181-58805-53. . LINE ASSEMBLY, Accumulator air pressure tee station 53. 5... 1 A,BB-BY 

: to air gage 
181-58835-21 . LINE ASSEMBLY, Accumulator air pressure elbow at accumulator. al BA,C- 
to tee at air gage 
181 -58687 . HYDRAULIC EQUIPMENT ASSEMBLY, Valve emergency auxiliary gear. 1 
: . down thermal rellef ` 

-52 AN6215B1N ee ne) MNES S qz ο ο ο Be ο φόρα. ο. 1 

-53 MS21908D4 a ο TEEBOW:. ¿l ao [x x ο ο ο αμ ο 1 
AN6290-4 cw GASKET: ο ο. ο Ὁ ο ο τα ο τας ἃ Be wae nae du we Kel cero SS 1 
AN6289~-4 sx NUT ο Tae ο Se lee ee a ae dip aerate ο. 
AN6291-4 et. SRING. ο ο ο ο Val Wa ο ο ο ο... 1 

-54 MS21912D4 . . TEE. ο δια uw ὦ "ο. uo να ο t Sah ar οφ) £ ο at ler cer ow τῳ) v 1 
AN6289-4 & «6. NUT y iS 41 ove Yee? κα. Set xe eA δ) ae war nqa is Ὁ ο ene oe ὕω Senge! ZQ 1 
AN6290-4 s Za GASKET, ο Pa Teds Ὅς, 4.792 m cae Set Se dile: Ge ο μυ. i 
AN6291 -4 : RING ο lee dm y Bore Uv) Sak ο Mol TRI ο ο lei οὕγιιά»-ϱ ὃς 1 

-55 181-58805-77 n LINE ASSEMBLY, Emergency pressure tee station 45 to elbow. . 1 

thermal relief valve 
-56 181-58805-61 . LINE ASSEMBLY, Utility system return tee relief valve . . . + 1 
to elbow fuselage station 4 

-57 MS21908D4 πο U se su ο Be δν Ua er OS: S. ο ο ο ot hae este Ne W 1 
AN924 -4D 2 NUT. 27$: anan -ᾱ SS Ὁ Ce an an a e Cor abet car aa μα ο ος ον αν τς 1 
AN960D716 s "WASHER oL. ο ο lecce P Cu war το "olei e a: Ὁ 1 

-58 MS21907D6 an ELBOW: ig osda ο ο WU Gy ST ye: ᾱν ο ek ete! Meee: Ἕ ο Us 1 A,BB-BY 
MS 21903D6 wi, CUNION. ον ee e deve ue οι πον Fas om (ele ston a ἧς: “er oe ed εαν, S. “BAG ES 
. AN924-6D ec NUTS iu SS Ue to κ, Gl Qa ανω αν ὃν ew en ce oe 9 ο 9 ο ο ο ο 1 
AN960D916 . WASHER a š . ο. S ο vod, pois. Be ου ου 1 
181 -58606 ` HYDRAULIC EQUIPMENT ASSEMBLY, Transmitter utility system .. 1 

pressure 
181-51098 s SUPPORT ASSEMBLY, Hydraulic: pressure transmitter complete. 1 
181-51139 e + . SUPPORT ASSEMBLY, :Hydraullc pressure transmitter Wo 1 

-59 809-2 e à . . MOUNT, Vibration (RAI) ........... "m 4 

.-60 UG-ST7A . « . TRANSMITTER, Hydraulic pressure type N-1 .... . 1 

(R88T2652-100) (GFP) 

-61 AN833-4D z cu^ SELBOW 54.44 Δι eat 0.8 9e vw. 8 e. LU et Seat eines Ye, Br. ὁ. W. MDC d 
AN6290-4 aJ ey GASKETS . 4 ο ow ο Ὁ 08, ο € a L9 RI e 9/8 H 
5R15-4 . . RING, Split back-up (NA) . .. ων s +s s +< < 4 ο < e 0 ο ο 1 
AN6289-1 ον mar NUT ue dE a Sew το Ma let -ᾱ ος, ὃν ο ο ο "EM 1 

-62 10S -00330 . ELBOW, 45° Bulkhead (WH) ..... sie ο ἂν τῴ ο 

ANg24 1) . NUT Gau mec "c C ο SU EE 
AN960D716 νησι ο ο μα: 

-63 MS28741-4-18 . HOSE ASSEMBLY Ce er ey ow es Oe Se ee e ὁ oo € ὁ * e e ο v ο 1 

-64 MS28741-4-15 . HOSE ASSEMBLY ... . ο . . ` ο ο °. ο d 

`-65 181-58640-1 . HYDRAULIC EQUIPMENT ASSEMBLY, Cylinder! gun bay purge door . . 1 

operating LH (see figure 217 for detail breakdown): 

-66 181-58805-71 . LINE ASSEMBLY, Purge door close elbow LH side sta 28.75 rs 1 

to elbow station HO LH 

-67 181-58805-73 . LINE ASSEMBLY, Purge door open elbow station 29.75 to . . a.. 1 A,BB-BY 

elbow station HO LH 
181-58825-11 . LINE ASSEMBLY, Purge door open elbow sta 29-3/4 . .. ο.” 1  BA,C- 
to elbow sta i 

-68 . MS21908D4. Waco WERE ο ο jay Sey set A! Raves SU t wt Roane ee, D 
ΑΝΟΘΟΡΤΙ6 a WASHER 4 woo oso oO Oe eS Ze ο. Te aol sce; 4: w. ele. ; ὁ -ᾱ 2 
ANQ24-4D SE CE QUIS ὁ ο OR πο ola cap ie q: ο see de, Pa ο OO | gc sec 2 

-69 181 -58805-63 . LINE ASSEMBLY, Purge door open elbow LH side to elbow . . . . 1. 

RH side at statlon 39 š 
-το 181 -58805 -65 . LINE ASSEMBLY, Purge door close elbow LH side to elbow. š wg 1 
RH side station 39 
380 RESTRICTED Revised 15 September 1953 


*FIGURE & 


-1 
-2 


-10 
-11 
-12 


PART 


πμ μμ a aA E —— s hd 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 
215 No Number FUSELAGE STATION O TO STATION 53 FWD ACCESS COMPARTMENT P f 


181-58664 
11070 
MS21907D6 
AN6289-6 
AN6290-6 
AN6291 -6 
MS21908D6 
AN6289-6 
AN6290-6 
AN6291-6 
MS21902D6 
AN6290-6 
181-58805-25 


181-58805-93 
181-58616 
MS21908D6 
AN6289-6 
AN6290-6 
AN6291 -6 
MS21903D4 
AN6289-4 
AN6290-4 
AN6291-4 
ANQ26D4 
MS21916D6-4 
AN6290~4 


. MLV6-03 


181-58805-31 


181-58805-23 
181-58805-91 | 


181-58805-29 
181-58835-3 
181-58621 
11070 
MS21916D6-1 
AN6290-6 
MS21903D6 
AN6289-6 
AN6291 -6 
AN939D6 
MS21902D6 
1VÀi-12-30 
181-58805-43 


181-58835-7 
181-58603: 


MS21907D6 
AN6289-6D 
AN6290-6 
AN6291 -6 
MS21902D6 
AN6290-6 
MS21910D6 
AN6289-6D 
AN6290-6 
AN6291-6 
MS21916D6 -4 
AN6290-6 
26650 


181-58805-35 


181-58835-5 
181-58805-21 
181-58805-19 
181-58805-15 
181-58627 
MS21908D4 
AN6289-4 
AN6291 -4 
AN6290-4 


106030-6 
181-58805-11 


181-58655 
MS21908D6 


4. 9 t| W. s. ὁ 0n n n 


SECURITY INFORMATION = RESTRICTED Section. ΙΙ . 
BN 0166985 l Group Assembly Parts List 


FUSELAGE (Cont) 


HYDRAULIC EQUIPMENT RH SIDE (see fig. 213 for next assy) 
HYDRAULIC EQUIPMENT ASSEMBLY, Valve wingfold selector 

VALVE, Solenoid selector (Mar-Vista Co.) 
ο πα 68 oe ο ο ο --- š 
e ΠΤ. en 


P ` ee 


e e s s e n 


rr" 


. 
. 


` + 9 5 n n] 


eoo 9 to 0 ο» ο 0 $9 ὁ ὁ W. « ὁ ο 


Q 
i 
E 
x 


GASKET. . WOO CES dlc E ARI Oe SL T ο rae VS C JVC ga cete! Cue de 
LINE ASSEMBLY, Wingspread elbow on wingfold selector valve. . 
to tee on lock valve 
LINE ASSEMBLY, Wingspread elbow on wingfold selector valve. 
HYDRAULIC EQUIPMENT ΕΙ Valve wingspread lock . . . . . 
. ELBOW . . . . š 
s NUTS V νε 
. GASKET. 
RING. . 
. UNION.. 
NUT. uos 
. GASKET. 
RING. . 
ΤΕΕ... 
REDUCER à 
GASKET. d: eed acids ο ο ου sae oh 
VALVE, Hydraulic lock (BrP). dM 
LINE ASSEMBLY, Wingfold selector valve to elbow on “Lock valve 
LINE ASSEMBLY, Utility system pressure elbow station 43. , 
to elbow to wingfold selector valve 
LINE ASSEMBLY, Utility system pressure elbow station 43... 
to elbow wingfold selector valve 
LINE ASSEMBLY, Wingfold tee on lock valve to elbow sta 89.5 , 
LINE ASSEMBLY, Wingfold tee on lock valve to elbow sta 49- 1⁄2 
HYDRAULIC EQUIPMENT ASSY, Valve gun bay purge door selector . 
. VALVE, Solenoid selector (Mar-Vista Co.) . . . . . . . . . 
REDUCER . . . . ν š 
GASKET. . .᾽ 


. 
. 


` + * + t] t n 


< Ü ° ° ° * ° 5 
eot * ° 9 t 9 9 ο n 
. 
. 
. 
. 
. 


ee ewe 


. E oot 9 `. ὁ ο 9 9 l c5 ὁ ο 9 ὁ ο» J€ s ο 


DD . * ee t 9 t] 4 4 9» ο 


. . ` . e.a o 


. . . 
.. . ο . * e © * *  ὁ ο 
. . . 


+ * * * * LL 


ee t n 


. . 


c 
= 
H 
o 
= 


. 
. . 
. . 
. eo ot on 
. . 
. . 


eot + nt n 


RING. ; : 


oe ot on . . e e. 59 s o . 


UNION uM 
VALVE ASSEMBLY, One-way restrictor (NA). . . 
LINE ASSEMBLY, Purge door open elbow on purge door selector . 
valve to tee station HO 
LINE ASSEMBLY, Purge door open restrictor to tee sta 40 . 
HYDRAULIC EQUIPMENT ASSEMBLY, Valve auxiliary gear catapult 
.extension selector 
ELBOW . . 
ΝΤ... 
GASKET. , 
RING. . . 
UNION. . 
GASKET. . 
TEE. 3, cs 


. 
. 

κ... 
* e e e o 5. « « : : 


NUT... 
GASKET.’ 
RING. . 
REDUCER 
GASKET. 


. 
so ° 9 e n 
. 


. 


5 9 t ο 9 ο 5. 


.. ee 
5 v ee on on 
. 
. 
. 


VALVE (HYRM) ` oe Behe Rebs 
LINE ASSEMBLY, Utility system. pressure "tee on selector valve. 
to valve on pressure switch 
LINE ASSEMBLY, Utility system pressure tee on selector valve. 
to elbow on pressure switch 
LINE ASSEMBLY, Utility system pressure elbow station 39.5 . . 
to elbow on selector valve 
LINE ASSEMBLY, Utility system return elbow station 35.5 to. 
sector valve 
LINE ASSEMBLY, Auxiliary gear Stiff tee on selector valve . 
to elbow station 29 
HYDRAULIC EQUIPMENT ASSEMBLY, Switch auxilairy gear . . . . . 
catapult extension press 
κ: ELBOW 6 0x0. + ὁ 
x NUT x 
. RING. . . 
. GASKET. . . ΡΝ 
SWITCH, Pressure (LADM). ο. 
LINE ASSEMBLY, Utility system press relief "valve to tee 
station 34.5 
HYDRAULIC EQUIPMENT ASSEMBLY, Valve utility system relief . . 
ELBOW Οτο op teak sd Se so RO ay MEME 


€ » ο GM ον ὁ ο 4 ^ vw e. ὁ ὁ $9 ὁ ὁ e ὁ ο . € 


. 
e ο e * * < n 
. 


rn ro rn r) = 


ΝΟ DO fO TO FO FO Ener 


UNITS 
NOMENCLATURE PER ASSY. 


η... 


m 


t2 H EE BBEDEISg]E r= 


= 


USEABLE ON 


CODE 


A,BB-BY 


BA,C- 


A,BB-BY 
BA,C- 


A,BB-BY 
BA,C- 


A,BB-BY 
BA,C- 


A,BB-BY 


BA,C- 
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Section 1. i SECURITY INFORMATION — RESTRICTED 


Group Assembly Parts List ΑΝ O1-60JKB-l - 
: | FUSELAGE (Cont) 


a 


STA. 15 


ROTATED 45° 


H 181-58-42A 


FIGURE 214 - FUSELAGE STATION O TO STATION 53 RH SIDE FORWARD ACCESS COMPARTMENT HYDRAULIC EQUIPMENT 
382 RESTRICTED ^ Revised 15 September 1953 


SECURITY INFORMATION — RESTRICTED Section. 11. _ 


AN 01-60JKB-l Group Assembly Parts List 
FUSELAGE (Cont) 2n 


FIGURE & i PART . UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
214 ` ANO290- eX GASKET; ç V 799v CRIT ον Bee δι οφ «κ «ον ΕΟ 1 
: AN6289-6 . NUT ue gu ο Sat Y QN LES ç “w Am, AS ο Se ç 1 
AN6291-6 7 . RING. . ο ο ο “an ase — wea ο WA AS de ies «β 1 
-38 MS21908D6 4s μμ ρος qw . ας: i S 1 
AN6290-6 zx τα GASKET. ο. Ὁ -ᾱ. ο Š $t L ES. ξεν τῳ s EPE 1 
AN6289-6 š ç NUT. y ο ο wara Su Tap Q CS ο, we ate rer ο rcm οφ Se αμ... 1 
AN6291-6 . . . RING. a FE . W QY ο Sse! ο ο ο” 1 
-39 AN6279-6CD "oou VALVES uS. ο ο ο ο del ο red Patre. Seco a Melee A 5 1 
-40 181 -58805-13 . LINE ASSEMBLY, Utility system return tee station 38.75. š 1 
to relief valve 
-41 181 -58805-39 . LINE ASSEMBLY, Utility system return gun bay purge door . . . 1 
selector valve to elbow station 35 y 
-42 181-58601 . HYDRAULIC EQUIPMENT ASSEMBLY, Manifold forward RH access. . . 1 
= compartment utility system return 
(see figure 215 for detail breakdown) 
-43 181-58602 . HYDRAULIC EQUIPMENT ASSEMBLY, Manifold fwd RH access compt. . 1 
utility sys press. (see figure 216 for detail breakdown) 
-44 181 -58805-37 . LINE ASSEMBLY, Utility system return elbow station 31 to. 1 
union station 28.75 
-45 181 -58805-17 . LINE ASSEMBLY, Utility system pressure tee station 36 to. . . 1 
é I union station 31.5 
-46 MS31903D6 ο, "UNIONS - πὰ. οὐ τοι Zo) wm vw τν ἴω κ, ὁ) ἀντ; Ge Gites tet SS " Q 3 1 
AN9216D <. NUTS. ο ο ο wa ο ek cet te? ο”. viis . 1 
-47 MS31903D4 o- UNION. Je mU. ves SEX κ ος ome eie del vel a bl oe ek Ὁ ee ^ [wies Weis 1 
: AN921-1D w^ «NUTS. ἐσ ο ο uit A ο μμ ο Coh αν ο 1 
-48 181-58640-2 . HYDRAULIC EQUIPMENT ASSEMBLY, Cylinder gun bay purge door . . 1 
operating (see figure 217 for detail breakdown) 
-49 3H3-4-13-1/2 . HOSE ASSEMBLY, Plastic covered eee ar p (Na). à sd 1 
-50 . 3H3-4-16-1/2 . HOSE ASSEMBLY, Plastic covered (MS28741-4-16-1/2) (NA)... . . 1 
-51 181-58805-45 . LINE ASSEMBLY, Purge door close elbow on purge door selector. 1 A,BB-BY 
valve to tee station HO : 
181-58835-9 - LINE ASSEMBLY, Purge door closed restrictor to tee sta HO . . 1 BA,C- 
-52 181-58805-33 . LINE ASSEMBLY, Utility system return tee station 38.75 to . . H 
RU wingfold selector valve 
-53 181-58805-27 . LINE ASSEMBLY, Wingspread. tee on lock valve to elbow. . . . . 1 A,BB-BY 
station 49.5 
181-58805-95 . LINE ASSEMBLY, Wingspread tee on lock valve to elbow. . . . . 1 BA,C- 
fuselage station 51 
-54 MS21910D4 a TEES ος ο ος Sa mS a dence ἴθ αἲ aar a a a aa Ios 2 
AN960D718 c WASHER 44 an ye. Se. dw ο Ye οὖν. SO ο φις ο aea NA: Ῥω. Rw NE a 2 
AN924-4D ο-. NUTS Ex as ο tue sel Ae Q ο aby. coi GS Page Gah ceo ο”. 2 
-55 AN815-4D ο UNION, ç soe wv. ΙΝ LR OR e um sa fb de ve e. ca re) kb ee La e 
-56 181-58805-67 . LINE ASSEMBLY, Purge door close tee station 39-13/16 to elbow 1  A,BB-BY 
station 28.75 RH 
~ 181 -58835-13 . LINE ASSEMBLY, Purge door closed tee station 40 to elbow. . . 1  BA,C- 
station 28-3/h - 
-57 181-58805-69 . LINE ASSEMBLY, Purge door open tee station 39-13/16 to elbow. 1  A,BB-BY 
station 29.75 RH ' 
181-58835-15 . LINE ASSEMBLY,  Purge door open tee station HO to elbow sta. . 1 BA,C- 
x 29-3/4 RH 
-58 MS21908D4 ee ELBOW. 447 Z fas τος de ὁ ὁ Ὁ . δι δν eS k (QU -- ος 8 
ΑΝΟΘΟΡΤΙ6 . WASHER . SII S94 mU WI m. ἃν ELS š sia aT θεών. ve s 2 
AN924-4D we NUTT duo oe ον ae £09. E ο db a eS δις Ἡ ὦ £ 9 9 : ο ο. ο 2 
-59 — MS21908D6 s NUT. ο rer See YU ην ον e "D 
AN960D416 e CWASHER pi) eh ee cal Boe πα ο QU e Se ρα tee ee a Xe 2 
~60 181-58805-41 . LINE ASSEMBLY, Utility system pressure tee station 35.5 to. . H 


gun bay purge door selector valve 


š 
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Section. 11 κ SECURITY INFORMATION - RESTRICTED 


Grovp Assembly Parts List AN 01-60JKB-À 
| ` FUSELAGE (Cont) 


H-181-58-21 


FIGURE 215 - MANIFOLD FORWARD RH ACCESS COMPARTMENT UTILITY SYSTEM RETURN HYDRAULIC EQUIPMENT ASSEMBLY 


FGURE& Ἢ PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
215 181-58601 HYDRAULIC EQUIPMENT ASSEMBLY, Manifold fwd RH access. compartment Ref 
utility system return (see figure 214 for next assembly) 
-1 MS21902D6 . UNION, Flareless tube . . . . . . . . , , +s + + s k «eas 1 
-2 AN6290-6 . GASKET, Straight thread tube fitting boss . . . . . . . . . NES 
-3. AN6280-6 - VALVE, 3000 psi hydraulic check internal ports . . . . ... 2 
-4 MS21916D8-6 . REDUCER, External thread flareless tube . . . . . ο . 2. 
-5 AN6290-8 . GASKET, Straight thread tube fitting boss . . . . . .. 10 
-6 AN925-8D . CROSS . Á—À APT 1 
-τ MS21903D8 . "UNION, Flareless tube 3/8 bulkhead and universal . . . . . 3 
-8 AN6291-8 . RING, Hydraulic fitting gasket back-up . . . . .. .... 2 
-9 AN6289-8D . NUT, Flared tube universal fitting ............ 2 
-10 - AN926-8D x IBB 20-44 209219. 44 ο TS Ue BE, ο ο sr fas Lg Gs ede’, bo Ge Ὁ 2 
-11 AN893-3D "Eo HT xL T 
-12 AN6290-4 . GASKET, Straight thread tube fitting boss .......... 3 
-13 AN6291 -4 . RING, Hydraulic fitting gasket back-up . . . .. ...... 2 
-14 AN6289-4 . NUT, Flared tube universal fitting ............. 2 
-15 MS21908D4 . ELBOW, Bulkhead universal 90° flareless tube . . .. .... 2 
-16 AN6280-4 - VALVE, 3000 psi hydraulic check internal ports ....... 1 
-17 MS21916D8-4 . REDUCER, External thread flareless tube . . . . . . . . . . . 1 
-18 MS21908D6 . ELBOW, Bulkhead universal 90? flareless tube ....... 1 
-19 AN6289-6 . NUT, Flared tube universal fitting ............ 2 
-20 AN6291-6 . RING, Hydraulic fitting gasket back-up . . . . . ..... 2 
-21 MS21909D6 . TEE, Bulkhead and universal flareless tube ο 1 
-22. AN893-12D by REDUCER ο 1605 igs ee alg ka tee 2 wee Doo ve 1 
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FIGURE 216 - MANIFOLD FORWARD RH ACCESS COMPARTMENT UTILITY SYSTEM PRESSURE HYDRAULIC EQUIPMENT ASSEMBLY 


SECURITY INFORMATION = RESTRICTED 
ΑΝ 01-60JKB-4 Group Assembly Parts List 


FUSELAGE (Cont) 


UNITS 


H-181-58-22 


Section ΙΙ ` 


USEABLE ON 


PART 


` FIGURE & 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
216 181-58602 HYDRAULIC EQUIPMENT ASSEMBLY, Manifold fwd RH access compartment Ref 


utility system pressure (see figure 214 for next assembly) 


-1 
-2 
-3 
-ᾱ 
-5 
-6 
-7 
-8 
-9 
-10 
-11 
-12 
-13 
-14 
-15 
-16 


MS21916D8-6 
AN6290-8 
AN926-8D 
AN6291-8 
AN6289-8D 
MS21903D8 
AN925-8D 
MS21902D8 
MS21908D6 
AN6289-6 
AN6291-6 
AN6290-6 
AN6280-6 
MS21916D6-4 
MS21910D6 
AN893-12D 


REDUCER, External thread flareless tube . . š ET 
GASKET, Straight thread tube fitting boss D 
TER. usen ο ο oe, wal ah e ειν à 
RING, Hydraulic fitting gasket back-up . . . .. 
NUT, Flared tube universal fitting . siam WO ια 
UNION, Flareless tube 3/8 bulkhead and universal 
CROSS i-o cua ο ur re T μια Ew) Mis 
UNION, Flareless tube . . . . . . . . $a rem techie ee diens 
BULKHEAD, Universal 90? flareless tube . .. .. 
NUT, Flared tube universal fitting . .. A 
RING, Hydraulic fitting gasket back-up . 

GASKET, Straight thread tube fitting boss . 

VALVE, 3000 psi hydraulic check internal port 
REDUCER, External thread flareless tube a ie: Sey e 
TEE, Flareless tube internal thread on side 1 
BUSHING ^4 23 adera o Ba S ^ gon «οἷο 
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Section 11 _ 


Group Assembly Parts List 


SECURITY INFORMATION — RESTRICTED 


AN 01-60JKB-h 
FUSELAGE (Cont) 


H-181-58-28A 


FIGURE 217 - LH AND RH CYLINDER GUN BAY PURGE DOOR OPERATING HYDRAULIC EQUIPMENT ASSEMBLY 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
21T 181-58640-1 HYDRAULIC EQUIPMENT ASSEMBLY, Cylinder gun bay purge door. . . . Ref 
operating LH (see figure 213 for next assembly) 
181-58640-2 HYDRAULIC EQUIPMENT ASSEMBLY, Cylinder gun bay purge door. . . . Ref 
operating RH (see figure 214 for next assembly) 
-1 AN833-4D £: JIELBBOW ο τῶ. ο oe ye o Get Sat JEN SiS a See Bo ul Ὁ teas wU og 2 
-2 AN6289-4 . NUT... $ "hU wa οφ wu at ey cal ey V. ο eis ο et m o Sar ο PET 2 
-3 AN6291-4 wo RING £. uox Ὁ. des Par ws UD VES τῳ; ei iT ον GRD οι ντο TRI kiqa δν ον τω aif dro cS 2 
-4 AN6290-4 2 (GASKET ο ο 1b Yat a Baie: nie ο ο πα RR. E a 2 
. 181-58040-1 . CYLINDER ASSEMBLY, Hyd gun bay purging door operating LH. . . 1 
' 181-58040-2 . CYLINDER ASSEMBLY, Hyd gun bay purging door operating RH. » 1 
-5 181-58183 . . HEAD ASSEMBLY, Hyd gun bay purging door operating cyl. 2 1 
-6 HSBG4SA a Ὁ ῳ “BEARING (HEF) . 3. 4 2 $04 2 4 € Ese U ος S AS is TU 1 
-T 5R16-10 . . RING, Spiral back-up (NA). .............. » 4 
-8 AN6227-10 ο BACKING SZ Ὅτῳ ae ο νο ow ee e BEG hee We Rae TUS Sag LOL Ὁ 2 
-9 181-58185 š PISTON, Hydraulic gun bay purging door operating cylinder. 1 
-10 ` AN6290-16 ; GASKET μα ce rie Maus e mom ο μον. VA 
-11 181-58119 . + RETAINER, Hydraulic gun bay purging operating cylinder . . 1 
-12 7R3-10D . . RETAINER, Rod "O" ring (NA). . . . . . . . 082 ec eae 1 
-13 AN6232C2 ac. EELT μ.ο. ο Sey ee BY 4. σώ, Male ὁ ο Pe en Se ea Sy. Gre ca AS 1 
-14 2W1ALP33 -29-64 . . WASHER, Plain (NA). ........ SLM Ee ede pr log ae m 1 
-15 AN6231A1 . SCRAPER: i2 x3 wo qvo cab d Ee EAE καν 1 
-16 7R2-10D . . RETAINER, Gland (NA)........00.. eU αν 2 ss 1 
-iT 2W15-5 . . WASHER, Lock (NA). .............. * Lei.) ο Mey S 1 
-18 1N7-5A ° wo NUT, Check (NA). . i gis xo v w BB elc EIE. EDS SHE 1 
-19 181-58120-9 š ROD END ASSY, Hyd gun bay purge door operating cylinder. . 1 
(supersedes 181-58120-5 for future procurement) 
-20 HSBG4SA s . BEARING (HLF)... a s e w ee 24 d a ww < ο νο 1 
RESTRICTED Revised 15 September 1953 


SECURITY INFORMATION = RESTRICTED 
: AN O1-60JKB-1 


FUSELAGE (Cont) 


Section 1 _ 
: Group Assembly Parts List 


H-181-58-44 


FIGURE 218 - ACCUMULATOR EMERGENCY SYSTEM AUXILIARY GEAR DOWN HYDRAULIC EQUIPMENT ASSEMBLY ' 


-15 
-16 
-17 
-18 
-19 


MS21916D6-4 
1V7-20-30 
MS21903D4 
MS21908D6 
AN894D6-4 
AN926-4D 


REDUCER, External thread flareless tube . μη 
VALVE ASSEMBLY, Hydraulic two way restrictor (NA) 
UNION, Flareless tube 3/8 bulkhead and universal 
ELBOW, Bulkhead universal 90° flareless tube 

BUSHING: . 5 es ve coo, 0€ ew X ων OE ος ὧν «οὖν δὲ 
TEE .. Be: ss 


FIGURE & PART I UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
218 181-58699 HYDRAULIC EQUIPMENT ASSEMBLY,  Accumulator emergency system . . . Ref 
auxiliary gear down (see figure 213 for next assembly 
-1 MS21908D4 . ELBOW, Bulkhead universal 90° flareless buheri a uva τν he 1 
-2 AN6289-4 - NUT, Flared tube universal fitting ....., eee ee os 3 
-3 AN6291-4 . RING, Hydraulic fitting gasket back-up CREME MOL aw ay 3 
- AN6290-4 - GASKET, Straight thread tube fitting boss. s rw. ah epi dad d 6 
-5 8463-50-3 - ACCUMULATOR ASSEMBLY (SPR): . . . . . . . . . ου 1 
- «6 AN6290-8 + GASKET, Straight thread tube fitting boss . . . SML XP οὔ 1 
-T AN893-12D . BUSHING ................. bj ών eroi) S. a lapis. Ὃν 1 
-8 AN6290-6 - GASKET, Straight thread tube fitting boss . . . . . . . . . . 7 
-9 AN6291-6 . RING, Hydraulic fitting gasket back-up. Xv a ie ee ee 3 
-10 AN6289-6 . NUT, Flared tube universal fitting . . . . .. ...... E 3 
-11 MS21903D6 - UNION, Flarelegs tube 3/8 bulkhead and universal . . , . . : 2 
-12 AN927-6D es ELBOW ον i40 ος ο ας WO ο νον oS x14 W^ tsi he! WN al ey Dey ce 1 
-13 MS21902D6 . UNION, Flareless tube . . . . . . . . . .. ας As 1 
-14 AN926-6D š ° hoe d 
NE 1 
1 
1 
1 
1 
1 
d: 


MS21912D4 


eee eae 


Ë 


TUBE, Flareless tube with bulkhead on run . 
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-AN O1-60JKB-! 


FUSELAGE (Cont) 


SECURITY INFORMATION — RESTRICTED 


H-181-58-45 


FIGURE 219 - PANEL EMERGENCY AUXILIARY GEAR ACCUMULATOR RECHARGE HYDRAULIC EQUIPMENT ASSEMBLY 


FIGURE & PART : . UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
219 181-5868 HYDRAULIC EQUIPMENT ASSEMBLY, Panel emergency auxiliary gear . Ref 
Š š accumulator recharge (see figure 213 for next assembly) 
-1 MS21908D4 . ELBOW. . ee de. Axe) Φ. eps [Ri le: ιν SA. ᾱ- τε Ge «wq. Wess 1 
-2 AN6289D4 NUTS eb S oe fe s. BSP ee w. c6 ο he eas w s 2 
-3 AN6291-4 . ἘΝΩ͂... ce ee ος ο ο om oar s 2 
E AN6290-4 « GASKET . . 4. ο + eue ο ο 9 s EC 3219.4 ο n S y 5 
-5 MS21902D4 UNION. ο. -ᾱ- 2 e a ae we ere a m a, ss wS eo Se Des ene. I) Gat m Q eee 2 
-6 10-1006 ` VALVE, Hydraulic main two-way shut-off (Proof Industries Corp) 1 
ATTACHING PARTS - i 
-7 AN365-1032 . NUT. . . 4 » 4» ὁ e os o. ot «. . ae . o . ο 2 
-8 ΑΝΟΘΟΡΙΟ . WASHER... . « © «© «© © © © © © onm ng ο ών J ° 2 
-9: AN520-10R5 + SCREW. . . . + . + w 9 s ο 9 ὁ * ng 2. ds ^ h he E δ 2 
ee ee 
-10 AN6287-1 . VALVE. <  ὁ © © « © © © t " ove * $C «ἃ 1 
-11 187 -58334 . ADAPTER, Hydraulic accumulator. . : 2. AU» pé Ros " 1 
-12 AN92!-10D ve NUT. Zo Y x40 woe de τῳ ise Ὁ PPU SS SS "NE 1 
-13 AN927 -4D . ELBOW, . . + +< +s + s ὁ e s s ο s 0 s m s 9 s e oa m < t! ° ng 1 
| -14 181-58805-51 LINE ASSEMBLY,  Accumulator air pressure flller valve to . 1  A,BB-BY 
tee on pressure gage 
181-58835-19 . LINE ASSEMBLY, Accumulator air pressure filler valve to . 1 BA,C- 
v. tee on pressure gage 
-15 MS21912D4 e CREER. 4 72 0 el A) Sy. ο ke m9 8 a . a ç 1 
-16 AN5771T7A . GAGE. ess + - = oo + ose ° ° ° κ hs eek ο 1 
ATTACHING PARTS 
-17 A6939-632-375 . Nut (TIN) "LEE ` š : 4 
-18 AN515GR12 ο Sco dss oP ap oo onde, he ee A e Ses ; 4 
--.ᾱ-..--- 
-19 181-58254 PANEL ASSEMBLY, Hydraulic emergency auxiliary alighting . E 1 
gear accumulator récharge complete 
ο a i eS EL LL ELLE 
388 RESTRICTED 


Revised 15 September 1953 


SECURITY INFORMATION — RESTRICTED 
ΑΝ 01-60JKB-4 


FUSELAGE (Cont) 


Section__11_ 


Group Assembly Parts List 


H-181-61-8 
FIGURE 220 - AMMUNITION COMPLETE LH AND RH BOX ASSEMBLY 
FIGURE & PART ' UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 ὁ 7 NOMENCLATURE PER ASSY. ODE 
220 181-61010-1 BOX ASSEMBLY,  Ammunition complete IH . aive. ceo iy A * 9 . . Ref 
(see figure 221 for next assembly) ` 
181-61010-2 BOX ASSEMBLY, Ammunition complete RH . . . . + + + ” + . . Ref 
(see figure 221 for next assembly) 

-1 181-61011 BOX ASSEMBLY, Ammunition . . . s s + + ss sso ο . ο 2 
-2. 3H2L6-16 HOSE (NA) .. BAR iut vL Man SOR Daten ταὶ σός Orne” epee ΕΠΟ 1 
-3 981-94: QUICK RELEASE ASSEMBLY ` (Micro Metal Products Co.) . o> 1 
-4 4B18-5-80 BUSHING, Shoulder (NA) . .. .. + + + + + wees . 2 
-5 181-61012 . TOP ASSEMBLY, . Ammunition box ο ο ου πο ENSE i 2 
-6 3H216-25 . . HOSE (NA) λα Mo ο ο s: ed 1 
-T 281-1A . . QUICK RELEASE ASSEMBLY "(Micro Metal Procucts Co.) . ἘΠῚ 1 
-8 181-61023 . ROLLER, Ammunition box . . . . + . + ess + + ee * * n ΗΝ 4 
-9 181-61022 . SHAFT, Ammunition box roller... V Gee ο ο ας ç. 2 
-10 181 61010-5 . PIN, Ammunition box roller retainer. ........ SU 4 
-11 AN253-3-693 . PIN.. E E E ο. ss 2 
181-61014 . HINGE ASSEMBLY, "ammunition separator ο Ἐν ho bs ος es diei 6 

-12 AN253-2-240 od. PIN C$. Qe wr cbs tec Cee ere) VV al YK C UR. DT Re ὁδὶ Ve, OM, Ao μὰ wy! is 6 
-13 AN253-2 240 e “SPIN Ss το. oor ο tag Gh We EEN SN Ia EOE Oe, Sar TE et EA 6 
181-61015-1 . SEPARATOR ASSEMBLY, Ammunition box upper LH ὃν, QQ s ow 4 
181-61015-2 . SEPARATOR ASSEMBLY, Ammunition box upper RH $ cae de 4 τα 4 

-14 181-61015-5 . . SEPARATOR, Ammunition box upper IH . ο EE s 2 
181-61015-6 . . SEPARATOR, Ammunition box upper RH . . .. .... — 2 

-15 181-61015-3 . . SEPARATOR, Ammunition box upper IH . . . . + + + + "E 2 
181-61015-4 : SEPARATOR, Ammunition box upper RH . . . + scs + * u te 2 

-16 AN253 -2-243 PIN .. eue. ο m ἂν, wi EQ en OR Se 8? A "DE 2 
-17 181-61017-1 SEPARATOR ASSEMBLY, Ammunition box center LH . . . ον fis 2 
181-61017 -2 SEPARATOR ASSEMBLY,  Ammunition box center RH . . wu 2 
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. ROTATED 120° 


y qu 


=< 42 e 
H-181-61-9A 34 : I 
i 3] 


FIGURE 221 - LH AND RH FOUR MK-12 20 MM GUNS ARMAMENT INSTALLATION 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE ΄ PER ASSY. CODE 
221 181-61001-1 & -2 ARMAMENT INSTALLATION, Four MK-12 20 nm guns LH and RH . . . . . Ref 
181-61002-1 & -2 EQUIPMENT INSTALLATION, 20 mm gun LH and RH . . . . . . . . Ç Ref 


(see figure 222 for detail breakdown) zm 
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NTS USEABLE ON. 
Š UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 4 7. NOMENCLATURE PER ASSY. CODE 


221-1 593307 . GUN, MK-12 20 mm(GFP) . š ὯΝ wi a ο — ος 
-2 185-61068 -. FITTING, Gun feed anchor. RIS 2 we. tg ο Fay € ο 
-3 181-61069-5 . BOLT, Gun feed anchor fitting hold down οι a TE ud. Gan Ge x. veo ὑφ νὰ 
-4 181 -61069-3 . BOLT, Gun feed anchor eee h hold down . . . . + + + + + ο 
-5 AN320C5 ` . NUT... : DOMNUM E CEN maya 
-6 ` 2W1C20-40-64 l WASHER, Plain (NA). : d dead e ts By LD ee ER abeo NA 
-T 185-61067 . BOLT, Gun feed mechanism anchor eye E ο... s 
-8 AN395-17 MEI D EOD : AA PPM T 
-9 185-61066 - . -BOLT, Gun feed mechanism anchor levis. Sea aa, κο, OS s 
-10 801514 . OUTLET ASSEMBLY, Quick disconnect high rate Q (WK): wr hei E ἱς 

AN6290-4 . GASKET ... . . . ὁ ὁ ὁ 9 ὁ ο 9 εν ο ot . exer urere. s eios 
-11 D899853-1 .. FEEDER, Gun MK-12-20 mm LH ΠῚ Wels Se 9€ δν a; toe ee ος 
: D899853-2 . FEEDER, Gun MK-12 20 mm RH (GFP). ...+ + + + ΝΡ ¿ë “ἃ 
-12 AN6290-3 . GASKET . . . . « + 2 ee o LEE -- νο) SS 
-13.  AN6291-3 . RING.. mE λος E Sis, να S= το dé ο. ZU. 
-14 AN6289-3 2 ONUT.I ç εἰν ο ο è $ m š a hen ναό MES 
-15 AN831-3 . ELBOW. . . cR E d A » oer š κ.α 
-16 181-61094 - z3 . LINE ASSEMBLY, Gun pneumatic "charger to gun buffer "static PEN 
-17 AN919-2 . REDUCER. . . « « ο « ο © e © © © © © © © © ng πο ο xe. De 
-18 AN6290-4 > GASKET . . . . . e š Veo v Bacay απο MES eu 1 
-19 AN6291-4 s “RING s 4 09 e $09 5 979 o9 ` š £ Wide τν ὃν . 9 1 
-20 AN6289-4 . NUT. ο. ο Swe yg SSS ç ——— δες, ον a 782 re es te 
-21 AN833 -4 " ELBOW. $ € "P Mc š š oie E ες Q 
"52 ἍΜΒΟΒΖΙΙ-1-11-5/8 | HOSE ASSEMBLY. . . . . , + GM DN EUER 
MS28741-23-1/2 . HOSE ASSEMBLY. . . . . - + è 4. W. 1 ᾱ  ὦ SK ψ q^ τ 
-23 MS28741-4-10-5/8  . HOSE ASSEMBLY. . . . . , + + + * n e . Suus Sak? qus 
MS28741-4-21 . HOSE ASSEMBLY. . . . . . . . aos . $ “> ο’ ᾧ 
-24 AN6291-6 « RING . « ο « © we ew we w ο EN . qo seo sy — 
-25 AN6290-6 .. GASKET . . . + + . ç Z ee ae μα πο κ * ἃ 
-26 181-61093 . FITTING, Gun pneumatic system screw thread reducer. . Ὅν 
-27 801514 ` INLET ASSEMBLY, Quick disconnect high rate (WK) . . z 
-28 801514 . OUTLET ASSEMBLY, Quick disconnect high rate (WK). . B š 
-29 181-61010-1 & -2 . BOX ASSEMBLY, Ammunition complete LH and RH . . . . + + E 


(see figure 220 for detail μι 
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-30 185-61150 ; . HOOK, Ammunition feed... ada Ads IR ο 
-31 181-61026-1 & -2 . CHUTE ASSEMBLY, Inboard gun ammunition “peed LH and RH . . . . 
-32 206-1089 . . ADAPTER ASSEMBLY, LG2G3A LH ΠῚ. s deve BE γάζα τώ, 19 MEL. Ἴδε 
206-1089-1 . . ADAPTER ASSEMBLY, LG2G3A RH (HUG TANE ; e rares Je 
-33 206-1121 Ὁ LINK ASSEMBLY, 60/20 mm H362 flexible feed chute LH ο, 
206-1121-1 . . LINK ASSEMBLY, 60/20 mm H362 flexible feed chute RH (HUG). 
! -34 206-1101 ' . . LINK ASSEMBLY, H362 flexible feed chute LH (Ene e 47-9. GI Eq 
206-1001-1 . . LINK ASSEMBLY, H362 flexible feed chute RH HUG) , . « + + 
-35 206-1114 . . HALF LINK, Large H362 feed chute LH (HUG). . . e + + + s 
206-1114-1 . . HALF LINK, Large H362 feed chute RH (HUG). . . . . + + + + 
-36 206-1113 ,. . HALF LINK, Small H362 feed chute RH (HUG). . . . + + + > * 
206-1113-1 "^. . HALF LINK, Small H362 feed chute RH (HUG). . . + + + * * * 
-37 206-1011 . ADAPTER ASSEMBLY, 60/20 mm box end H360Bl (HUG). . . . . . 
-38 181-61025-1 & -2 . CHUTE ASSEMBLY, Outboard gun ammunition feed LH and RH... . 
-39 206-1101 ` . . ADAPTER ASSEMBLY, L62G3J gun end LH ΠΣ. 9 cte te Sr διά 
206-1101-1 . . ADAPTER ASSEMBLY, L62G3J gun end RH (HUG - DE 
-40 206-1001 . . . LINK ASSEMBLY, H362 flexible feed chute LH eu a ὡς ιδ fae oic. 
206-1001-1 . . LINK ASSEMBLY, H362 flexible feed chute RH $e cs. 
-41 206-1114 . . HALF LINK, Large H362 feed chute LH (HUG). . . + + + +s ° 
206-114-1 . . HALF LINK, Large H362 feed chute RH (HUG š oo ο ο ο « 
-42 206-1011 : ADAPTER ASSEMBLY, 60/20 mm box end H36eBl (ἀνὰ). απ. 
-43 - 74-1320 * ADAPTER, 20 mm rear gun mount (TIB) . . . . + + a^. akh 
181-61038 . BOLT, Rear mount adapter attaching. . . cue dv ue Le SSS 
-44 ` 50AMUMID5-1 . HEATER, Gun 20 mm (GFP) ο ο E < 
-45 AN501A10 . SCREW... « eke: c -ᾱ UR egi iw. 4, ο a ο. ϐ) < ὁ Ὁ ww 
-46 2W1C-14 -28-64 . WASHER, Plain (NA). 9 . eos; 
-47 181-61065 . SLEEVE, Outboard gun "feed ànchor ` (Sleeve to De installed on 
RH side of outboard gun on both -1 and -2 installations) 
-48 181-61028-1 & -2 . CHUTE ASSEMBLY, Inboard gun link ejection LH and RH . . . + + 
-49 B1140L . ADAPTER ASSEMBLY, 20 mm flexible link ejection chute . . . 
i MK-7 feeder (120°) LH (WADR) 
B1140R . . ADAPTER ASSEMBLY, 20 mm flexible link ejection chute . . . 
MK-7 feeder (120*) RH (WADR) 
-50 ATO2 . . LINK ASSEMBLY, 20 mm MK-7 flexible link ejection chute . . 
` special adapter (WADR) 
-51 B701 B . . LINK ASSEMBLY, 20 mm MK-7 feeder flexible link ejection. . 
š chute single (WADR) 
-52 AT10 . . LINK ASSEMBLY, 20 mm MK-7 feeder flexible link ejection. . 
chute end (WADR) 
-53 957305 . SWITCH, Synchronizing 20 mm MK-1 (GFP). . . 2 e ae 
-54 181-61029-1 & -2 . CHUTE ASSEMBLY, Outboard gun link ejection LH and RH. αν ας 
-55 B1135L . . ADAPTER ASSEMBLY, 20° flexible link ejection chute . . . 
. : MK-7 feeder (105°) RH (WADR) 
-56 ATO2 . `, LINK ASSEMBLY, 20 mm MK-7 flexible link ejectron chute . . 
; - special adapter (WADR) 
-57 B701 . . LINK ASSEMBLY, 20 mm MK-7 feeder flexible link ejection. . 
: . chute single (WADR) 
-58 A710 . . LINK ASSEMBLY, 20 mm MK-7 feeder flexible link ejection. . 


chute end (WADR) 
; a " ç: : " 
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H-181-61.6 
FIGURE 222 - 20 MM GUN LH AND RH EQUIPMENT INSTALLATION 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
222 181-61002-1 EQUIPMENT INSTALLATION, 690 mm gun LH ee fig.221 for next md Ref 
181-61002-2 EQUIPMENT INSTALLATION, 90 mm gun RH (see fig.221 for next assy) Ref 
181-61003-1 . PANEL INSTALLATION, Muzzle equipment and 20 mm gun blast LH . Ref 
(see figure 223 for detail breakdown) 
181-61003-2 . PANEL INSTALLATION, Muzzle equipment and 20 mm gun blast RH , Ref 
(see figure 223 for detail breakdown) 
181-61007-1 . PNEUMATIC INSTALLATION, Fixed guns LH . . . . ç . Ref 
(see figure 224 for detail breakdown) 
181-61007-2 . PNEUMATIC INSTALLATION, Fixed guns RH . . . z x Ref 
' (see figure 224 for detail breakdown) 
-1 181-61155 . PLUG, Gun blast tube expendable " š 5 s 2 2 
-2 73-2026-1 . MOUNT ASSEMBLY, 20 mm fixed gun forward (vis) . : ἥ ELA 
-3 AN12H21A . BOLT (magnetic inspected) . . . I " Ρ : 2 
157-61019 . WASHER, Front gun mount bolt lock S š $ “ 2 
AN315-12 DONUM ος . š ἕν ὦ λων, Ας A νο ME 
-4 181-61030-1 . CHUTE ASSEMBLY, Inboard gun case ejection LH ; i s 1 
181-61030-2 . CHUTE ASSEMBLY, Inboard gun case ejection RH š r Ss 1 
-5 NAS221-10 . SCREW, Brazier head Phillips recess . . B . $ % 6 
ΑΝΟΘΟΡΙΟ ° 4 WASHER c2 20 e dw Ql a See ων GS. wine . . . 12 
AN365-1032 . NT .. erus! JULI alot ο Ορ dat are Jats . x ote 3 
-6 14-1220 . MOUNT ASSEMBLY, ?0 mm fixed gun rear LH ae š $ 2. Ὁ 
74-1220-1 . MOUNT ASSEMBLY, 20 mm fixed gun rear RH (TIB * 5 ὅν. ον 2 
-7 AN5-7A ΡΟ. 32-3 ο ο ΝΕ ο SU ο νᾶ . . ον 8 
AN960D516 v. WASHER. s wera no mou να ἃ $5 ie m τοι . . . . 16 
AN365-524 s ο ο αν LET AU ο ο eta ee ἃν cR a . "e 8 
-8 181-61027-1 . CHUTE ASSEMBLY, Outboard gun case ejection LH. . w ¿2 1 
181-61027-2 . CHUTE ASSEMBLY, Outboard gun case ejection RH , ν EMT. 1 
-9 NAS221-10 . SCREW, Brazier head Phillips recess . . . ... . < 4 6 
AN960D10. z WASHER^. ume e οφ) uw eds c TED SS E š o» 5 
AN365-1032 e NUT oo ce 3. i) ον ay cus, ος ah ete QQ. Sai exe wes Yw eor 3 
-10 181-61037-1 GUIDE ASSEMBLY, Outboard gun link ejection chute LH . dos «1. 
181-61037-2 GUIDE ASSEMBLY, Outboard gun link ejection chute RH. pe T 
-11 NAS221-10 . SCREW, Brazier head Phillips recess . . . . R Ug 6 
-12 AN960D10 ; WASHER. ¿ i084 ocu 9 i ὁ τω 9 vo eme RC a as . 12 
-13 AN365-1032 Boe Έτος sae cider ue. CXL X ο ο ο S: ο πμ hee TO e . n 3 
-14 252-3000 . BOOSTER MOTOR, 20 mm gun feed chute LH e? n . d 2 
252-3000-1 . BOOSTER MOTOR, 20 mm gun feed chute RH (HUG). . . τ ae 2 
-15 181-61161 . ROD, Ammunition booster motor retaining . . . š n Se 2 
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FIGURE 223 - MUZZLE EQUIPMENT AND 20 MM GUN BLAST LH AND RH PANEL INSTALLATION 
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FIGURE & ᾗ PART UNITS USEABLE ON 
, INDEX. NUMBER NUMBER 12 3 4 5 6 7 ` NOMENCLATURE PER ASSY. CODE 
223 161 -61003-1 PANEL INSTALLATION, Muzzle equipment and 20 mm gun blast LH , , Ref 
(see figure 222 for next assembly) : i 
181-61003-2 PANEL INSTALLATION, Muzzle equipment and 20 mm gun blast RH . . Ref 
. (see figure 222 for next assembly) 
-1 181-61040-1 . PANEL ASSEMBLY, Gun blast LH vai uS curo tes NO ο”. 1 
* 181-61040-2 . PANEL ASSEMBLY, Gun blast RH . .. ee um 1 
-2 AN509-10-14 νοι: oon vase Sap e om. “aie “as, cos a ws ° e ο ee Z. ο ο ὃν sy HOD 
-3 181-6101 . TUBE ASSEMBLY, Inboard gun blast . . . ... aded Jv. dos 1 
-4 AN363C524 ο 0x42 9-05 κο... . . S: ὧν dS ολο, ας Ñ 4 
-5 AN960C516 w WASHER 27v 0. 1.2 v σος Vere qe Ja cae IR La IE eo oe vh So) ee n SI CU 
-6 181-61056, + BOLT, Gun muzzle stabilizer adjusting . . . š NRI E 4 
-7 181-61052 - STABILIZER ASSEMBLY, Gun muzzle inboard .... Bese hoses els (ο); ce 1 
-8 181-61057 - + RING, Gun muzzle stabilizer barrel retainer . . . . , .. 1 
-9 181-61050 " SPRING, Compression . . . . ,. .............. 1 
-10 181-61059 , PIN, Gun muzzle stabilizer ring . . .. ....... ο 1 
-11 181-6109 - + SPRING, Gun muzzle stabilizer bearing centering . . ... 1 
-12 181-61058 - . BEARING, Gun muzzle stabilizer . . . . . . . , a , , , LL 1 
-13 181-61054-3 + . PLATE, Gun muzzle stabilizer adjustable inboard ..... 1 
-14 181-61055 - PLATE, Gun muzzle stabilizer fixed ............., 2 
-15 AN509-416R12 E uM" su Se EET : τς VEU 
-16 AN960C416 + WASHER «νο oos ee e e φόνων... 8 
-17 . AN363C428 Ον τν ' Sa tas Stak ea uk OL NC Duel VB 
-18 181-61042 . TUBE ASSEMBLY, Outboard gun blast . , E ὁ το: ὦ 1 
-19 AN363C428 ΙΙ νυν RI VS Taye ñ la Ce δι τὰ: S s δν ae iw 2 
-20 AN960C516 5, WASHER a s. 4 ove ὃν oe ves dV SR Aw ce apu E T ὃν ὃς v e Me 2 
-21 181-61048 . ROD ASSEMBLY, Outboard 20 mm gun blast tube guide "EE Se 2 
-22 181-61045-1 . BAR, Outboard 20 mm gun blast tube lock LH PEE: 1 
181-61045-2 . BAR, Outboard 20 mm gun blast tube lock RH ........ ë 1 
-23 181-61046 - LINK, Outboard 20 mm gun blast tube lock operatin "TE 1 
-24 AN394-19 s μή ο ο Tee ο ος ϱ ο... ὥς Sy w^ UW Rita “eter ae ος 9 
-25 AN9600116 s. WASHER soos) x noe vince quis cen yw wo x Ue S S a οἱ. A 
-26 AN394-51 νε ΡΝ Tes μα au OF AN Gue Ον E OE oP 2 αν ο oe a ὃν 1 
-27 AN960C116L DELI GM 1 
-28 ' 181-61051-1 - STABILIZER ASSEMBLY, Gun muzzle outboard LH w. ké Q. ese. -ο- Ὁ Cet Ow 1 
181-61051-2 + STABILIZER ASSEMBLY, Gun muzzle outboard RH Sm ο ο --- 1 - 
-29 181-61057 - + RING, Gun muzzle stabilizer barrel retainer . . . . . .. 1 
-30 181-61050 - + SPRING, Compression . . . .. ............-.1 1 
-31 181-61059 e . PIN, Gun muzzle stabilizer ring . . .. .. ..... $us 1 
-32 181-61049 - + SPRING, Gun muzzle stabilizer bearing centéring . . ... 1 
-33 181-61058 - + BEARING, Gun muzzle stabilizer . . . . . . . . . , νο, 1 
-34 181-61053-3 - . PLATE, Gun muzzle stabilizer adjustable outboard LH . .. 1 
181-61053-4 + + PLATE, Gun muzzle stabilizer adjustable outboard RH ... 1 
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FIGURE 224 - LH AND RH FIXED GUNS PNEUMATIC INSTALLATION 
394 í RESTRICTED 7 Revised 15 September 1953 


ç 


SECURITY INFORMATION — RESTRICTED Section. II - 


a Es Group Assembly Parts List 
FUSELAGE (Cont) 


n 


FIGURE & PART. i UNITS. USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5:6 7 : NOMENCLATURE PER ASSY. CODE 
224 181-61007 -1 PNEUMATIC INSTALLATION, Fixed guns LH . . .. , , +, + + + + . x Ref 

` (see figure 222 for next assembly) I 
181 -61007 -2. PNEUMATIC INSTALLATION, Fixed guns RH . . . , . + , +s +< + + x . Ref 
(see figure 222 for next assembly) 
No Number PNEUMATIC SYSTEM TANK AND EQUIPMENT (LH only) € wol uo eo v Rel. 
(see figure 225 for detail breakdown) f 
No Number . PNEUMATIC SYSTEM COMPRESSOR AND EQUIPMENT (RH m $5.55. ο» Ref 
(see figure 226 and 227 for detail breakdown 
-1 840358: . INLET ASSY, Quick disconnect straight type 1/4 in. AN.... 6 
tubing connect high rate (wx 
AN6290-4 EU JOANNE TIC Rae we ὦ we S SD RY PE Se a aS 6 
-2 181 -61093 . FITTING, Gun pneumatic system screw thread reducer ..... 2 
-3 MS28741-6-21 . . HOSE ASSY .. ater N sie ate ών ον νι Tele Menten) Ke, οφ oe 2 
-1 AN815-6 . UNION .... μμ... oe aches inte oh, 72 
-5 AN6290-6 & “GASKET ioo «κα €x x x a, ish Ue eld Lis w + £$ δν ES PN 4 
-6 AN927 -6 x- ELBOW v Lo eoa eee T € to! πὶ en o) S ο Woes AI Ὅν φον ὁ 2 
-T AN924 -6 νι. ΠΕ να z ug. ενας ter "ats λλες 2 
-8 MS21903-6 ¿S UNION S. ο wwe ο Ub: n os SS sa V. Nol Cs qi S les vehi rw s Tol. y 2. 
-9 181-61096-37 . LINE ASSY, Gun feeder pressure bulkhead union station 90-1/2. 1 
I (canted) fwd outbd and up to bulkhead union in 13-1/4 
shelf station 83-3/16 buttock line 25-5/16 LH 
181-61096-75 . LINE ASSY, Gun feeder pressure bulkhead union at station . 1 
à 90-1/2 (canted) fwd and up to bulkhead union in 13-1/4 
shelf station 83-3/16 buttock line 25-5/16 RH 
-10 870428 s ος ος pneumatic sys 1500 psi class 3-3/8 tube ports 2 
: wk) C ἢ : 
-11 MS21908-6 a ΜΑ nei Ve ος ο Y ales Tel g n ο ο ο ο ο. 
AN6289-6 x ENDS T e μενον ο ο απ $5 ute " Ὁ σὺν. i. Wu cen ee A 6 
AN6291-6 . RING .. T PEE . ote 9 . ο Ὁ ë — e e le 6 
AN6290-6 σα ey w ο wu m ο ο vri RD a ρον eoe Mg love 6 
-12 181-61096-23 . LINE ASSY, Dry supply sys solenoid valve outlet elbow sta 85 l  A,BB-BY 
d κ΄ S curved up to tee at sta 90-1/2. (canted) WL 15-1/2 LH 
181-61099-7 . LINE ASSY, Dry supply sys solenoid valve outlet at fus sta 85 1 BA,C 
to tee at fus sta 90.5 LH side 
-13 181-61096-61 . LINE ASSY, Dry supply sys solenoid valve outlet:elbow sta . . l  A,BB-BY 
i 85-5/8 aft to bhd tee at sta 90-1/2 (canted) WL 15-1/4 RH i 
181-61099-25 . LINE ASSY, Dry supply sys solenoid valve outlet elbow at fus, L BA,C- 
sta 85.625 aft to bulkhead tee at fus sta 99.12 RH side 
-14 MS21908-6 4 CEEBOW. irap. τῶ να Q eaa a Ne rat ὦ δ elo ho AE tug .ὁ uw Ὁ ὁ 2 
AN924 -6 sa NUT a ο ot ovem RAD UE, S ο wo Ἡ oe EI eur Ne g 2 
i 2W18-916 s WASHER; "Plat (NA). cie € ο 09 09.9 wol o eee o no Y Ge eae A 
-15 MS21903-6 - UNION 3 D i206 40 ey We aed w UE ἡ at Ew I9 UR. Ze € tees, b 
AN924 -6 s NUT. Y; πο ο at. ο So are ο Ged E ver) S - Qi t a qe: ` Z 1 
-16 181-61096 -25 . LINE ASSY, Dry supply.sys bhd tee at sta 90-1/2 (canted) WL . 1  A,BB-BY 
15-1/2 aft to bhd union at sta 99-1/8 WL 15-17} LH š 
181-61099-13 . LINE ASSY, Dry supply system tee at station 90.5 aft to union 1  BA,C- 
at station 99.12 LH side 3 
181 -61096 -63 . LINE ASSY, Dry supply system bulkhead tee at sta 90-1/2 . .. 1  A,BB-BY 
(canted) aft to bulkhead tee sta 99-1/8 WL 15-1/4 RH 
181-61099-17 . LINE ASSY, Dry supply system tee at station 90.5 aft to tee , 1  BA,C- 
Í : at station 99.12 RH side 
-17 181-61096-35 . LINE ASSY, Gun feeder pressure tee at sta 95-1/2 WL 15-1/H . 1 A,BB-BY 
to bulkhead union sta 90-1/2 (canted) WL 15-1/4 LH i 
181-61099-15 LINE ASSY, Gun feeder pressure tee at station 106.87 to... 1 ` BA,C- 
union at station 90.50 LH side 
181 -61096 -73 . LINE ASSY, Gun feeder press. bhd elbow at sta 99-1/8 WL 15-1/4 
fwd to (canted) bhd union at sta 90-1/2 WL 15-1/4 RH 
181-61099-21 . LINE ASSY, Gun feeder pressure bulkhead elbow at station .. 1  BA,C- 
99.12 forward to union at station 90.5 RH side 
-18 MS21909-6 ο S aT ο ο κα ο ο nas WS Se Z Y ο 1 
AN921-6 ο DEW AP ο ο ο ο ο. τῳ ον TDI 1 
2w18-916 . WASHER, Flat (NA) ........-.-.-... $ € ws .. 1 A,BB-BY 
NAS43-9-17 . SPACER, Screw and bolt .,,................. r BA,C- 
-19 181 -61066-15 . LINE ASSY, Dry supply line to feeder between tee and bulkhead 1 
fitting at fus sta 99,12 and fus sta 106.87 LH side 
181 -61066 -25 . LINE ASSY, Dry supply line to feeder between tee and bulkhead 1 A,BB-BY 
fitting at fus sta 99.12 fus sta 106.87 RH side 
181-61066-15 . LINE ASSY, Dry supply line to feeder bulkhead fitting . . . . 1  BA,C- 
: Station 99.12 to tee station 106.87 RH side 
-20 MS21912-6 STEE. oh Se xc CET 1 
AN924 -6 es NUP- ο wasa νο oe LS "a cdm δι A ve & Yel C a 4 Φα 1 
2W18-916 « WASHER,” Flat- (NA)... Roe veel Salata: Me ps ose rate aru SÍ 
-21 MS21902-6 S UNION J ooo G6. ee sox Qé. ο) Ὁ EOS hie Fe lw CIS. "ie ° cow “e < e ww 3 
AN6290-6 . GASKET "— —— Dd P τῷ a S . EHE 3 
-22 AN926 -6 ο ο ος (UST n cue τῶν se: er fe ἠδ ο ο ο ο ΠΠ 2 
-23 MS21916-6-4 c. -REDUCER s ο ce ο Que at eo ERE E METERS 3 
AN6290-6 2 GASKET s οἱ arona EE a ο Tamie aa ate SN LES BD ο le. οἳ ον 3 
-24 181 -61096-41 . LINE ASSY, Gun charger pressure solenoid valve outlet elbow . 1  A,BB-BY 
station 105-3 up and forward to bulkhead elbow in shelf 
: station 100-7/8 buttock line 17 LH 
181-61066 -47 . LINE ASSY, Gun charger pressure solenoid valve outlet to .. 1 BA,C- 
elbow in shelf station 100.87 LH side 
181-61096-79 . LINE ASSY, Gun charger pressure solenoid valve outlet elbow . 1 
at sta 100 up to bulkhead elbow in 13-1/4 shelf sta 
100-7/8 buttock line 17 RH 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
224-25 181-61096-27 . LINE ASSY, Gun charger pressure bulkhead tee at sta 99-178 -WL 1 
15-1/4 down and aft to solenoid inlet elbow sta 101 LH 
181-61096-65 . LINE ASSY, Gun charger press. bhd tee at sta 99-1/8 WL. . . 1  A,BB-BY 
15-1/4 down and aft to solenoid valve inlet elbow sta 
101 RH 
181-61099-19 . LINE ASSY, Gun charger pressure tee at station 99.12 aft. . . 1 ‘BA,C- 
: to solenoid vlave inlet elbow station 101 RH side š 
-26 181-61066-29 . LINE ASSY, Dry supply line between tee and tee at fuselage. 1  A,BB-BY 
station 53.00 and fuselage station 62.625 
181-61066-57 . LINE ASSY, Dry supply line tee at station 53 to tee at. . . 1 BA,C- 
station 62.625 LH side 
181-61066-31 . LINE ASSY, Dry supply line buffer between tee and tee at. 1  A,BB-BY 
fus sta 99.12 and fuselage station 106.87 RH side 
181-61066-59 . LINE ASSY, Dry supply line buffer tee at station 99.12 to tee 1 BA,C- 
. at station 106.97 
-27 181-61066-11 . LINE ASSY, Dry supply line to buffer between tee and bhd. 1 
fitting fus sta 99.12 fus sta 106.87 LH side 
181-61066-21 . LINE ASSY, Dry supply line to buffer between tee and bhd. . . 1 
fitting fus sta 99.12 fus sta 106.87 RH side 
-28 181-61066-33 LINE ASSY, Dry supply line from tee to 500 psi regulator. 1 
between fus sta 99.12 and fus sta 106.97 LH side 
181-61066-35 . LINE ASSY, Dry supply line from tee at 500 psi regulator. 1 
between fus sta 99.12 and fus sta 106.97 BP 
-29 181-61096-31 LINE ASSY, Gun feeder press. 500 psi press. regulator outlet. 1 
tee up and outbd to bhd elbow sta 99-1/8 WL 15-1/4 LH 
181 -61096-69 . LINE ASSY, Gun feeder press. 500 psi press. reducer outlet. . 1 
Ë ; tee up and outbd to bulkhead elbow at sta 99-1/8 RH 
-30 870399 . REDUCER, Pressure pneumatic 3000 psi to 500 psi 80 cmf (WK) . 1 
-31 MS21907-4 :» ELBOWS Yo: uer at ών ος Meme! hers Wen eo CX" NES Sas δν ος S: τε τῷ cle fer arme ve ei a Mee al or € 1 
ANg24 -4 $5 NUD ο ο t o ena, Owe ees ο ο Ἔ- RL 9 (€ a 9 e SE W 1 
2W18-716 ve “WASHER, Flat (NÀ)-4-. ¿lx ὁ o 9e Bae else, Ca e oa 9 v v L 
~32 181-61099-5 . LINE ASSY, Gun charger pressure bulkhead elbow at station. . 1 A,BB-BY 
102 buttock plane 17-1/4 to tee at sta 102 WL 9-1/2 LH 
181-61099-9 . LINE ASSY, Gun charger pressure elbow at staion 102 to tee. . 1  BA,C- 
station 102 LH side 
-33 181-61066-7 . LINE ASSY, Dry supply line to buffer from tee to fittings . . 1 
located at fuselage station 97.82 LH side 
-34 181-61096-53 . LINE ASSY, Gun charger pressure tee at sta 102 WL 9-1/2 up. . 1 
and forward to bulkhead union on "V" web at sta 98 LH 
-35 181-61060 . ADAPTER, Bulkhead tubing to quick disconnect. . . . . . . + . 4 
AN924 -4 Ἢ ΝΟ. ο ο ο ο wy ο ο ο ος ο ο eh "ο, Φ ey E 4 
-36 181-61096-51 . LINE ASSY, Gun charger pressure tee at station 102 WL 9-1/2 . 1 
up and aft to bulkhead union on "V" web sta 111-1/2 LH 
-37 181-61066-9 .. LINE ASSY, Dry supply line to buffer from tee to fitting. . 1  A,BB-BY 
: located at fuselage station 110.5 LH side . 
181-61066-41 . LINE ASSY, Dry supply line to buffer tee to fitting station. 1 BA,C-. 
110.5 LH side 
-38 MS21905-4 μα A. esta er, Sao Hp ce ox xe at Ge? “ory hy coy odie ow? Qar ὦ; ate Ned Bos ο B nas ar? “ala 8 1 
-39 181-61076-13 . LINE ASSY, Dry supply line to buffer between bulkhead fitting 1 
and tee at fus sta 99.12 and fus sta 106.87 LH side 
-40 181-61066-23 . LINE ASSY, Dry supply line to buffer between bulkhead fitting 1 A,BB-BY 
and tee at fus sta 99.12 and fus sta 106.87 RH side 
181-61066-43 . LINE ASSY, Dry supply line bulkhead fitting station 99.12 . . 1 BA,C- 
d to tee station 106.87 RH side 
-41 181 -61099-11 . LINE ASSY, Gun charger pressure bulkhead elbow at station . . 1 
102 to tee station 108 RH side 
-42 MS21916-6-1 a REDUCER. o s soi err or oane A we 6 a Sew SE k ¿Das VE W acer «α 
AN6290-4 v UGASKET Οτο aa AVE Ὁ ϱ Ww ey αἱ His E S reel cer. vl 
-43 MS21911-4 v "TEE. 4 40204. iU s. δν CR a 9n See κα CR ὃν αι. E ees Vido Ὦ 1 
-44 181-61066-55 . LINE ASSY, Gun charger pressure tee at station 108 to bhd . 1 
union at station 110.5 RH side 
-45 181-61066-19 . LINE ASSY, Dry suppiy line to buffer from tee to fitting. 1 
located at fuselage station 110.5 RH side 
-46 181-61066-51 . LINE ASSY, Gun charger pressure tee at station 108 to . . . . 1 
. bulkhead union station 106.5 RH side 
-47 181 -61066-53 . LINE ASSY, Dry supply line to buffer tee to-fitting . . . .. 1 


station 106.5 RH side 
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FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4. 5 6 7 NOMENCLATURE š PER ASSY. CODE 
225 No Number PNEUMATIC SYSTEM TANK AND EQUIPMENT (LH only) . . . ... e + « + + Re 

(see figure 224 for next assembly) 
-1 870538 . BOTTLE, Air 200 cubic in. non shatterable two 3/8 in. tube . 1 
ports pneumatic system 3000 psi inverted mounting (WK) 
š (1nterchangeable wiin 870838 (WK)) 
ATTACHING PARTS 
326.750-5. 6875 — . CLAMP, T-bolt aluminum atioy (MAR) n nu eee σορτς μοι eee. --Ὁ 
-2 MS21916-6-4 μα REDUCER: ΑΜ ROI Rear um Reese) SU. Wal te Per us 2 
AN6290-6 e BASKET αὶ Gece uw OU ssh ea WW. σα, OR S Tes a Ca. a TRO «δν ia 2 
-3 181-61096-9 . LINE ASSEMBLY, Dry supply system tee at sta 53.75 water line. 1 
29.5 down and aft to air bottle inlet 
-4 MS21909-4 a IEE; SU es toe. 0€ le Ses ο IS SS ceo Wie, ο Ws SL ow: ο ο πο 1 
AN6289 -4 « CNUT. ο cay Samay E ο”. Us ο ee ee eee UE 1 
AN6291-4 ο. RING 2 ο ο. EC CN ee Lm "err ee ee w Ye 1 
AN6290-4 « GASKET ç . 2 ν. «κ » 99 Breen aaa τῷ καν ce wt Tee Be VES "Οι es e 1 
-5 AN927 -4 . ELBOW ..... oki usus Uii ci. νη 275 9.7935. A de ve E. s v 1 
-6 MC1603-34.5 ` VALVE, Relief (MOV) ua ox x o κκ ii i iili 1 
AN6290-4 . GASKET z UW. ο oW. m RD S . & š š BO yo ONG 1 
-7 .181-61096-7 . LINE ASSEMBLY; Dry supply System check valve outlet adapter . 1 
inboard and down to tee at sta 53.75 water line 29.5 : 
. ᾿ buttock line 18.75 
-8 181-61066-39 . LINE ASSEMBLY, Dry supply system pressure regulator tee . .. 1  AK- 
Station 57 to pressure switch LH side 
181 -61066-5 . LINE ASSEMBLY, Dry su ply system pressure regulator tee ... 1  AA-AJ 
water line 33- 3/ p and forward to 1000 psi pressure 
switch elbow i , 
-9 MS21908-4 e JGLBOW (.4545 (9. 9099 Ὁ Ὁ Ὁ eo. lee 4 ves 1. o» 5 el ὁ Ὁ o s 1 
AN6289-4 ae GNU S ο patie wig For tet re; Pars tee a Ὁ ear On ee ner taq sara A 1 
AN6291 -4 v RING. ¿ç «Ὁ tars uem ten ο Lee ου Sf en ey Yar ου ων Se 1 
AN6290-4 e GASKET Ou ορ ο 1 ee a Me. Ee Be OR ha SAY AT κος 1 
-10 840313: . SWITCH, Pressure pneumatic system 3000 psi class (WK) ... 1 
-11 299A4BB . VALVE, Check (JAPC) . . 4. 4 4 + +< + 0 e e s s e 0 ee Ὁ 1 
-12 MS21900-4 . ADAPTER s èw é o ex glane Εν ο «6 ier ee wy at. A 2 
AN6290 -4 . GASKET . . . ç$ es fel eer «' Ta) ο 7. ο. ο WO sek. REL w “Ὁ 2 
-13 870400 . REDUCER, Pressure 3000 psi 1000 psi 480 cfm (WK)... . ει 1 ' 
-14 MS21910-6 v UTEE Z. S ον ο 00 20 τὸν ο πο. yep αν ων "φον 1 
-15 MS21902 -6 » UNION "ium rete SU Veen Z Se) x. USE. SRU siue ον — ο ο ον ο 1 
AN6290-6 « GASKET... ef, ere P . . e ὁ 0 ο ο on 1 
-16 181 -61066-61 . LINE ASSEMBLY; Dry supply system air bottle outlet to filter. 1 BA,C- 
tee LH side 
181-61066-3 . LINE ASSEMBLY, Dry supply system air bottle outlet aft looped 1  A,BB-BY 
: outboard and up to filter tee water line 33-3/4 
-17 181 -61066 -37 . LINE ASSEMBLY, Dry supply line from elbow on filter to tee .: 1 
Station 57 LH side I 
-18 MS21908-6 s ELBOW 00. 3559 € € οἱ €. ο ο ο ο 908. ο 1 
-19 AN6289-6 x^ NUT ο ο we ye ο) 9X ο ο ο κ ὦ, κ IU Ug é ae ee δν a.s 1 
-20 AN6291 -6 &. RING esos. ὦ ο ο Wagers. SU ue E iE S mace ο c eae aL 
-21 AN6290-6 x GASKET og ou €x ea κ VOX ae κα $4. oo 8 o9 ee) 1 
-22 AN893-12 è- “BUSHING κ κ. D χι ee Ee Ye 9o ee HR y aha a we Mq 2 
-23 AN6290-8 « GASKET... e^ lo «ὦ, les ὁ Vel o foe . oe waw ο ο . 3 
-24 840499 : FILTER ASSEMBLY, 1/2 in male outlet 3000 "pst pneumatic system 1 
WK 
-25 ANTT5-6 z BOIS ο ee wo ΜΑ whey ου... 
-26 . AN901-6A . GASKET . . . "c-r el ο -ᾱ- Ὁ ὁ Q αὶ 2 
-eT ER776-6 . ELBOW, Universal “90° `ermeto μα) . "m 1 
-e8 181-61096-5 . LINE ASSEMBLY, Dry supply system bulkhead elbow station AES 1 
61.125 water line ol. 5 outboard and up to check valve 
inlet adapter 
-29 181-61099-23 . LINE ASSEMBLY, Dry supply system pressure regulator elbow . . 1 BA,C- 
forward to bulkhead elbow at station 99.12 RH side 
181-61096-19 . LINE ASSEMBLY, Dry supply system pressure regulator elbow . . 1  A,BB-BY 
water line 22-5/8 down and forward to bulkhead elbow at. 
Station 62.625 water line 23-7/16 buttock line 16.5 ' 
-30 MS21908-6 « ELBOW ο . + + ὁ e e ὁ ο ὁ e ὁ ὁ 4 ο ὁ ο e 0 9 ὁ ὁ 9 ὁ ο ο ο 1 
ANQ24 -6 z "NUT O Zo s. ο vis ya ολ. ο ο ο ο... 
2w18-916 . WASHER, Flat (NA) ........... vor. ee ch ied. i 
-31 MS21903-4 « UNION 4 4 4 + oco e € 0» κ 4 * ἃ Ὁ e * 4 ᾱ Ἡ 4 d 4 κ . . ew 1 
ANQ24-4 & ΝΠ. uU S e 6 . ὁ 4 ο ὁ ὁ ο ο 4 α ο fe ο 1 
518-716 . WASHER, plat (NA) . . 4 4 ο ο € 29 1 
-32 181-61066-49 . LINE ASSEMBLY, Dry supply system bulkhead elbow at station : 1 
aa we 62.625 to solenoid valve inlet at station 85 LH side 
-33 181 -61095-55 . LINE ASSEMBLY, Dry supply system union station 55.12 RH across 1  BA,C- 
ship to union station 61.12 LH 
181-61095-37 . LINE ASSEMBLY, Dry supply system bulkhead union station 55- 1/8 1 A,BB-BY 
water line 26-3/8 buttock line 8-1/2 RH across ship to 
bulkhead elbow at station 61-1/8 water line 24-1/2 
buttock line 15-1/8 LH 
e 
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FIGURE 226 - PNEUMATIC SYSTEM COMPRESSOR AND EQUIPMENT n 
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NUMBER 
No Number 


181-6083 
130R0300-6 


MS21908-4 


AN6289-4 
AN6291-4 
AN6290-4 
AN5771T7A 
181-61095-21 


181-61095-61 
181-61095-51 


181-61095-67 


MC1603-34.5 
AN925-4 
MS21908-4 
AN6289-4 
AN6291-4 
AN6290-4 
181-61095-17 


MS21916-6-4 
181-61095-45 


MS21908-4 
AN6289 -4 
AN6291-4 
AN6290-4 
AN894 -6 -4 
AN6290-4 ` 
MS21908-6 
AN6289-6 
AN6291-6 
AN6290-6 
181-61095-69 


MS21916-6-4 
AN6290-6 
MS21911-6 
AN6289-6 ` 
AN6291-6 
MS21908-6 
AN6289-6 
AN6291 -6 
AN6290-6 
181-61095-49 


181-61095-65 
870538 


E 
PNEUMATIC SYSTEM COMPRESSOR AND EQUIPMENT (RH only) . . . . . . 


ee eee 


NUT. a G ο ο abe ae ον Te s] Ὁ ft Bee "- 4 E cath Ga oe 
RING se. v6 y AE mie š CE t rS E E 
μμ ο ο 3. w ο ο ο”... 
BUSHING αν ο mre hd ο ο era ως 
GASKET a E p nne ας tals be: τος dep gate. Ὁ ος ee enr er ce eon zr es Vi 
ELBOW... Ge Gare cig Sein m re et UR Ue hax - Oar ee DOT E ECTS 
NUT. m. ace cw Dr eae 91e al UH de er p. Maw sal eS Get CS 4 
RING. ier ep hemp ο ο De or ο Se ο a0 ae vat ade ud 
GASKET wey ο ο ο ο ue. Gate c Ημ. 
LINE ASSEMBLY, Dry supply system -cross outlet elbow station 55 


+° * 9 o e o 9 o n “s 


2 3 4 5 6 7 NOMENCLATURE - 


See figure 227 for additional breakdown) ' 
see figure 22! for next assembly) 


BRACKET, Gun air compressor support SLE es le ce ο . 
COMPRESSOR ASSEMBLY, Model 130 (CNL). `. . . . . erat Map ie 
ELBOW: $e es» ei v o LUE MEE E: eee $ 
NUT. .. ο... MM š . " reg κ 
-RING . ire ids Bi? ve 


. 
@ e 9 9 « 9 ὁ c£: ὁ £5. ο 


GASKET . . . . . . 

GAGE... IDE —€— arc xL EM 

LINE ASSEMBLY, Dry supply system air bottle outlet tee aft and 
inboard to pressure gage.elbow 

LINE ASSEMBLY, Dry supply system air bottle outlet aft to . 
pressure gage RH 

LINE ASSEMBLY, Dry supply system check valve outlet union down 
and inboard to cross inlet elbow at sta 58 water line 
37 buttock line 9.375 

LINE ASSEMBLY, Dry supply system check valve outlet to cross. 


inlet elbow RH : 
VALVE, Relief (MCV) . k απο οκ” Mie ὃν rRNA ayy Yo 5 
CROSS. ο < S 9909 wow. WIS dv πώ προ» ES 
ELBOW. ---.-ᾳ- τς ser se Cau S oce es v) sQ up Seg so fem ICE ας. eu iei TR, je 
NUT. eoe wi um Agi oe, "ο Sa . πο πα. s: SE 
RING . . v ος Fu δα Tg À . Vos A 5) τῷ 
GASKET ru SY ce ον νην 
LINE ASSEMBLY, Dry supply system cross outlet elbow at station 


55-1/2 water line 35 up outboard and down to reducer 
REDUCERS: mpre 3. aoc ove igs ο ο Ce qi hes Veg De quise d ed 
LINE ASSEMBLY, Dry supply system reducer down and outboard. 

to air bottle inlet elbow : 
ELBOW. ¿ . s + ¿ € P 


oe 8 sss n 


. to air bottle inlet elbow RH 
REDUCER. . . . . . 


* ° e o * eso 


. . à 


. 
. e s.. o 
. 


` * * ee 
et ew n 
` 
` * 5 .. 
. 
t. 9) n. * 


. 


` ` ee ο. 
` 
. 


. . « . 


RING. ; ; ;; 


. 
. 
. 
. 


= 
3 


GASKET . * K ee Saima ο Wa RIT T ena 
LINE ASSEMBLY, Dry supply system air bottle outlet t 
aft outboard and up to filter union x 
LINE ASSEMBLY, Dry supply system air bottle outlet to air ` . 
filter RH. j . 

AIR BOTTLE, 200 cubic inch non shatterable two 3/8 inch tube. 
ports pneumatic system 3000 psi inverted mounting (WK) 
(interchangeable with 870838 (WK) 


ee 


ATTACHING PARTS 


365.625-5.500-8 


---*- 


MS21902-6 
AN893-12 
AN6290-8 
840499 
AN927 -8 
MS21916-8-6 
181-61095-47 


181-61095-77 


MS21900-4 
AN6290-4 


' 999A! BB 
MS21910-4 


AN6289-4 
AN6291-4 
AN893-2 . 
840301 
181-61095-35 


AN775-6 
AN901-6A 
ER776-6 
870400 


CLAMP (MAR) πα L q s aE E ow h. WO IEEE ο τα 


UNION: y Homey tsa ο a eo Late ee DLE S COD leo eee 
BUSHING: i-o eee» Seta. ec ο e TR a, Je c6 p Ry ve p Re 
GASKET: X ο. isi, on Ja ο we ce ues d cun e cl a ales tate aw, acu T E ruled 
FILTER ASSEMBLY, 1/2 in. male outlet 3000 psi pneu sys (WK) 
ELBOW... uox G0 Velie Gr i Rd XU ως m. eo S Te ων s. ο qo Tal a 
REDUCER Z i. νο ode WSR Se Nas μμ μμ”... . 
LINE ASSEMBLY, Dry supply system filter union up to pressure 
reducer inlet elbow station 63 water line 25 : 
LINE ASSEMBLY, Dry supply system filter union to pressure , . 
reducer inlet elbow RH 
ADAPTER. . . . . . 2 
GASKET . . `. 


. . . 
=. e 9 * “> * 5 e s wo. : α ` 
. . . 
. . . 


VALVE, Check (JAPC) . ... . . . . . . . š 

TEES s Xam Rite o. SCR : v : 
κο eerie wid ο he ang SU ah eh Qs e iw i ts N YY AS ca 
RENG L us hast od: e n ede dh al a sa Shoah αμ ο... 
BUSHING... . . .... . ‘ ME! : 


VALVE, Back pressure pneumatic systems 3000 psi class (WK) 
LINE ASSEMBLY, Dry supply system back pressure valve tee. . , 
forward and inboard to bulkhead union at sta 55-1/8 

water line 26-3/8 buttock line 8-1/2 RH 
BODT:--2 ewe ue ou Qu Sop ωμά, Sa ο ον ο a ages ρε ος w^ x de ue 
GASKET . . . ., 2 š 


ELBOW, Universal 90° ermeto (WH). . . . i . ERN 
REDUCER Pressure 3000 psi 1000 psi 480 
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= 
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BRR 1 EN P pi Ep pm|Ou p 


He 


CODE 


A,BB-BY 
BA,C- 
A,BB-BY 


BA,C- 


A,BB-BY 
A,BB-BY 
A,BB-BY 
A,BB-BY 
A,BB-BY 


A,BB-BY 
A,BB-BY 


BA,C- 
BA,C- 
BA,C- 
BA,C- 
BA,C- 
BA,C- 
BA,C- 
BA,C- 
BA,C- 
BA,C- 
BA,C- 


Y 


A,BB-BY 


BA,C- 


A,BB-BY 
BA,C- 
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AN 01-60JKB-4 
FUSELAGE (Cont) 


UNITS USEABLE ON 


FIGURE & PART 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE $ PER ASSY. CODE 
5 MS21903- z ο, Ste by" ots . . 7 1 
AN924 -4 um NUD o: ο. μας a? dealt Ok “ae” u εξ tS ce τὲ) Way te, Me eh μα ο. 1 
-46 MS21907-6 ge ELBOW: 4h ee ο OIE ο r P I TM 1 
AN924-6 . NUT. ο Nam UELUT Sap que er Aah VES A ος 5 siè . αὶ. ος ὦ 1 
2w18-916 ` WASHER, Flat (N) . . . . ος . š s us 1 
-47 181-61095-23 . LINE ASSEMBLY, Dry supply system pressure reducer outlet. δ. 1 A,BB-BY 
elbow station 68 water line 25 aft to bulkhead elbow at 
station 71.75 water line 23 buttock line 25 . 
181-61095-71 . LINE ASSEMBLY, Dry supply system pressure reducer outlet elbow 1 BA,C- 
i station 68 aft to bulkhead elbow station 71.75 RH 
-48 181 -61096-59 . LINE ASSEMBLY, Dry supply system bulkhead elbow station 71-3/4 1 
i water line 23 aft and up to solenoid valve inlet elbow 
station 85-5/8 RH 
-49 181-61075-11 . LINE ASSEMBLY, Supercharging system filter outlet union at sta 1 
61.625 water line 28-1/2 buttock plane 15-1/2 down 
inboard aft to compressor inlet union at station 64 
water line 2 buttock plane 15 
-50 AN815-6 . UNION. .... in οφ. Wwe o Wow Ges Ex po ede Dow ο ο” 2 
AN6290-6 GASKET . . e^ Ur vey. 9 LSU dw E Set ayy w `w RA ο ο 2 
-51 50067 | FILTER (G-202M-1) (PUP). Us 1 . 
-52 181-61075-9 LINE ASSEMBLY, Supercharging system regulator outlet "union! at L 
station 55.75 water line 21-3/4 buttock plane 17-1/2 
down inboard aft to filter inlet union at station 57 
1 water line 23 buttock plane 17 
-53 AN832-6 e UNION. « . . ἘΣ Gue e vl re ie τα Ws cR" nie) “h w QU rats ara gr `w. s ες 1 
AN924 -6 her NUTS. a seo δ ο” -- ; ΜΝ : 1 
AN6290-6 . GASKET... S uw Vib) Jer T qe - mae ὁ $ 1 
i 2W18-916 . WASHER, Flat (NA).. š s CDS ος 1 
-54 135D100-3 . REGULATOR, Absolute pressure (CNL). š PE 1 
-55. ΑΝΒ15-5 a UNION: τ. Z VS Rp reines rer ve Ὁ Δι ο, ὦ dodo pd 1 
AN6290-5 GASKET νιν Sh wo Ἣν, P 1 
-56 181-61075-7 LINE ASSEMBLY, Supercharging system union at station 64.18. . 1 
: water line 2-1/2 aft forward outboard to regulator union 
at station 55.75 water line 19 buttock piane 17-1/2 
-57 AN815-5 . UNION. . . š 1 
-58 181-61075-5 ` LINE ASSEMBLY, '"supercharging system union at station 66.87. . 1 
zig-zag fore and aft between station 62.625 and 71.75 to 
union at station 66.87 water line 12- 1⁄2 
-59 AN821-5 . ELBOW. . . . 1 
-60 181-61075-13 . LINE ASSEMBLY, "Supercharging system bulkhead "union at station 1 
64.18 water line 2-1/2 down inboard to union at sta 66.87 
-61 AN832-5 P ML Rak EUN κ ο ο y ASME να, 1 
AN924-5 . NT... "a ο ο as Wee “ast, cot) bs seth oes D 1 
2W18-816 ` WASHER, Flat "(NÀ) . MM αν 1 
-62 181-61075-3 . LINE ASSEMBLY, Superchàrging system defrost line anion at . 1 
station 66.375 water line 1-5/16 up inboard forward aft 
down forward to bulkhead union at station 64.18 
water line 2-1/2 : 
-63 AN822-5 v ELBOW. 2 40x33 3) ox oo uw ea h 9n UR Tiu a dcs e xe 1 
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STA ΤΙ. 15 


H-181-61-15A 


FIGURE 227 - PNEUMATIC SYSTEM COMPRESSOR AND EQUIPMENT 
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SECURITY INFORMATION — RESTRICTED Section. II 


AN 01-60JKB-4 Group Assembly Parts List 
FUSELAGE (Cont) 


uw ———Án———————4—t—————ÁÉÓAQd MC CRM —— —— A EE mmm TT ON: 
UNITS USEABLE ON 


FIGURE & PART 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 - NOMENCLATURE PER ASSY. CODE 
227 No Number PNEUMATIC SYSTEM COMPRESSOR AND EQUIPMENT (RH OnLy). lo 4e < Ref 


see figure 226 for additional breakdown) 
see figure 224 for next assembly) 


-1 AN6277-4 . s. VAINE 4 0 0 ο ο 5 cy $9 ὁ ὁ ὁ $i Q w ΠΝ ΟΠΗ 6 1 
MS21908-4 . ELBOW . .. + s s ee ο αν το a) QU ὃν yeh an Rs ——— i-o 88 
AN6289-4 se NUT ος ο τν Goer aw, s κ. Ὃν Sg š «ὦν See SS INA, 5329 ολο κ. Marg . 8 
AN6291-4 . RING πα T pc i-e νους Ve. Cas Cotte. ο. E: 
AN6290-4 . GASKET... . <| a Ve wn aC a eil eer sp ic ον ο Es Si y 8 

-3 MS21900-4 . ADAPTER . . ο © ο» © © © © we ww i£ ο Ἐν τι Geico cate: Ce Le. 3 2 
AN6290-4 . GASKET . . < . . . ο eo ὁ ee 9 a o. ὁ 9 ὁ ὁ ὁ ὁ s 6 ὁ 9 ο ο 2 

-4 181-61095-3 . LINE ASSY, Wet sup. system compressor outlet tee aft and up 1 

to shuttle valve elbow at sta 69-11/16 water line 26.5 
-5. 181 -61095-5 . LINE ASSY, Wet sup. sys shuttle valve union at sta 67 -5/32 wl 1 A,BB-BY 
27-5/8 down and fwd to mech moisture separator 
* inlet elbow wl 34 ^ 
181-61095-57 | . LINE ASSY, Wet supply system shuttle valve station 67.15 to . 1 BA,C- 
moisture separator inlet elbow RH 

-6 181-61095-33 . LINE ASSY, Ground supply system shuttle valve down and ... 1 

outboard to ground filler valve 

-7 870449 | . SEPARATOR, Mech moisture pneumatic sys 3000 psi class (WK) | 1 
82o-16 ~ OGLAMP. (MAR) ο a Q 08 mo e rm olere μὰ τε δν Ru RSS ας ον w e 

-8 . MS21909-1 ΡΕ C40 v 3909 ο Lezat w: aL raa dy e eese μ.ο. 1 
AN6289-1 ee ο S. ο ο 42089 δ uq ο CR. ο ου τ è eRe toes αἱ 
AN6291-4 s GORENG) α΄. 9 40749 4.27 0 is οφ -ᾱ ο ον ϕ $e Ugo lev dero v τὰν Fe . 1 
AN6290-4 . GASKET : 4 . 4 e 6 e ὁ «ὁ ὁ «ο ὁ ὁ ὁ ἡ ὁ $9 v ο 9 4 4 9. - 1 

-9 181 -61095-2Τ . LINE ASSY, Drain system compressor outlet tee down and . . 1 A,BB-BY 

forward to dump valve: inlet elbow sta 54 water line 33 
181-61095-73 . LINE ASSY, Drain sys compressor outlet tee dump valve inlet. RH 1 BA,C- 

-10 MS21902 -4 e OUNION z Ὁ Ὁ $04 o9 SU ---φ.. ος wes Ὁ a a ο Ye ο EO eT oov ὁ 1 

-11 AN6290-4 ^ GASKET 2 ο bou) che Ei e ο ο E οφ tole ο ana cer eru edes ο 

-12 181 -61088 . FITTING, 20 mm nose guns pneumatic system ground filler valve 1 

-13 AN6287 -1 Niue UM E Ὁ 1 

-14 185 -61086 . CAP ASSEMBLY, Gun pneumatic system fround charging valve . . 1 

-15 185-61086-5 . . DISC, Wool felt gun pneumatic sys ground charging valve cap 1 

-16 AN392-11 MERE Ja e % 2 Ὁ. $ ο si ety qe —a EE M ο E 1 

-17 185-61086-3 . . BODY, Gun pneumatic system ground charging valve cap... 1 

-18 AN960D6 e « WASHER . . + + +s s = © © © © © © o e m 4 ὁ e ο 9 9 £9 t|! n t£ 2 

-19 901-3-3 . . CHAIN, Safety (ΝΑ)... . eee te we n nf n B n n. 1 

-20 MS21912-4 SOUTEB a ο ο Be a Oe se ο ο ο ο. 
AN6289-1 e ΜΙΤ 2 2 4.2 9 € 9 09 ο ὁ c6 ο 4: 5 9 ο 4 δ. Ὁ 4 ο... le «ο ὁ 4 "ὁ 6 1 
AN6291-4 . RING . « ο 4 © « » ee e e * ὁ ο ὁ ὁ 9 ὁ 9 ὁ ὁ $ | | ο... 1 
AN6290-4 <4 GASKET 4. ο... ῳ Ὁ ο ο w a eu; m) m ο ho. (Nr w απο... 1 

-21 26480 š ` VALVE, Normal open solenoid operated shut-off (AP) .. ... 1 

-22 181-61095-31 . LINE ASSY, Drain system mechanical moisture drain tee... . 1 

. outboard to drain in moldline 
-23 181-61095-29 . LINE ASSY, Drain system dump valve outlet elbow aft to . .. 1 A,BB-BY 
. mechanical moisture separator drain tee water line 33 
181-61095-75 . LINE ASSY, Drain system dump valve outlet elbow aft to ... 1 BA,C- 
mechanical moisture separator drain tee water line 33 RH : 
-24 181 -61095-15 . LINE ASSY, Dry sup. sys cross outlet elbow up inbd and fwd to 1 
pressure switch elbow at sta 58 water line 31 
-25 181 -61095-7 . LINE ASSY, Wet supply sys mech moisture separator outlet .. 1  A,BB-BY 
elbow at wl 28 outboard inboard and up to chemical 
drier inlet elbow at water line 24 
181-61095-59 . LINE ASSY, Wet supply system moisture separator outlet to. ο 1 BA,C- 
chemical drier inlet RH 

-26 MS21907 -6 . ELBOW . « « +ç ç s © a e e 9 ὁ ο « q e ὁ e 6 o o s ° ° s ° * ° 2 

: AN924-6 « ΚΟΠ . . Ὁ ο» 4 lxx 2 
2W18-916 . WASHER, Flat (NA) .....-..-.^.-.^-.^.^^2^-.^^-5»^5 54397 ^e 

-27 MS21907 -4 . LBOW 4 ces ο ο οἱ ὁ 49e 9 ο Ee T9. ο) See 4 ο OO ὁ UQ. y -ᾱ 1 
ANQ24-4 » NUT 2. , +s < + + oe o 5.6; is. Φ. Ὁ Yee ae W ο, cx ὁ ὁ LQ: Ge ep e 1 
2w18-716 . WASHER, Flat (NA) .......-.-.^-.^-.^.2-.2^.2^.2.2.2525255 1 

-28 MS21903-4 . UNION . , + + + © s < e e ο s 9 s ὁ s ὁ m o9] f t9. | |] |] 2] | 9 ° ` 1 
AN6289-4 s μυ m Je ο) 08! Se et eae” OD 
AN6291 -4 . RING .  « ο » © © © © «e *» e 9 ο o * ο « ὁ t ο 5. t$ £1] f| lt 1 
AN6290-4 a GASKET . «Ὁ 6-5 o» ο ο 25€ 9 $9; 9 09 col ὁ 6 ο ee ἀλλὰ 1 

-29 870278 . DRIER, Chemical pneumatic system 1500 to 3000 psi class (WK). 1 

-30 840313 . SWITCH, Pressure pneumatic system 3000 psi class (WK) ... 1 

-31 181-61095-39 . LINE ASSY, Wet supply system 45° elbow at station 53 aft to . 1  A,BB-BY 

compressor drain adapter 
181-61095-53 . LINE ASSY, Wet supply system 45° elbow station 53 to .... 1  BA,C- 
compressor hydraulic drain port RH 

-32 181-61095-41 . LINE ASSY, Wet supply system 45° elbow at station 53 aft to . 1 

compressor inlet adapter 

-33 181 -61095-43 . LINE ASSY, Wet supply system 45° elbow at station 53 aft to . 1  A,BB-BY 

compressor inlet elbow 
181-61095-63 . LINE ASSY, Wet supply system 45° elbow station 53 to .... 1  BA,C- 
compressor pressure port RH s: 

-34 MS21900-6 . ADAPTER . . . oracao aa dl s. ὁ «ο W m ος o] t] t1 ] 9 9 n9 1 
AN6290-6 , GASKET . . . . « < = s ο “< Q e om ὁ s ο ὁ ο 1 s | |] | 4í sc] ]1]1£À1 | t 1 

-35 MS21908-6 . ELBOW . . . s s s © © © © © © e 0 e e a tm ° ο” QUU, ο. 1 
AN6289-6 “ΝΤ... « ὁ « 9 te ὁ 9 ο ο « ο νο ο "ux 1 
AN6291-6 < RING xx ve ss or. ο 2 DEDE ides lude odere we. dL 
.AN6290-6 . GASKET . . . . + + . . . ony ae Ter ο ο pal ερ. eles Targa “ᾱ να 1 
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H-181-61-3 


FIGURE 228 - AMMUNITION CASE AND LINK COMPARTMENT FUSELAGE STATION 62.625 CANTED STATION 90.500 LINER INSTALLATION 


FIGURE & š PART ; UNITS USEABLE ON . 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
228 181-61004 LINER INSTALLATION, Ammunition case and link compt fuselage . . Ref 
sta 62.625 canted sta 90.500 (see fig. 75 for next assy) 
181-61101 . LINER ASSEMBLY,  Ammunition case and link compartment fuselage 1 
Se station 62-5/8 LH 
-2 181-61102 . LINER ASSEMBLY, Ammunition case and link.compartment fuselage 1 
station 62.625 to station 71.750 lower LH 
-3 181-61103 . LINER ASSEMBLY,  Ammunition case and link compartment fuselage 1 
; . station. 62-5/8 to station 71-3/4 outboard LH 
-4 181 -61108 . LINER, Ammunition case and link compartment fuselage station 1 


I f 62-5/8 to station 71-3/4 inboard LH 
aer a I τν i i Ei M — t —— — Es 


m RESTRICTED 


Section. 11 . 
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SECURITY INFORMATION - RESTRICTED 
ΑΝ 01-60JKB-h 


FUSELAGE (Cont) 


E M M M ———— MÁS ÀlKEABIR ON 
UNITS USEABLE ON 


FIGURE & PART E 
INDEX NUMBER NUMBER Y 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
229 181-61005 LINER INSTALLATION, Ammunition case compartment fuselage station. Ref 
99-1/8 to 106-7/8 (see figure 75 for next assembly) 
-1 181-61127 . LINER, Ammunition. case compartment fuselage station 99-1/8 . . 1 
to station 106-7/8 inboard š i 
-2 181-61128-1 LINER, Ammunition case compartment fuselage station 99-1/8 . - 1 
to station 106-7/8 lower inboard LH 
181-61128-2 . LINER, Ammunition case compartment fuselage station 99-1/8 . . 1 
to station 106-7/8 lower inboard RH 
-3 181-61130 LINER, Ammunition case compartment fuselage station 99-1/8 . . 1 
š to station 106-7/8 tunnel LH 
-4 181-61132-1 LINER, Ammunition case compartment fuselage station 99-1/8 . . 1 
center inboard LH ç 
181-61132-2 . LINER, Ammunition case compartment fuselage station 99-1/2 . . 1 
: center inboard RH F 
-5 181-61133-1 LINER, Ammunition case compartment fuselage station 106-7/8. . 1 
; center LH š 
181-61133-2 . LINER, Ammunition case compartment fuselage station 106-7/8. . 1 
center RH 
-6 181-61134-1 . LINER, Ammunition case compartment fuselage station 106-7/8. . 1 
outboard lower LH + ` 
181-61134-2 LINER, Ammunition case compartment fuselage station 106-7/8. . 1 
outboard lower RH. 
-τ 181 -61184 . LINER, Ammunition case compartment fuselage station 99-1/8 . . . 1 
to station 106-7/8 upper inboard LH 
-8 181-61185 . LINER ASSEMBLY, Ammunition case compartment fuselage station . 1 
: 99-1/8 to station 106-7/8 upper inboard RH 
-9 181-61186 . LINER, Ammunition case compartment fuselage station 99-1/8 . . 1 
to station 106-7/8 tunnel RH 
-10 181-61187 DOOR ASSEMBLY,  Ammunition case compartment fuselage station. 2 
99-1/8 to station 106-7/8 liner 
-11 98292 -1-150 . xe STUDS (UC) 2. 4 νος om mom om RI ο q su 9 . 4 
99836 ο PIN μα cé me S eise ει ου-ἷ-ι 
-12 181-61188-1 . LINER ASSEMBLY, Ammunition case compartment fuselage station . 1 
99-1/8 outboard LH 
181-61188-2 LINER ASSEMBLY,  Ammunition case compartment fuselage station . 1 
99-1/8 outboard RH : 
-13 99947P130 . . RECEPTACLE (UC) . . 2. + 4 + + + + + + s + + sos + + 2ο 9 3 2 
-14 181-61190-1 . LINER ASSEMBLY, Ammunition case compartment fuselage station . 1 
99-1/8 to station 106-7/8 duct LH 
181-61190-2 . LINER ASSEMBLY, Ammunition case compartment fuselage station . 1 
99-1/8 to station 106-7/8 duct RH 
-15 181-61191-1 . LINER, Ammunition case compartment fuselage station 99-1/8 . . 1 
. to station 106-7/8 upper LH 
181-61191*-2 . LINER, Ammunition case compartment fuselage station 99-1/8 . . 1 
: to station 106-7/8 upper RH ' 
-16 181-61192-1 . DOOR ASSEMBLY, Ammunition case compartment fuselage station. . 
99-1/8 to station 106-7/8 outboard upper LH 
181-61192-2 DOOR ASSEMBLY, Ammunition case compartment fuselage station. 1 
99-1/8 to station 106-7/8 outboard upper RH 
-17 98292-2-160 š STUD (UC)... 6 0 ee e De «νο «ον ke ο ο G ο. m n $ 4 
99836 i. av ΕΙΝ, (UG) once S SY uu SE SUS. Qa eee on fey Wale ees cs ve gah Su era, A 
-18 181-61193-1 . LINER ASSEMBLY, Ammunition case compartment fuselage station . 1 
: 106-1/8 upper LH 
181-61193-2 . LINER ASSEMBLY, Ammunition case compartment fuselage station . 1 
- 106-1/8 upper RH 
-19 99947P130 . RECEPTACLE . . . . + + + ο ο CREE i 2 
-20 AN515-8R10 « SCREW . . . < ο ὁ « ο . e mie "RE 100 
-21 AN515-BR23 LU OBOREW ο ea ον Urbe er GU Ne eR EE πι ο κ 2 
-22 AN960D8 . WASHER. . . . . - + = o ο τόρ τῳ; ee w w. ler 8 E 7 200 
-23 AN365-832 z. NUT... « « « © © © S ww . $8 9 «ὡς SISI W ^ . 96 
-24 NASH3DD3-72 . SPACER, Screw and bolt . . . . . + - $ gs ὃς ον ww ος - " 2 
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H-181-68-1A 
2 
FIGURE 231 - MK 11 MOD 1 SIGHT CAMERA INSTALLATION 
FIGURE & PART ; 3 UNITS USEABLE ON 
INDEX NUMBER ᾿ NUMBER 1 2 3 4 5 ó 7 NOMENCLATURE ` PER ASSY. CODE 
231 181-66101 CAMERA INSTALLATION, MK 11 Mod 1 sight... ὁ 9 727 9 67 € ὁ ο . Ref 
-1 181-66105 . SUPPORT, MK 11 Mod 1 sight camera mount. . . . . . . . . . a 1 
I -2 5B18HC6 . BOLT, .1/4-28 Corrosion resistant M: x cM EL μονο» " 1 
-3 5B18HC5 . BOLT, 1/4-28 Corrosion resistant (NA). . . . . . . . . . . . . 1 
-4 181-66104 . SOCKET, MK 11 Mod 1 sight camer mount. . . . . , . . . . . . . 1 
E" -5 5B18C25A . BOLT, 1/4-28 Corrosion resistant (NA). . . . . . . . . . . . . 1 
-6 181-66106 '. WASHER, MK 11 Mod 1 sight camera. . JL 1 
-7 2W1AL16-36-125 . WASHER, Plain (NA) .. ... ο . aaa a l 1 
-8 AN363 -428 E UNUT IS RAI EE ο ο ο cw ΙΙΙ Vel er νιν 1 
181-66102 . BRACKET ASSEMBLY, MK 11 Mod 1 sight camera mount . . . . . . . 1 
-9 181-66103 - . BRACKET, MK 11 Mod 1 sight camera mount . . ao. . . . . . . 1 
-10 025901A - . ADAPTER ASSEMBLY, Camera type 159 Mod B (HUM) . τν . . . . 1 
E" -11 NAS271-19 - . SCREW, : Brazier head Phillips recess . . . . . . . , . , . . 2 
-12 AN960D10 -' Ὁ (WASHER? ο) αι eR v. e eh web e Se νο, δν Z uio. td 
-13 AN365-1032 Fee ῳ NUT. 0. o Na SX eh OS desc] ος ο ο ο ὦ OE Ee oU ees ee Ὁ 
-14 NAS221-11 . . SCREW, Brazier head Phillips recess . . . . , , . . . . . . 2 
-15 AN935-10' s Ὁ WASHER S 000) μμ S omae m Wtackod cul e SA didus Ὁ 
i -16 185-66023 . BRACE, MK 11 Mod Ὁ sight camera mount. . . . . . . . . . . . . I 
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H-181-67-24 


/ 
FIGURE 232 - TOW TARGET RELEASE SYSTEM CONTROL INSTALLATION 


FIGURE & ` PART ' . UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PERASSY. CODE 
232 181-0607701 CONTROL INSTALLATION, Tow target release system . . . . . . . . Ref A-B \ 

j (see figure 96 for next assembly) 
181-67701-101 CONTROL INSTALLATION, Tow target release system ...... . .Ref C- 
Í; (see figure 96 for next assembly) š 
-1 AN23-10 . BOLT ... . o < + ο ὁ ὁ « à. ὦ. ο. Φ' Qs ὁ wie. ον te ey  ᾱ- α΄ ο (ο ten «ὁ 1 
-2 2W18-10L . WASHER, Filat (NA) κ. . «4 xoxo mcm wU κι m ee ee om a 3 
-3 AN320-3 o NUT ο 9 se W. ο το ο ου "ο * ο ὁ ο ὁ ὁ ὁ 9 ὁ 2 
-4 181-67718 . RETAINER, Tow target release system fus sta 293 cable seal , 1 
-5 181 -67719 . SEAL, Tow target release system fuselage station 293 cable ', 1 
-6 AN3-5A s BOLT s < QU xe ο ο Sa a e en ο ies τῳ ο. 4 
2418-10 «s "WASHER. 4-2 41 € ο o nh ISI š E MEE 
AN365-1032 ... μι ο ου ο ο T UI 4 
-T 181-67727 . CABLE ASSEMBLY, Tow target release system . . . . . . . 9 . . 1 ς- 
-8 AN155-85 e BARREL 250424 οι δρ W Ss ee ca οφ ὦ Que. do Rose 9) νο Sh en ο 1 ς- 
-9 AN165-8LS EIE MONI: NOCT EE NS C D 1 c- 
-10 AN665-21R . TERMINAL ...... Çu κ, 19" w. s w. -ᾱ- ο É x CEU LT ww 9. pe š 1 ς- 
-11 AN315-3R . ge NUT ZC ο RU Sate US ο ο ταν ar Sw $ 2| * 4 4. 4 ὁ - ο ° 4 1 ς- 

. -12 181 -67723 . SPRING, Compression . . . . . . + + . d Vr y Bes et ces Xe e ον κ 1 Cc- 
-13 181-67721 . ROD ASSEMBLY, Tow target release actuating. . . . . . . . + . 1 c- 
-14 AN23-11A =. BOLT Z0 S: le 0e. VW o c, <. cm ο s (cm V -ϕ- “e Us . . . 1 ς- 
-15 AN23-15 s BOCI νο ο ο ος ον ο ceils el hig BP ο. 1 ς- 

2w18-10 . WASHER, Flat (NA) ....... ρα ο eeu (ἂν οπου. 2 c- 
1 C- 


AN320-3 TED DPI τς ναὶ φ' Tw om ww wer ος μα ο 
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H-181-69-1 oA 
5 


FIGURE 233 - MK 11 MOD 1 SIGHT HEAD SIGHT INSTALLATION 


FIGURE & PART - : UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PERASSY. CODE 

233 181-69001 SIGHT INSTALLATION, MK 11 Mod 1 sight head . . . . . . . . . . . Ref 
-1 5B18HCNT7 . BOLT, 1/4-28 corrosion resistant (NA) EET 
-2 AN960D416 ` WASHER . . š FAEERE RC RE 

. 181-69002 . ADAPTER ASSEMBLY, MK 1i Mod 1 sight head "Ig MI T 

-3 181-69004 m BRACKET ASSEMBLY MK 11 Mod 1 sight head . . . . . . . . . J 
4 RD2068B6 Do. . INSERT fin ον iu QOEM .. 6 
-5 R210SB12L 7 . . INSERT ROSN) wu U Cel QU QQ ers . . * . « 1 
-6 RL28SB8 + + + RING ον) > dw v ver ca απο ο.” . So αἱ ον ' SË 
-7 RL56SB11 . ` . RING ROSN) 2 6 4 o9 ο) E š + 1 
-8 RD206SB65L - . + INSERT (ROSN) ... E ἑν a eS ἃ : 1 
-9 180-69005-5 . . SHAFT, A4 sight head loeking adapter gres S » 1 
-10 181-69007 - + SPRING, MK 11 Mod 1 unlock gunsight adapter eae a en 1 
-11 172-61661 + . SCREW, A4 sight head locking adapter 4n EEE lec y τῷ 1 
-12 172-69006 . . ΕΙΝ, Supporting sight adapter . . . . . . .... .. 2 
-13 AN310-6 * et NUT ux eos a ο ο ο ge SS -ᾱ- “ο aie ἃ, wee Sn Neve wy Seles! Se 1 
-14 AN364B720 a NUP eo vou Ga ee oe T) salla Ον ο ο 2 mL E a he e iml S 2 
-15 AN960D716 - a WASHER .......... s ex etu e S S s Se 2 
-16 2W1AL25-2h-6H . WASHER, Plain [Έτ τον, τι ἐν eit ου r 1 
-17 2w1-50-38-63 24 WASHER; Plain (NÀ).. s. V 2 92 9 S a" ο Ue e Sm x 3c v no. α 
-18 181-69006 5 DOG, MK 11 Mod 1 sight head retaining adapter ..:... 1 
-19 5B17CN7A 5 BOLT, No. 10-32 corrosion resistant (NA). λινκ μας H 
-20 ΑΝΟΘΟΡΙΟ s WASHER πα iu iare. di κ OLS MN Ges, Scone S y due o E νον Ὃν 8 
-21 AN363C1032 |. NUT .. WU d e a uei WU Te ar ie, ος Dec Se νὰ 4 
-22 No Number . SIGHT HEAD UNIT “MK 11 "Moa 1 `(GFP). &| ie Ses Gat Bor τῷ; So ge ὦ SO A 9. «αν DX. 1 
-23 9100E . ADAPTER, Right angle (SWIM) . . . . . . . , + + + ¿ç i e808 1 
-24. AN924-5 x- Ws TS. een ο a AS arcu ue De ο ο a OL a Dh a TN a ean NY, «ρα Ὁ 1 
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ΑΝ O1-60JKB-À 
FUSELAGE (Cont) 


FIGURE 234 - COMPLETE OXYGEN SYSTEM EQUIPMENT INSTALLATION 


. Section. 11 _ 


Group Assembly Parts List 


H-181-73.1A 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
234 181-73301 OXYGEN SYSTEM EQUIPMENT INSTALLATION, Complete .... y . Ref ` 
(see figure 71 for next assembly 

-1 SK1084-514 . (CYLINDER; Oxygen (GPP) er (4.6 $0. 90e 3-9 2 0 9 9 9 ew we 1 
-2 134-73313-11 . CAP ASSEMBLY, Oxygen system filler « ... + + s s + ete e . 1 
-3 AN535-4-6 « « SCREW ο ο α ὁ ὁ 4 ὁ ὁ 9 ο ο n ο ο ο ο ce ta. wes ce DS PAD. 
-à 901 -3 . . CHAIN, Safety (NA) ..... vod vir de ο ο ος 1 
-5 AN960-4 κ WASHER: 40 ete) sola a) sas ere ee woe roa t eue. et ας Pal dal We. Soa w 1 
-6 134-73313-3 . . CAP, Oxygen system filler . . . . .. < < s s s s s 0 oo 1 
-T AN515-6R6 "a v o ANM 1 
-8 ΑΝΟΘΟΡ6 .UMASHER. e 0€ e wok οἱ) οι el s 79. ᾳ ος 6. o9) eSB lm Wala «δις ce a 2 
-9 AN365 -632 ws CONUT OA 220.7. ας guy. bua i w Ya ον ο e ee | mr Pe e Sarl L 
-10 AN6014-1- z VALVE ... 4 aeo au ws d OR Απ κε ee δια ie DR € ἃ -ᾱ 2 
-11 181-73310-7 . LINE ASSEMBLY, Oxygen filler ος RS ee ᾱ. ϱ es ON ee 1 
-12 181-73310-3 . LINE ASSEMBLY, Oxygen cylinder valve . . . « + s e + s s so 1 
-13 AN795-3 xo TEB. date 4,00€ Ἕν 8 O9 a αἱ τας X X ue AIO Aa ae ϱ ee Ren κ' ϱ ὦ 1 
-14 181-73310-11 . LINE ASSEMBLY, Oxygen check valve forward ..... + + < . 1 
-15 181-73310-15 . LINE ASSEMBLY, Oxygen check valve ...... + + s < + so’ 1 
-16 160-73302 . FITTING, Oxygen system fuselage station 158 bulkhead . s... 3 

AN960D616 s WASHER: Wow xo G Ow ao a ᾱ- ο ὦ Αα LK κ SUNE KE ORO 4. ον UN Q WOO κ 3 

AN924-3D ee NOE: τς e Ae e aa δα RI αὐ ἃ. DR. TESTE ORO PE TR TOI Se ee e aS Le 3 
-17 181 -73310-19 . . LINE ASSEMBLY, Oxygen distributor valve forward . . . . . . . 1 
-18 181-73310-23 . LINE ASSEMBLY, Oxygen distributor valve intermediate . . . . 1 
-19 181 -73310-27 . LINE ASSEMBLY, Oxygen distributor valve aft . . .. e. 1 
-20 AN791-3 e ELBOW. 4 76 wok κ... WW, ο. RU E eo ος, eRe e. CP u we 1 
-21 2867A1B . REGULATOR, Automatic positive pressure diluter demand GFP). 1 
-22 AN6003T12A . TUBE ASSEMBLY, Oxygen mask to regulator . . . . « e + + % e ù 1 

AN737RM38 s CLAMP caira < os Ὁ ὁ ῳ w oe Ow τῳ ιν. Sp See Vo EXE 2 
-23 181-73310-31 . LINE ASSEMBLY, Oxygen breathing tube forward ......4.. 1 
-24 AN832 -12D » UNION 4 Gee aa oe. * ἀνα aa de AUS Ue e UOCE s DR ORT CASU LC τε 1 
-25 AN960D1716 s WASHER uuo ue tc OR e ow Ue REC ο ο. or ae ee ae ee ee 1 
-26 AN924-12D $c ΝΠ Vo ge ed SASI ο ο Ru tes Ue ble el het ος Lec ον ο "ος ο ates eS i 
-2T 181-73310-35 . LINE ASSEMBLY, Oxygen breathing tube aft . . . s e s s eœ 1 
-28 181-73311 . COLLAR, Ejection seat oxygen ... ο ὁ ὁ < < © © © © e e os 1 
-29 ANTU2D2Àh "oris ο ο. εαν α ων TTT W 3 i 
-30 AN520-10RB8 SoG SCREW S40. 20€ de V Ren Soh ce de Ὁ ο) ος P. ο cu lee Uv. i 1 
-31 ΑΝΟΘΟΡΙ ΟΙ, S WASHER X ον v < ο X. cw wu 9 € 0X `w oe a Oa Ὁ ὁ 2 
-32 AN365-1032 ed NUT: στο ο ο ο μα NE τον da ^us κ 1 
-33 D100-528 . TUBE ASSEMBLY, Oxygen breathing and radio (DARL)... PES 1 

` (NA spec. 181-973302) 
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Section ΙΙ — 
AN O1-60JKB-À 


Group Assembly Parts List 


FUSELAGE (Cont) 


H-181-71-2 


FIGURE 235 - FUSELAGE STATION O TO STATION 177 RADIO EQUIPMENT 
UNITS USEABLE ON 


FIGURE & PART b 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
235 FUSELAGE STATION O TO STATION 177 RADIO EQUIPMENT 
181-71131 - RADIO EQUIPMENT INSTALLATION, Fuselage station O to station Ref 
à . 236 forward complete (see figure 71 for next assembly) 
No Number RADIO AND RADAR CONTROL PANELS . . . . . . . . Ref 
(see figure 236 for detail breakdown) 
-1 ` RT82/APX6 + + RECEIVER,. Transmitter (GFP) . . . . . . . . .. νε. 1 
-2 MT 362A/A . . MOUNT, Receiver transmitter (GFP) . . . . . . . . . Sista’ y 1 
RESTRICTED 
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ΑΝ 01-60JKB-l Group Assembly Parts List 
FUSELAGE (Cont) | | 


H-181-71-3 
FIGURE 237 - RADIO COMPASS RETRACTABLE LEAD-IN ASSEMBLY 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 é 7 NOMENCLATURE PER ASSY. CODE 
237 : 181-71239 LEAD-IN ASSEMBLY, Radio compass retractable . . . . . . . + + + Ref 
: (see figure 235 for next assembly) 
-1 AN530-4R4 . SCREW . kue e 9 ei See ο ο po ae Ser eh ος ο ο ο 4 
-2 AN341-6 si NUT ας ἃ Fase sU -ᾱ ο. ο ο ο jer od . eceso 2 
-3 AN936A6B . WASHER . . . . . . a . ο ο de> ses ο ους 2 
-4 AN961-6 . WASHER . . . «ο - + μα ο io ος as Igor S ος š 2 
-5 AN515-6R8 s. SCREW |o ο e cow |. weld im v6. te mos ου" Ç 1 
-6 181-7125 . JUMPER ASSEMBLY, Radio compass retractable lead-in .. š 1 
140-7104 . . CAP, Radio compass sense antenna disconnect . sexe. d e ris 1 
140-71042 ' < . PIN, Radio compass sense antenna disconnect . . . . . + + 1 
140-71041 . . INSULATOR, Radio compass sense antenna disconnect ca foe 1 
-7 181-71233 . COVER, Radio compass sense antenna retractable lead-in fwd . 1 
-8 181-71244 . CONTACT, Radio compass sense antenna retractable lead-in . . 1 
-9 181-71236 . PULLEY ASSEMBLY, Radio compass sense antenna retractable . 1 
K lead-in 
-10 181-71236-3 . . TUBE PULLEY ASSEMBLY, Radio compass sense antenna . . . 1 
retractable lead-in . š 
-11 181-71238. . . BLOCK, Radio compass sense antenna retractable lead-in . . 1 
-12 AN210-1B oe PULLEY ar fa ο w e wU ee SRR BL ο τῳ, ee OW ο 3 
-13 181-71232 . SPRING, Radio compass sense antenna retractable lead-in... 1 
-14 AN392-65 2 PIN araoe Mateo dine, x UQ la. $9 ο Bie ce ο ο ο ου 1 
-15 181-71231 . TUBE, Radio compass sense antenna retractable lead-in . 2 1 
-16 AN210-1B . -PULLEY i ο 03 0320 ο as ον ο) Ὁ ο ο Wy ο ox) sl ays. ο e. S) ds ο 3 
-17 AN470DD6-24 co REVET aue a ka y. ie A ο ο 10e ο RS wei SL, St - a 1 
-18 181-71237 . BLOCK, Radio compass sense antenna retractable lead-in e 1 Ç 
s sliding 
`-19 181-71235 . STOP, Radio compass sense antenna retractable lead-in . . 1 
-20 AN530-6R6 κ. SCREW ο κ ο κ ο ᾱ κ κ e a a crclcscc 4 
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FUSELAGE (Cont) 


FIGURE 238 - FUSELAGE STATION 53 TO STATION 131 RADIO EQUIPMENT INSTALLATION 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. . CODE 
238 181-71211 RADIO EQUIPMENT INSTALLATION, Fuselage station 53 to station 131 Ref 
(see figure 75 for next assembly)» 
-1 181-71113 . CABLE ASSEMBLY, AN/APX-6 IFF antenna co-axial . , . ν . . .. 1 
| -2 397-5 . COVER, Electrical terminal block (Henry Engineering Co.) .. 1 
: -3 AN3436-2-5 . TERMINAL BLOCK ASSEMBLY . , , « , « + + s , + k kç ç eveee 1 
AN311-6 s μα ο ο ut; a> ο ο ο πμ ο ο... Sin v5 
AN936A6B . WASHER .... ° ° ° 9 9 ὁ 5 o ο. ὁ ο ὁ ο . 5 ο ο ο 5 
AN961-6 | / WASHER 4o oa) Ge es ae e. esoo . sU. re m ο 5 
AN3434-2 « STRIP 4, ο p RC d) ο ο Oe ee ee ὁ. Ue ee 2 
-4 397-8 . COVER, Electrical terminal block ` (Henry Engineering Co.) . . 1 
-5 AN3436-2-8 . TERMINAL BLOCK ASSEMBLY ................... 1 
AN341-6 ey ΝΟΣ. -ᾱ ὁ nl el ea ο UG S e dE ο BS IIR ID gs wags W. ο... 
AN936A6B s WASHER OG ο ο ο Wow woe BO c Rio Ina ce q s EE eos, UB 
AN961 -6 iv WASHER 5.5. del. vw Ὃν TE cx ce TET w . "m ee 8 
AN3434-1 STRIP og tig ce cda be 9 9 . 9 ὁ ο ο 197 wc wo) S Arsen Te at 
AN3434 -2 λα deco med cle a ο ο ἃ αι ee eee 2 
y -6 4974Y18 . SHAFT, Flexible combination (WD) a .. .......... 1 
=T 397-7 . COVER, Electrical terminal block (Henry Engineering Co.) .. 1 
-8 AN3436 -2 -7 . TERMINAL BLOCK ASSEMBLY .,.............. . ο 1 
AN341-6 E NUD X2 er ee o X I Be eS, ees es els Te Ge aay ος wed ο 
AN936A6B o ¢ WASHER? 4. ον ο ο D$ fet q del i ers ae oe . 9] 9 ο . ο ο ὁ 7 
AN961-6 ot WASHER” o, ος eet αν Sa Ἦν όσο eru ων der oe e ca . a 7 
AN3434 -4 -1 s GSTREP ο ο a mey w ο elias Sa. ao V4 dog ae Q. g Alain es e ue ow. P 
-9 5495X . FITTING, Pressure bulkhead (WD) . ............. 1 
181-71225 . GASKET, AN/ARN-6 Radio compass tuning shaft pressure fitting. 1 
-10 109 . CORD ASSEMBLY, AN/ARN-6 Loop cable Tuang) ¿p ο ο. 
-11 CGHHO5/ARN6 . CORD ASSEMBLY (BXR) ........ eee we ee eee eee 1 
-12 181-71252-3 . CLAMP, Radio compass sense antenna cord pressure seal .... 1 
: AN737RM34 | ie SCLAMP! x s ws Ee ο ᾱ- μονα See BS) ο len Ge ών. > ᾱ 
-13 181-71252-5 . CLAMP, Radio compass loop cable pressure seal . . . . . e 1 
AN737RM48 ο S Va Uu oe Die ce e ein, Ge Ce ah wee Te an QI lowe he oo T 
181-71212 - ‘WIRING DIAGRAM, Radio equipment fuselage sta 53 to sta 131 . Ref AA-AG 
I 181-71216 . WIRING DIAGRAM, Radio equipment fuselage sta 53 to sta 13 . Ref AH-S 
-14 AN3108B20-27S s o» JBLUG (item NO.23) 2 Lv sx ο ο eke ας ος 9i 
y AN3057-12A . .. ADAPTER (item No. 11) . ...... 9 "lo. w^ ὁ ὦ ὁ Q. ὁ. 4 ο 1 
a -15 AN3106B28-21S a e PLUG. (item NO. 29) . c a πο po eoe s ens a rre bce rus ᾱ 
AN3057-16A - . ADAPTER (item Νο. 12) ,...... ee ee ee ee Q 1 
| 181 -Τ1416 . WIRING DIAGRAM, Radio equipment fus sta 131 to sta 236-1/4 . Ref 
-16 AN3108B22-14S - . PLUG (item Νο. 40) . ........... 9.79 9-1 4$ dot. Dele 1 
AN3057 -12A . . ADAPTER (item'No. 11) . ........-. PLC E (02 a 1 
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FIGURE & ` . PART UNITS USEABLE ON 


INDEX. NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
p AFT FUSELAGE AND EMPENNAGE RADIO EQUIPMENT 
y 181-71611 . RADIO EQUIPMENT INSTALLATION, Fuselage station 236.25 to . . Ref 
fuselage station !10 (see figure 96 for next assembly) . 
-1 295202 -12B - . GROMMET ftc & lea Wo ο ο ο ο ο ο ο ο. 3 
-2 295202-12A . + GROMMET UG); mel ο ue a ο ο u Waste πω... 11 
-3 181-71414-3 - + CABLE ASSEMBLY, AN/ARC27 radio antenna ..... š ; 1 
-i 295202 -BB s yey GROMMET (UG) o oom wow e cae Ore ον U Voce es mae N 2 
-5 295202 -8A - . GROMMET Ες Ses te aah ο ο am ντ p rU T 
-6 181-71615 - . PANEL ASSEMBLY, ARA25 radio antenna wire junction fuselage’ 1 
Station 331.50 
ATTACHING PARTS 
-T AN515-8R7 Sin “orp ο ΟΡΟ ip ΠΟ (BY S ES yeep as ο... 3 
-8 AN960D8 J^ S Z WASHER ο 9.0953 59 Lai eect QE Mie. ο μα” 3 
axem ARP h 
181-71615-3 + + + PANEL,. ARA25 radio antenna wire junction fuselage , . 1 
i station 331.50 
-9 AN515-4R7 νον ΙΙΙ ο ORT D SU 22. SUS Bs UR 4 
-10 AN960D4 «cw e WASHER ` ul cé) Μος κ ο e E CE SI e Bei Pr Dn W 4 
-11 AN365 -440 whic ae tao ANUS ος ὃς vp ος sericis: PSI RE e ia yQ ορ 3^ tay Bah ee is 4 
-12 AN3436-2-8 + + TERMINAL BLOCK ASSEMBLY,- Electrical ...... . 2 
-13 AN961-6 | s.s WASHER? , s ce s š UU. νιν ue c pes δν ας eleg 16 
-14 AN936A6B sos. WASHER: e wv ο ο ο ve mo Fee ane C3 le ue a Tal ^ Ue 16 
-15 AN341-6 S NUT, ο ο Wa Sai sa eM ο a a: Puy. ο i mar CE led veto 16 
-16 181-71614 . . CABLE ASSEMBLY, AN/ARA25 radio antenna coaxial ... 5 1 
181-7113? . RADIO EQUIPMENT INSTALLATION, Aft fuselage complete . . . Ref 
, (see figure 96 for next assembly) 
-17 AS-S78/ARA25 `. . ANTENNA ASSEMBLY (GFP) ................. 1 
-18 AN3- pon PP 3 
-19 AN960D10 wa Cee) WASHER Q iuter Se te ee e ve. Sg (uta vei re hee eode rie vs ler eR, Lt W a Lie 3 
-20: 181 -Τ1629 - + COVER, AN/ARA25 radio antenna fuselage 304-1/2 to 328-1/8 1 
-21 AN507 -1032R8 DEM duo κ Νο ἐφ΄ ο ο ο τρ Gy tin? cod es μα ο 23 
-22 AN960D10 - sc VWASHER VV ο a tes O usw e U a A, μιας 23 
-23 RE12C/ARA25 . . SOLENOID RELAY (GFP) .... NN RECIPES 1 
-24 ` MTO!2/ARA25 w ve BASE (GFP) a s e s ole a oe e ù ο ο E E E 1 
-25 AN515-8R6 $ Te SCREWS a ce Fit Wa cese kal Wiel Αν uas de ο σσ ^m Unt SL w ο τῶν US Moyes 4 
-26 AN960D8 Eate WASHERS Q ο a Ve e oc ee a μμ... 4 
-27 AN363C832 V. ο ΝΟ. uersus e SS om ο όρο se S M ος diac qi ώς sale vy wet. RON UR 4 
181-71123 . RADIO EQUIPMENT INSTALLATION, Vertical stabilizer ..... Ref 
(see figure 66 for next assembly) 
-28 181-71414-5 - . CABLE ASSEMBLY, AN/ARC27 radio antenna . . . . . . . .. 1 
-29 295202 -16C s wx GROMMET ` ο ο ο v. eorom os Soa Y vus I ων 1 
-30 181-71029 - . ANTENNA ASSEMBLY, Vertical stabilizer ultra-high .... 1 
. frequency command complete 
-31 UG106/U . £r a. θυ εν... E dot ag cas 1 
-32 AN515-4R5 wt ibl en SCREW ¿a sarong et ca Tor ος dea ipie e ο να... 4 
-33 AN365-440 as, tos TR VNUTS ae κ eat ΝΟ ΙΙ E awr Sor Soe este 4 
-34 UG23D/U X. dx JACK (AMP) .... . . oe ee . -— OS 1 
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ΑΝ 01-60JKB-4 


FUSELAGE (Cont) 


Section 11 . 
Group Assembly Parts List 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 é 7 NOMENCLATURE PER ASSY. CODE 
241 181-74031 : RADAR EQUIPMENT INSTALLATION, Fuselage station O to station , , Ref 

236-1/4 (see figure 71 for next assembly) 
No Number . FUSELAGE STATION O TO STATION 120 RH RADAR EQUIPMENT . . . . . Ref 
(see figure 242 for detail breakdown): 
-1 181-74137 .. ANTENNA ASSEMBLY, AN/APG30 Radar complete . . . . . . « e tw 1 
ATTACHING PARTS 
AN3-4 $a BOLT sce Se ολ. sa ο ο Weick ty ie. S a Ae we "h 
2W18-10 WASHER, Flat (NA) νιν ον ο ace) 
πο παν 
-2 AT223/APG30 be ο ANTENNA (GPP) πο Qs a ο V usu aL Bee Q. cw L 
-3 181-74138-3 - . PLATE ASSEMBLY, Radar wave guide attaching . . , . . . s 1 
-4 181-74138-5 . . PLATE ASSEMBLY, Radar wave guide attaching . . . . . . + . 1 
5 170-74084 . . NUT, AN/APG30 Radar wave guide disconnect . . , , .... 4 
-6 170-74060 . . STUD, AN/APG30 Radar wave guide disconnect ........ 4 
-7 AN392 -67 s. Sç GBIN: ΙΡ 073 ΙΙ, seule MU ο ο See. CO 
-8 187 -74027 . . CLAMP, Radar wave guide attaching ,........... 1 
-9 181-74139 . . CLAMP, Radar wave guide attaching . . . e ο + ο + çs + + x 1 
-10 187 -74020 . . SCREW, Radar wave guide clamp necked . , , , . , , + < < x 3 
-11 PP493/APG30 . POWER SUPPLY, Range computer (GFP) . .. .......... 1 
-12 MT739/U . MOUNT, Power supply (GFP) ...............«.. 1 
ATTACHING PARTS 
-13 AN515-8R10 s μμ k a ka ο a els Im ο a voee teet PER εὖ... B 
— ome 
-14 RT181/APG30 . TRANSMITTER, Frequency converter (GFP) E docu 9t ve he E τῷ 1 
-15 MTTOT/APG30 . MOUNT, Frequency converter transmitter (GFP) ....... 1 
ATTACHING PARTS š n 
AN5158R10 é ο ο MEET PC" dow a ea ees. Awe eee ae eee a SB 
cen een os E 
-16 No Number . COMPUTER (MK 86 Mod O) (GFP) ................ 8 
ATTACHING PARTS 
-17 . AN3-5A BOLT... xu: ea Le € e» os lw fg w ο Due ο ο. 
ἴδ Ίο ue ga ss up 
-18 No Number . BALLISTIC ELEMENT pur 2 Mod 0) (GFP) 2... «νος. 1 
-19 CN112/APG30 . REGULATOR, Volt GER) "i-r vet as ere cet ae a ο αν quete ede κ I 
-20 MTT708/APG30 . MOUNT, Volt regulator (GFP) . .........-.2-...^.^. 1 
] ATTACHING PARTS 
-21 AN515-8R10 "Edi Cr ITE 
-22 144-54071-10 . COVER ASSEMBLY, Electrical connector plug . « , + es + + + x 3 
-23 181-74144 . PANEL ASSEMBLY, Radar and electrical equipment complete . . , 1 
ATTACHING PARTS . É 
AN520-10R10 . SCREW- cnet verve ο ΑΕ WIS Ih tsp (en Ὅρα. Late Ge cafe oor WH 
2W1AL13-18-40 . WASHER, Plain (NA)...... Stargate ae Nei tel Se al Sim ανν, U H 
μυς tet o f 
-24 AN515-8R8 e © SCREW . Jj $40 099 WrIE OC AG WE UO NC deae. io CC ο. 4 
-25 2W18-10 sy. MASHER, Plat: (NA) a. ^ Qo Se Ὁ. dele cm alle ο αμ.) “T 
-26 No Number . . POWER SUPPLY (MK 75 Mod O) (GFP) . ............ 1 
-27 AN520-10R8 ss, Jor ο ΜΜ uC o ο sl Su Sia AS o Low c Be cee Wa ee vo τὰ 
-28 2W18-10 > = WASHER, Flat (ΝᾺ). , .........»......-..«ὦ 4 
-29 1055-1 + . FLASHER, Position light type C-2 (SEAE) 5 9 9 59 © ο ο ο 1 
-30 AN515-8R16 so cas SCREW Le vis lees πα ο ο μον s Tae wh ies Ὁ HUN se 3 
-3ι AN3312-1 V. wë y RELAY A us ο w ον ο UAM INLINE. On, ο ο tee ὦ, VW 1 
-32 NAS43DD3 -32Α e . SPACER, Screw and bolt . , » s.es + s s s s ew ee eee 3 
-33 AN515-8R8 se -a ο ο cer. cy c9 ces Tr, ο Sate ο ο ο Me USE VEO ο -ᾱ- ας ὦ Ὁ ος 2 
-34 AN3314-1 ο RELAY το ο ο ο ο ρω. 
-35 181-74136 . . PANEL ASSEMBLY, Radar and electrical equipment ...... 1 
-36 AN931-4-7 s e + GROMMET . « s». W (€ ww ee 4 Φ e 9 ο  Ὁὁ 4 ὁ e u 4 
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FIGURE 242 - FUSELAGE STATION O TO STATION 120 RH RADAR EQUIPMENT 
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FIGURE & PART UNITS USEABLE ON 


INDEX NUMBER NUMBER 1 2 3 4 5 ὁ 7 NOMENCLATURE PER ASSY. CODE 
242 No Number FUSELAGE STATION O TO STATION 120 RH RADAR EQUIPMENT . . . . . . Ref 
(see figure 241 for next assembly) 
-1 No Number . PANEL, Radar (MK-35 Mod 1 ) (GFP) . . . . . + + s + + + es 1 
-2 CTT5/APG30 . PANEL, Radar (GFP)... vow dac ο αμ Ux. aod 
-3 181-74223. . BRACKET, Radar target indicator mounting VERE ENS LESS n MES 1 
ATTACHING PARTS 
AN515-8R8 Ντ... a ο ο ο ο RS wan al: oe Blan Ye eee ee OE 
AN960D8 =. WASHER S we va C". ο ο tee ene Slee ay ee, h 
< fb oS š 
AN3157-2 < ‘LIGHT ASSEMBLY . . . ο w ο ο ο e © e © ο © c © ὁ ο ὁ ο ο ο t ο 1 
AN3121-313 . LAMP .. Se ῳ ee te Te CAPS Ko ο ο Se ei es e το 1 
-4 181-74222 METER ASSEMBLY, Radar target range . . .. + + + + ὁ ο + ο ο 1 
ATTACHING PARTS 
-5 AN515-8R8 oe ο ΜΜ ο Rs Ὁ rece ce vie πο ο ο W ow et See ᾱ Ue 4 
2W18-8 s4 WASHER, Fiat. (NA) 4 . 2 GS Q a 090099 09 SS ο es 9 4 
να ΒΡΕ 
-6 SK179B6 -7 . . SCREW, Phillips standard truss head ey ο αἵ 
-7 SK179BP6-7 . . SCREW, Phillips standard truss head ASCO Sa me tak eae 3 
-8 A8938-632 . . NUT (TIN) . μα cai τα ο ο Cal, ο ei gl ο VE 
-9 ` 181-T74221 . . BRACKET ASSEMBLY; Radar range meter mounting . . . . . + + 1 
-10 181-74222-3 . . PLATE, Meter assembly radar target range μα ο κ usa IQ 1 
-11 A-SP161 . . METER ASSEMBLY, Range (ININ) .. dw lw WS 1 
-12 A5299-24 ΄ š LIGHT FIXTURE, Instrument clamp mounted (amc) ` Hn 1 
-13 181-74009 s: CABLE ASSEMBLY, AN/APG30 Radar if. and trigger co-axial eni 1 
-14 181-74009-3 . CABLE ASSEMBLY, AN/APG30 radar if. and trigger co-axial... 1 
-15 43850 UNIDIRECTIONAL COUPLER, 1x1/2 aluminum (AITR) ....... 1 
ATTACHING PARTS 
AN515 -8R7 SCREW). «Ju ive iee o. vero k Bu eter ee WR XR UE ue Ὁ. ἀγρόν a aaa ub 
AN936A8 sD WASHER 6,202 ο cw A aL Cor ο s a owe ee a QN 
— — ` 
-16 170-74060 . STUD, AN/APG30 radar wave guide disconnect .... ie ew 4 
-17 AN935-8L  . . WASHER . . . "Lv 
-18 17T0-743084 . NUT, AN/APG30 radar wave “guide “aisconnect NC PS qe 4 
-19 170-74081 . LATCH ASSEMBLY, AN/APG30 radar wave guide disconnect . . .. 1 
-20 AN960-4L ο» WS WASHER. 234) taal SOY Tl Syke ces ὃ, Oo qute ES Ricette, απ pas «6 
-21 AN392-31 À w wc PIN ex Belson τοὶ Ui es IT w S SSC Ser Sa ot o9. Hau; OE Fe, ae, a ao 1 
-22 AN392.-55 $e or PIN ç S s ὃν EE 1 
-23 170-74082 . . HOSE ASSEMBLY, ` ANZA PG30 radar wave guide disconnect 2. τν Pat 1 
-24 170-74083 . . LATCH, AN/APG30 radar wave guide disconnect . . ^ 1 
-25 170-74056 . . BRACKET, AN/APG30 radar wave guide disconnect snap ring . 1 
-26 170-74062 . HINGE ASSEMBLY, AN/APG30 radar Wave guide disconnect .... 1 
-27 AN960-4L | s € WASHER α.. ç w 9m ὁ ὁ) εν. Be eee eee Q w oe Ἡ 
-28 AN392 -55 .. e ΕΝ Im 1 
-29 170-74059 . . SPRING, AN/APG30 radar wave guide disconnect ....... 2 
-30 170-74058 . . HINGE, AN/APG30 radar wave guide disconnect ....... 1 
-31 30690 . WAVEGUIDE ASSEMBLY, 1x1/2 aluminum (AITR) . . . . + PE 1 
-32 No Number . REGULATOR, Voltage (MK-14 Mod O) (GPP) .. ...... ESI 
-33 ΑΝΡΟΤ- 1032R16 . SCREW , . oc ee ee oe ο we . “Q 4 
-34 No Number COMPUTER, Range rate '(MkK-87 Mod O) (GPP) .. .. . νο νὰ 
ATTACHING PARTS 
-35 AN520-10R12 e SCREW MEE 2 
AN509-10R10 s «SCREW «ein tq a E a etn CX De Va Φ uec ele «ιν α- er ee "wo ate ee ὁ 2 
2418-10 2. WASHER, Plat (NA). X. ον Q sra ο € ue Roc o ee Ὁ 
---κ-..-. 
-36 144-54071 . COVER ASSEMBLY, Electrical connector plug . . . . . es seo 4 
-37 144 -54071-10 . COVER ASSEMBLY, Electrical connector plug . . . . . + + + * * 6 
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SECURITY INFORMATION — RESTRICTED 
AN 01-60JKB-4 


FUSELAGE (Cont) 


Section II . 


Group Assembly Parts List 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 é 7 NOMENCLATURE PER ASSY. CODE 
243 FUSELAGE STATION O TO STATION 131 RADAR EQUIPMENT $ 
181-74111 . RADAR EQUIPMENT INSTALLATION, Fuselage station O to... . . Ref 
᾽ station 53 (see figure 73 for mext assembly) 
-1 397-12 . . COVER, Electrical terminal block (Henry Engineering Co.) . 1 
-2 AN3436 -2 -12 . . TERMINAL BLOCK ASSEMBLY... e s o es + s ç s s e s eevee 1 
š AN341-6 wwe NUT 9 63 4€, i C S EP iss WE i3. ie 
AN936A6B . . WASHER ....... š E ο ο Se ete, erie sais 10 
AN961-6 ὁ x1 WASHER 3:0. S ce. ee oe. το ee κο δα ο Si ο ο τοι ste E 
AN3434-1 ς΄. an STRIP ure τῳ ο ος Sen Te acs S sl. ο ο ο eet es «Ὁ ; š 
AN3434 -2 ses STRIP 3 ` ; se ᾧ A ; Y E TE 
3 181-74134 . . BRACKET ASSEMBLY, “Radar test receptacle mounting | š ord dg T . 
181-74112 . . WIRING DIAGRAM, AFCS MK-16 Mod 2 and AN/APG-30 radar . . . Ref 
, Station O to station 53 
AN3100-28-11S . . . RECEPTACLE (item No. 166) . .................. 1 
AN3057 -16A ers ADAPTER (item No. 170) . wlscueTe wow Sat. ay te Taie ων α 
2209-10 . + . CAP, Dust (1tem No. 167) CED)" cs ο πο ο 1 
-5 AN3106B20-27P . + . PLUG (item No. 158) a Rae e ο SS. Two lel ο”. 
: AN3057 -12A . < . ADAPTER (item No. 169) ` ο αὶ Ca ο ο... 1 
-6 AN3106B20-18S > | . PLUG (item No. 157) ο να αμ RU ο. | ] 
AN3057-12A . + . ADAPTER (item No. 169) ` πον e Tiyara ας ο 1 
-7 AN3106B28-17P if. PLUG- (item No. 163) a ru door ea S woe aus Y ro d [| 
AN3057-16A κ ADAPTER. (item No, 170) s ee ¿ xe ο Ree eee OD 
-8 AN3106B14S2P . . . PLUG (item No. 151). da rm αὐ νᾶ, Oe aS a ee OL a | 
AN3057 -6A . o. a ADAPTER (item No. 168) IIIi IpI ilii I 
-9 AN3108B32 -13P s PLUG (item No. 164) . νην ο US ak Ην 1 | 
AN3057 -20A wo ADAPTER (item No. 171) oc III i i ili 1 
-10 AN3106B14S5S + + . PLUG (item No. 186) ος ο ο moa ce νν Vea ecc V l 
AN3057-6A ` | a ADAPTER (item No. 168) . . coss. 1 - 
-11 AN3108B32 -135 . — s» PLUG (item No. 165) . . ¿ . «ο ες ὁ ν Q m Q 1 a 
AN3057 -20A «us s ADAPTER (item No. 171)" os o.c uweos 9 Yos poo 1 
-12 AN3106B20-27S sv 4; PLUGS (item. No. 155) .-. v V oaov uos Q a vo ee v. “L [] 
AN3057 -12A s vs ADAPTER (item No. 169) . . es s + , + + + + e e s ees l 
-13 AN3106B11S5P e w d PLUG (item No. 152) . e en δι ως οὐ τα αὶ UR TRIS ἃ 1 j" 
AN3057-6A ` | | „ADAPTER (item No. 168) ; ; ο IIIi i i iloi 
-14 AN3108B28-12S s e © PLUG (jAtem Νο. 162) ως ¿ 4. 203 9-49 ae ee w x v 1 B 
AN3057-16A so. « ADAPTER (item No. 170) < «ὁ æ ecce 9.95.5 l 
-15 AN3108B11S5S s. ve a, PLUGS (item Nos 187) ce. aia anet Se οφ, ην τος Tn alt t Fem κ 1 i 
AN3057 -6A sco. A4 ADAPTER (item-No. 168)-. 4 ca τε ας worm l eee ee wee) OD 
-16 AN3106B20-15S . > . PLUG (item No. 155). S: RUM at ο wine ish εδ ο. | ] 
AN3057 -12A . + . ADAPTER, (item No. 169) ` Se, αι Tap ον q: Ley Be eae Je τς νι ον ὃς E 
-17 AN3106B20-18P e wow (PLUG (item No. 156) i a εν x3 εν δῷ Ὁ ecard Meta s 1 a 
AN3057 -12A E ADAPTER (item No. 169) . » I ο ο e oru ook 
181-74211 ` RADAR EQUIPMENT INSTALLATION, Fuselage station 53 to . ; . . Ref 
station 131 (see figure 75 for next assembly) 
-18 181-71255 - . PANEL ASSEMBLY, Radar junction fuselage station 53 . . .. 2 AH- 
AN3436 -2-8 . . . TERMINAL BLOCK ASSEMBLY ....... + s ee ee eee 2 
AN3434-1 ` ο ο. ο. STRIP Ἐς 9-9 wee ese, ον. SH τὸ Me ee, ew πω AL Ἷ 
AN341-6 š μμ ο ο νο ο cast ο ο ο Se CAN 
AN936A6B ec WASHER c ος wo Ge uq ws c le, ve o rcm We te an le νι wu Be ΔΗ- 
AN961-6 . . WASHER .... š s tE. ο et es νο ο ο EE. 7 ¿AVES 
-19 397-8 . . COVER, Electrical terminal block (Henry Engineering Co.). AH- 
-20 AN3436-2-12 . . TERMINAL BLOCK ASSEMBLY . . a sose + +, + + + + ç s ο ο ο 1l 
|. AN341-6 a^ Qe NUT ο I. τα “Ἐν w μα.” ο ο de, Jer er De ο mo VS ced ο ter, “12 
AN936A6B & os WASHER ο ο οὗ ge m 392 qe o ex eoe rc Dal e e rial i wk Se 5 
AN961-6 a ce WASHER) J + ο fae oe aes i09 WO Oe ae a TO 
-21 7-6 . . COVER, Electrical terminal block (Henry Engineering Co.) . 2 
-22 AN3436-2-6 . . TERMINAL BLOCK ASSEMBLY .. « , , « , + + s eee eeee 2 
AN341-6 BSE NUT seats teens < del Je ες δι Si κ Ble. σος ae, ice da c A ar ας, 6 
AN936A6B : sus WASHER? 440200 ο ο BO a εφ Ue lel S ve verse Sees Wife a, Wo. «10 
AN961 -6 . + WASHER .. ku Swan wa, ial 58h, cim δω OP Sey er Jae ὃν ta an να ae, «19 
181-74212 ` . WIRING DIAGRAM, AFCS MK-16 Mod 2. and AN/APG-30 radar . . . Ref 
Station 53 to station 131 
-23 AN3108B22-14S . . PLUG. (item No. 160) ...........:...«.:. 1 ι 
AN3057-12A e « . ADAPTER (item No. 169) . Z ο.» +e ee W < e s. «ο 1 
-24 AN3106B20-27S pace! ae PLUG: (item No; 159) . 4 qu q e Sales does aw ο εν L a 
AN3057 -12A «ow. vu ADAPTER- (Item No; 169). Ὁ... i sinana eoe US ὡς a ὁ YQ 1 
-95 AN3106B21-28S su o. PLUG: (item No. 161) erk anat Uv usse eae emo os L a 
AN3057 -16A . + . ADAPTER (item No. 170) . -..............ι 
-26 AN3106B20-27P >. l PLUG (item No. 153)... 2 4 4 οκ λος I | ] 
AN3057 -12A . . . ADAPTER (item No. 169) . .........-.-.2.2.^5.^5. 1 
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FIGURE 244 - ALIGHTING GEAR EMERGENCY RELEASE CONTROLS INSTALLATION 
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ΑΝ 01-60JKB-4 


MAIN ALIGHTING GEAR (Cont) 


Section. 11 . 
Group Assembly Parts List 


FIGURE & PART ° UNITS USEABLE ON 


INDEX NUMBER 


216 


-1 


NUMBER 


181 -33001-1 
181 -33001-2 
181-33351-1 
181-33351-101 
181 -33351-2 
181 -33351 -102 


MAIN ALIGHTING GEAR INSTALLATION LH 
MAIN ALIGHTING GEAR INSTALLATION RH 


2 3 4 5 6 7 NOMENCLATURE 


Main 
Main 
Main 
Main 


DOOR ASSEMBLY, 
DOOR ASSEMBLY, 
DOOR ASSEMBLY, 
DOOR ASSEMBLY, 


alighting gear.strut fixed LH , . 
alighting gear strut fixed LH , 
alighting gear strut fixed RH , 
alighting gear strut fixed RH , 


ATTACHING PARTS 


AN365 -428 
AN960D416 
ANQ60D416L 
4B21S4-013 
181 -33383-3 
A3475-020 
NAS334A51 
NAS 334A55 
AN509-416R26 


181-33371-1 
181-33371-2 
181 -33372-1 
181-33372-2 
181-33373-1 
181-33373-2 
AN365-1032 
AN960D10 
AN509-10-12 
181 -33375 
AN365 -428 
ANQ60D416 
AN4-11 
AN365-720 
AN960D716 
181-33374 
181 -33374-5 
HSBG7 
NAS497 
181-33374-3 
AN316-5R 
HMX4G 
181-33381-1 
181-33381-21 
181-33381-2 
181-33381-22 


ATTACHING PARTS 


AN365 -428 
AN960D416 
AN960D416L 
181 -33383-3 
181-33383-7 
181 -33384 
AN509-416R44 
NAS 334A32 


181-33381-11 
AN320-10 
AN960D1016 
181-33521 
AN364 -820 
2W1AL33-22-6h 
NAS464 -8A20 
181-33530 
181-33530-3 
4B20M-S8-007 
ANO44-101 
AN320-4 
2W2S P17 -22-63 
181-33529 


181 -33529-3 
NAS 497 
AN310-6 
AN960D616 
181-33528 
2W2S P42 -25-62 
181 -33527 
AN364-720 
AN960D716 
NAS464-7 
AN365-428 
ANS60D416 
AN4-11 
181-33526-5 
181-33526-6 
181-33526-3 
181-33526-h 


ας Lut. 
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at i> coy c ecl. RR ον “er Yer πρ 


PPP 


9 9 * 9 9 ὁ 0 5$» ο * ο ο « 


NUT + ° +< ° + ° OS 


WASHER 4. ey chm O 9. iy Q C GQ. w. "a" 
WASHER: o> olds ο ο 9 ten je ο ie Te Le es e 
BUSHING, Spacer (NA) .. .....:......... 
SPACER, Main alighting gear fixed door , š d.k. Ὁ 
WASHER, Countersunk tran) Aa ο ο Sas ton fe: Sono RE. 
BOLT, 100° Close tolerance high strength 1/4-28 ; , 
BOLT, 100° Close tolerance high strength 1/4-28  .. 
SCREW Μο ο ο Gs WÜIeese ο Ui s qe See, ae ey arre 


DOOR ASSEMBLY, 
DOOR ASSEMBLY, 


Main alighting gear trunnion fairing LH 
Main alighting gear trunnion fairing RH 


. HINGE, Main alighting gear trunnion fairing door LH 
HINGE, Main alighting gear trunnion fairing door RH 
+ BRACKET, Main alighting gear strut moving door LH 
. BRACKET, Main alighting gear strut moving door RH 
a. NUT iz Staat es ο ο να νο ο ο des am i dbs we Me ee 
S “WASHER: Ὁ ¿Liu ο tor ee sendy tes ον hed oe "-T— a 
5: SO CREWE S, ο Ce SU Se Sele ο ου lo) de P nn 
PIN, Main alighting gear trunnion fairing hinge . . . 
ΜΜ Gir Uc ο m ο. Side al erate Mage A gis oh Q 
WASHER 4 45 ον < 906 ἐν Ὦ ο ο id ο 
“BOLD vier has cn singe. “ee tie: “ep c 
NUD a: ο foe Ma ον Gy ose αν ἐντόνως Site. ed re eo ei ae ei AE Ne 
WASHER Os: 2 ease OTe ο ο ο Se ee yes V ne, ee -ᾱ ee ὁ 
LINK ASSEMBLY, Main alighting gear trunnion fairing do 
. END, Main alighting gear trunnion fairing door link 


. 
or 


BEARING (HIF) ο ως a 54276 ov pou vix e ba o e eo ο 
FITTING, Lubricator 1/8 inch drive flush type . .. 
Main alighting gear trunnion fairing door link 


. TUBE, 
. NUT ο et “ene αμα... 
> ο μμ ea woo y Rotes n E “alee SOSA US 
DOOR ASSEMBLY, Main alighting gear brace fairing LH . 
DOOR ASSEMBLY, Main alighting gear brace fairing LH . 
DOOR ASSEMBLY, Main alighting gear brace fairing RH. 
DOOR ASSEMBLY, Main alighting gear brace fairing RH . 


T + * « e 9 o e e 0 s s 9 9 s n n ng 


WASHER eri Ὃν Q D πώ τας 
WASHER . . . . τ ϱ 


.... 


SPACER, Main alighting gear fixed door 
SPACER, Main alighting gear fixed door . 
WASHER, 


SCREW , . 


Main alighting gear brace fairing ç . ; 
BOLT, 100° Close tolerance high strength 1/4-26 | ` 


. 


. 
. 
. 


*o 9 c c o. o o£; 


=< * >= e q ὁ ο 0 9$ + 9 ὁ ο ο 


Daca a ο Dow: ος 


+ WEATHERSEAL, Main alighting gear brace fairing door . 
NUT ç e ow ο ο ο eer e Ὁ es cot ο. . 
WASHER ες we. deo sw. en sale! ee tee: Dh ce -ῳ κ. ὃς νιν δις he 
BOLT, Main alighting gear retract cylinder to oleo attachi 
NUT. Zur emat uota) ο ο Ven wort eei lur e wy esa AR iras Ὅς τ 

. WASHER, Plain (ΝΔ) ................... 
BOLT, Shear close tolerance . . . . . . + + s + + + + ee 
PIN ASSEMBLY, Main alighting gear lock cylinder upper swiv 
. PIN, Main alighting gear lock cylinder upper swivel 
. BUSHING, Press fit flanged (NA) .. .. . . 0. eee 
èn FITTING eos: e ο 4900 m9 woes ο ϱ οφ φιπῳ ᾱ τᾱ 
NUT . 4. 4... ὁ ὁ ο ὁ ντ; € £x X xXx 
WASHER, Thrust (NA) .................. 
BOLT ASSEMBLY, Main alighting gear lock cylinder lower . 

attaching 

. BOLT, Main alighting gear lock cylinder lower attaching 
. FITTING, Lubricator 1/8 inch drive flush type . ... 


NUT tg oh nace trois Os el ae vs Sa q s 
WASHER . . . . « 

WASHER, 
WASHER, Thrust NA). i^ en tes est ate Vesper qii Tes ᾱ- QO Ὢ 
PIN, Main alighting gear lock cylinder lower swivel 
NUT. 4.045. μ.ο € ο- 099 ος δν κο oai wx 
WASHER . . . .....-.... 
BOLT, Shear close tolerance , 


NUT. ρολ, ο ον eU ὃς Ap ες Rae 
WASHER . . . 4. 2 ee ew et 
BOLT X 222303. 9080 Vots Ye de w: oe Geb Pe te hate: ὃς . . 
BELLCRANK ASSEMBLY, Main alighting gear lock actuator 
BELLCRANK ASSEMBLY, Main alighting gear lock actuator 
. BELLCRANK, Main alighting gear lock actuator LH 
. BELLCRANK, Main alighting gear lock actuator RH 


RESTRICTED 


. 
. 
. 
. 


. 
. 
. 
. 


η, EL 


Main alighting gear lock cylinder lower Swivel pin 


g 


see figure 15 for next assy) Ref 
see figure 15 for next assy) Ref 


PER ASSY. CODE 
. 1 A-F 
. H G- 
. 1 A-F 
1 ᾱ- 
5 4 
. AR 
. AR 
» L 
ç 2 
š 4 
ë 1 
G 1 
τ 2 
š 1 
š 1 
. 1 
5 1 
$ 1 
z 1 
è 4 
: 4 
3 4 
M 1 
. 1 
š 2 
è 1 2 
. sl 
ὦ 2 
. 1 
n 1 
š 1 
. 1 
š 1 
b 1 
κ 1 
Ç 1 A-F 
F 1 G- 
. 1 A-F 
. 1 G- 
ç 4 š 
. AR 
. AR 
. 2 
. 2 
: 4 
. 2 % 
. 2 y 
. 1 
. 1 , 
£ 1 
$ 1 
> 1 
» 2 
. 1 
. 1 
. 1 
? 2 
. 1 
* 1 
. 1 
. 1 
. 1 
. 1 
A 1 
. 1 
» 1 
s 1 
Ὁ 1 
* 1 
Ὁ 2 
. 1 
" 1 
; 2 
" 1 
. 1 
ç 1 
. 1 
. 1 
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FIGURE 246 - COMPLETE MAIN ALIGHTING GEAR INSTALLATION 
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SECURITY INFORMATION — RESTRICTED 
AN 01-60JKB-4 


‘MAIN ALIGHTING GEAR (Cont) 


Section. i1 . 


Group Assembly Parts List 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 ó 7 NOMENCLATURE PER ASSY. CODE 
246 -64 4B20B7 -014 . BUSHING, Press fit flanged (NA) τ caves LL 

-65 4B20B10-014 : BUSHING, Press fit flanged D νο ο Asi Bt Ὁ SAGE eus 1 
-66 4B20B14-026 . | BUSHING, Press fit oe NA δε τον Se Le Ge sç š κ ὃν 1 
-67 ANQ44 -301 a ce, PITTING ... i2 S Scents 1 
181-33130 . PIN ASSEMBLY, Main 'alighting gear side brace “to wing "trunn ion 1 
-68 181 -33130-3 . . PIN, Main alighting gear side brace to wind trunnion... 1 
-69 179-33509 . + BUSHING, Main alighting gear brace center pin . . . , + ο 2 
-TO ANQ44-101 š EITIING-4 oV iul κ ο ο ο μάν, ζῶ νο 1 
-τι AN365-1032 να ue DU τος SUPE S tat Ye πὸ a ο ο 9 
-72 AN960D106 . WASHER . . . ο ο) eius 3 
-73 NAS 221-15 . SCREW, Brazier "head Pnillips recess alloy steel 10- 32 date: «φον Xe 1 
-74 HELB3 . ROD END (ΠΕΟΣ)... . ossa wes. er s. UL 
-75 181 -54873 . ROD, Main alighting geàr “up indicator switch S er abo Seno we ο. 1 
-76 AN960D10 . WASHER... Š, ceo cw T 
-TT NAS221-16 . SCREW, Brazier `head Phillips recess alloy steel 10 32 ο cs 2 
-T8 181-54870-1 . SWITCH ASSEMBLY, Main alighting gear up indicator LH .... 1 
: (see figure 219 for detail breakdown) 
181-54870-2 . SWITCH ASSEMBLY, Main alighting gear up indicator RH . ... 1 
(see figure 249 for detail Desde) 
-79 AN3-10 . BOLT... δ. “ψ' ole GU wow. 6 
-80 181-33553 . LINK ASSEMBLY, "Main alighting gear “emergency a eee ee 1 
'(see figure 215 for detail breakdown) 
-81 181-33560 . BUNGEE ASSEMBLY, Main alighting gear uplock hook , .. ... 1 
: (see figure dic for detail breakdown) 
-82 AN364-820 . NUT E e ον idee Lat ο Μαν. Gots 9€ s 2 
-83 2W1AL33-22-64 | ; WASHER, Plain (Qu). ο EM is her sou, E 4 
-84 NAS464-8A20 « BOLT... oe 4 ο ο ο WU ος ορ ος oe ον ο -ᾱ 1 
-85 181-33530-3 ` BUSHING, Spacer (NA) . ; ; š ον SS QUA δε ayq s e. “1: 
-86 181-33565-3 .. BELLCRANK, Main alighting geàr uplock emergency release IH , 1 
181-33565-4 . BELLCRANK, Main alighting gear uplock emergency release RH . 1 
-87 181-33566-1 . BRACKET ASSEMBLY, Main alighting gear emergency bellcrank LH. 1 
181-33566-2 . BRACKET ASSEMBLY, Main alighting gear emergency bellcrank RH. 1 
-88 AN365 -428 ο NUD S ο ο ο ο ER a ton de ett ο ο κ ο οκ - 6k 
-89 AN960D416L vow "WASHER. Uy oat Q. an dy toe nae E ye δ, ο ου 1 
-90 181-33567 + + PIN, Main alighting gear emergency bellcrank stop .... 1 
-91 4B20M-S4-010 . . BUSHING, Press fit flanged (NA) M W p ce ἑὸν «Ὁ 
-92 AN4-13 . BOLT... ο. ο ο « S + e we 1 
-93 181-33559 . CABLE ASSEMBLY, Main 'aiighting gear emergency release housing 1 
-94 181-33611 . BUSHING, Main alighting gear emergency release cable . . .. H 
-95 AN320-3 Ç e NUT s Fe ος ο Ὃν ασ ο ver Sel caves IN, IU 1 
-96 181-54875-3 . CAM, Main alighting gear up indicator switch LH , . . . . . ο 1 
181-54875-4 . CAM, Main alighting gear up indicator switch RH....... 1 
-97 AN320-8 v NUTS eapi a nel Seo coh ey οὐ Wi ο ο de ο o Ven e μα.” 1 
-98 AN960D816 5^ WASHER Den doxes a? “ore Cw. of. αν IR rer 6! naL Ese ML Πα. 1 
181-33552-1 . HOOK ASSEMBLY, Main alighting gear uplock LH . . . es + + x 1 
181-33552-2 . HOOK ASSEMBLY, Main alighting gear uplock RH ........ 1 
-99 181-33552-3 . + HOOK, Main alighting gear uplock LH . , , , + + eos ο s x 1 
181-33552-4 . . HOOK, Main alighting gear uplock RH .. .. MEC 1 
-100 179-33567 . + PIN, Main alighting gear uplock cam attaching € e e “e oon 1 
-101 AN365 -624 € NUT oe e Redes ο sy ο ο SES ρον, Pa U να. 
-102 AN960D616 « WASHER T; J 49 $9699 9 ees ta ode, (ances, S. δ) -ϱ ο- “@ ode, ce “ὁ 6 
-103 AN6-13 « BOLT .... iU. Ue. e; ἴα, e. ce T Oe Q μα! Y SK) mc ο desc e wok ὃ 3 
181-33551-5 . FITTING ASSEMBLY, Main alighting gear uplock hook LH .... 1 
181-33551-6 . FITTING ASSEMBLY, Main alighting gear uplock hook RH . ... 1 
-104 181-33551-3 .. . FITTING, Main alighting gear uplock hook LH .. ο) δν 1 
181-33551-4 . . FITTING, Main alighting gear uplock hook RH ....... 1 
-105 4B20B8-016 . + BUSHING, Press fit flanged (NA αμ. οἱ s» 4 “s 8 9 4€ E 2 
-106 ANQ44-101 . . FITTING .. . "o 1 
-1οτ 181-58636-1 . HYDRAULIC EQUIPMENT “ASSEMBLY, Gylinder “main alight ing . . ο 1 
gear uplock LH (see figure 250 for detail breakdown] 
181-58636-2 . HYDRAULIC EQUIPMENT ASSEMBLY, Cylinder main alighting . . . . 1 
gear uplock RH (see figure 250 for detail breakdown) 
-108 181-33101-1 . CHASSIS ASSEMBLY, Main alighting gear LH . . . . , .. + + x 1 
(see figure 247 for detail breakdown) 
181-33101-2 . CHASSIS ASSEMBLY, Main alighting gear RH . .. ο , , + + < à 1 
(see figure 247 for detail breakdown) 
-109 181-33501-1 . BRACE ASSEMBLY, Main alighting gear side lH . . . . o 6 . 1 
(see figure 248 for detail breakdown) I 
181-33501-2 . BRACE ASSEMBLY, Main alighting gear side RH . . . . , . + + . 1 
(see figure 248 for detail ολο 
Revised 15 September 1953 RESTRICTED 431 


Section. 1 . . SECURITY INFORMATION = RESTRICTED 
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FIGURE 247 - LH AND RH MAIN ALIGHTING GEAR CHASSIS ASSEMBLY 
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AN 01-60JKB-4 


MAIN ALIGHTING GEAR (Cont) 


Section 1i . 
Group Assembly Parts List 


FIGURE & PART 
` INDEX NUMBER NUMBER 
247 181-33101-1 
181-33101-2 
-1 AN833 -4 
-2 ΑΝ6289 -4 
-3 AN6290 -4 
-} AN6291-4 
-5 AN893-1D 
-6 AN6290-5 
-7 3H3-4 -33 
-8 105 -00330-4 
-9 ANQ24 -4 
-10 AN960D716 
-11 181-58814-15 
181-58814-17 
-12 MS21902-4 
-13 AN939-4 
-14 AN832 -4 
-15 AN924 -4 
-16 AN6290-4 
-1T . 15941 
-18 15942 
-19 AN365-1032 
-20 AN960D10L 
-21 AN3 -21A 
-22 AN3 -22A 
-23 AN3 -13A 
-24 - 2W18-10L 
-25 AN365-1032 
-26 4B21MS3-11 
181-54820 
-27 AN365-428 
-28 AN960D416 
-29 ANH -7A 
-30 181-54821 
-31 1HA1LH 
-32 AN392 -21 
-33 AN392-11 
-34 AN392 -15 
-35 AN960DA 
-36 181-54882 
-37 181-54823 
-38 181-54824 
-39 181 -54825 
-40 532000L 
532000R 
-41 No Nümber 
No Number 
-42 9521756 
-43 9540633 
-44 9540729 
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1 


CHASSIS ASSEMBLY, 
CHASSIS ASSEMBLY, 


- SEAL CLOSURE (GY) 


2 3 4 5 6 7 NOMENCLATURE 


Main alighting gear LH... 
(see figure 246 for next assembly) 

Main alighting gear RH... 
(see figure 246 for next assembly) 

ELBOW .... ἐν τᾷ 
NUT ... 
GASKET . . 
RING... 


* ο» © © ew ee . . > 


. . - > eot] ee 


BUSHING 


GASKET . EE . 

HOSE ASSEMBLY, 

ELBOW, 45° (WH 

NUT- ο ee Se κ "EXP 

WASHER ... « igs te eu cena el by SB. E carbine, ρου 

LINE ASSEMBLY; 
elbow to 45° bulkhead elbow LH 

LINE ASSEMBLY, uo rukh brake line pressure 
elbow to bulkhead elbow RH 

UNION ... WU. o3 Wo Ee E S. Ἔα 

ELBOW ... 

UNION ... 


tic covered “(vis28741 -À- : 


oe ee 


NUT . . . ο 

GASKET £ 
SUPPORT 3/16 T-Bolt "special “clip 
SUPPORT 3/16 T-Bolt special band 
(LH only) . . 
(LH only) 


BOLT fs only) ......- 


Iu 


LH only ὦ 
LH only 
Flat (NA) (LH 'only) NE 
(LH only) . σοι - νι eb S 
BUSHING, Spacer " (NA) "(LH `only) ¿la ip. s 
SWITCH ASSEMBLY, Ground safety (LH only) 


. 
. 
oe * we we 


eee we ο. n9 


e: NUT (CGH only) e Ὁ e e + < om moy on 
. WASHER (LH only) . . . . . + + + + x x 
. BOLT (LH only) . . Pop 
. ARM, Ground Safety Switch ` (Lu only) . 
MCS 


. SWITCH ASSEMBLY, 
PIN (LH only) .. 
PIN ite only) . . 
ΡΙΝ LH only) . . 
WASHER (LH only) . 
UNIVERSAL, Ground 
CLEVIS, Ground safety switch 
LINK, Ground safety switch 
UNIVERSAL, Ground safety switch 
STRUT ASSEMBLY, Main alighting gear RH (MSO) 
(NA spec 181-933102) 
STRUT ASSEMBLY, Main alighting gear RH 
(NA spee 181-933102 


* * © © UD 


Die cast enclosed ( 


. . 9 ο o s où 


eee 


. 
+ + e oossoo o’ 
. 


. 0 . ο 9 ο o9 s +s 9 ὁ s ος i5 
. 9 9 ο + ot ο νε » « 


(MSO) 


TIRE 26X6.6 TYPE VII 14 PLY RATING EXTRA HIGH PRESSURE . . . 


NA spec 181-933201) 
TUBE 26X6.6 TYPE VII EXTRA HIGH PRESSURE . . . 
(NA spec 181-933201) 


WHEEL ASSEMBLY, 26X6.6 TYPE VII (GY) .... 
(NA spec 181-933201) 
BRAKE ASSEMBLY,  26X6.6 wheel 


(GY): 2 ue 
(NA spec 181-933201) 
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Hydraulic brake line pressure on oléo from 90° 


(NA spec drawing 181-933201) ...... 


e 
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. 9-4 de vU, Ὁ τ, ὃ) ο ο s 99s 9 cay os ed ow ος oe (e oce τς cs 
PREP EE ου i i RA PDE OCO H 
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UNITS USEABLE ON 
PER ASSY. CODE 


Ref 


` (NA) 


ο... 
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. 
. 

oe ο ο we 
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m 


e 


= 


99 ο ὁ ο ο νο 1 
+ ° ` ° ο + n n 1 
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AN 01-60JKB-4 


Group Assembly Parts List 


MAIN ALIGHTING GEAR 


(Cont) 


ec 


H-181-33-5 


FIGURE 248 - MAIN ALIGHTING GEAR SIDE LH AND RH BRACE ASSEMBLY 
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SECURITY INFORMATION — RESTRICTED Section ΙΙ. 
' f AN 01-60JKB-4 Group Assembly Parts List 
AUXILIARY ALIGHTING GEAR (Cont) 


H-181-34-1A 


FIGURE & PART i UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
25 181-34101 CHASSIS ASSEMBLY, Auxiliary alighting gear. . . . . . . . , + . . Ref 

(see figure 255 for next assembly) 
-ι 532500 . STRUT ASSEMBLY, Nose landing gear shock (M30). . "AR NE EE 1 
-2 15944 . SUPPORT, 3/16 T-bolt πο ο band (MAR). ES . "P 1 
-3 AN6290-4 ¿ GASKET: 4... 4 x c um ces ο, ταὶ ὁ ο ο ο ο ο 1 
-4 AN6291-4 ο RINGS «242978 dw ce ον κ ον) lu "IEEE « * 4 ο * ο 1 
-5 AN6289-4 s μι + ο. our tox lee ο pa dae a rae La, Tae .ὁ 4. ὁ E « ὁ 9 * € 1 3 
-6 AN833-4 ` . ELBOW. e € ὁ ..  « ° ο ο ula dp ο Wier απ κ.” 1 
-7 3H3-4-36 . HOSE ASSEMBLY, Plastic covered (MS287 Hi). (NA). < ¿ e o 1l 
-8 AN832-4 s "UNION. IS Wits Wes ο ο. 8 lir, tide ois ο “eS ο a Sy ae 1 
-9 AN960D716 € WASHER; 2 5$ ος ὁ we] er a2 vh S. Ce . . a o Ot! ess s. 1 
-10 AN924 -4 . NT... . oem worm 1 
-11 A17397 . SHIMMY DAMPER, Centering device unit assembly (HoH). He E 1 
-12 NAS464 -5A12 . BOLT, Shear close tolerance. . . Ee ἄς S ap ey 2 
-13 AN960D516 ο WASHERS a 00 A Yor, vote Uu κ νο ο cas o ος ο ο ο ο. 8 
-14 AN364-524 . NT.... οἱ dee s fas Au ole dom os ° ὃν τς 4 
-15 NAS464-5A10 . BOLT, Shear close tolerance. ç M 2 
-16 No Number . WHEEL, Type VII 20 x 4.4 (NAA Spec. "Drawing No. 181- 933201). n 1 
-17 No Number . TIRE, Type VII 20 x 4. ἡ extra high pressure. . . s. ὁ . . + + - 1 
» (NA Spec. 181-933201) 
No Number . TUBE, Type VII 20 x 4.4 extra high pressure. . . . . . . . ον 1 


(NA Spec. 181.933201) 
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Group Assembly Parts List AN 01-60JKB-h Ν 
4 
AUXILIARY ALIGHTING GEAR (Cont) 


H-181-34-3 


FIGURE 257 - AUXILIARY ALIGHTING GEAR DRAG BRACE ASSEMBLY 


FIGURE & PART 5 ; UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 ó 7 NOMENCLATURE ^ PER ASSY. CODE 
257 181-34501 BRACE ASSEMBLY, Auxiliary alighting gear drag . . . . . . . . , Ref 1 
D (see figure 255 for next assembly) 
-1 181-34502 . LINK ASSEMBLY, Auxiliary alighting gear drag brace lower . 1 
F 181-34502-3 - + LINK, Auxiliary alighting gear drag brace lower sige ὡς 1 
-2 AN944-101 ν.μ ἘΠΤΤΙΝΩ͂ oil sooo ar xD 4-0, SU ας SU m le cee rele ον ὃς 1 
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AN O1-60JKB-À 
AUXILIARY ALIGHTING GEAR (Cont) 


Section ΙΙ _ 


Group Assembly Parts List 


H-181-58-14A 


FIGURE 261 - CYLINDER ALIGHTING GEAR FAIRING DOOR UPLOCK HYDRAULIC EQUIPMENT ASSEMBLY 


FIGURE & 


PART 


UNITS USEABLE ON 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. 
261 181-58639-3 HYDRAULIC EQUIPMENT ASSEMBLY, Cylinder alighting gear fairing . Ref 
Fa : door. uplock (Bee figure 255 for next RAS) 
-1 AN833-4D ELBOW lea’ . ο ο . E^ ie 2 
-2 AN6289-4 NUT ¿-¿ 2 ww Se P 2 
-3 AN6290-4 GASKET. ... . 2 
-h 5R16-4 RING, Spiral back- _up (NA). š ; 2 
-5 181-58039-3 CYLINDER ASSEMBLY, Hydraulic auxiliary alighting gear “fairing. 1 
door uplock 

-6 ` 187-58382-5 ROD END ASSEMBLY, Hydraulic auxiliary wheel door operating. 1 
187-58382-3 : ames ROD END, Hydraulic aia wheel door operating: 1 

-7 HSBG4SA + + + BEARING (HLF). . . . silts . Sb! qe «s 1 
-8 2W15-5. - + WASHER, Lock (NA)... 1 
-9 1N7-5 . NUT, Check (ΝΑ) . 1 
-10 7R2-7D RETAINER, ‘Gland (wa). ; ο πο ος ο κ... 1 
-11 2W1ALP25-25-61 - _ WASHER, Plain (NA). ΟΙ ce o UE S IUE QE TR H 
-12 AN6232C1-9/16 So PELT OL οι ον ος μι < w Q 1 
-13 TR3-TD .  RETAINER, Rod "o" pin ΓΑ) ; 1 
-14 5R16-7 . RING, Spiral back- -up (NA) . 2 
-15 AN6227-7 e PACKING. . ο se’ 1 
-16 187-58380-3 BODY, Hydraulic auxiliary d door lock cylinder, 1 
-17 1N6-16 NUT, Cylinder lock (ΝΑ)... . .. . .. l.l sn n 1 
-18 5R16-16 . RING, Spiral back-up (NA) : 2 
-19 AN6227-16 . PACKING. . . . . i 
-20 187 -58379 . PISTON, Hydraulic. aunt dary wheel door lock cylinder. 1 
-21 5R16-9 - + RING, Spiral back-up (NA) x š . 2 
-22 AN6227-9 e . PACKING. . . . . "e 1 
-23 181-58176-5 s HEAD ASSEMBLY, Hydraülic' alighting gear fairing door lock ; 1 

cylinder 
181-58176-3 HEAD, ως «εμας gcar ΡΕ παρ door lock ρε 1 
-24 HSBG6SA BEARING (HLF). . 1 
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Group Assembly Parts List AN 01-60JKB-4 
l AUXILIARY ALIGHTING GEAR (Cont) 


B-181-58-13A 


FIGURE 262 - CYLINDER AUXILIARY ALIGHTING GEAR OPERATING HYDRAULIC EQUIPMENT ASSEMBLY 
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SECURITY INFORMATION — RESTRICTED 
AN O1-60JKB 4 


AUXILIARY ALIGHTING GEAR (Cont) 


Section. II . 
Group Assembly Parts List 


UNITS USEABLE ON 


FIGURE & PART 
INDEX NUMBER NUMBER 1 2 3 4 5 é 7 NOMENCLATURE PER ASSY. CODE 
262 181 -58630 HYDRAULIC EQUIPMENT ASSEMBLY, Cylinder auxiliary alighting gear. Ref : 
operating (see figure 255 for next assembly) 
-1 MS21908D4 Sr ELBOW. ua sa eve κα ο ade, MiSs ois Sak δὲ BP ο Qa Cha ἐν. 26 
-2 © AN6289-h a I CPP" ο ο m ae ee ine! ὅσο al are ee Ὢ l 
-3 5R15-4 . RING, Split back-up (NA). ....... ο D 1 
-4 AN6290-4 . GASKET . . ο ο enaa ο Veet co! TE μα ο eee, RT 5 
-5 181-58816-27 . LINE ASSEMBLY; Landing gear up from union on cylinder bracket 1 
. to elbow on cylinder end DEP 
-6 ANQ24-4D NUT: 2222 Γον WS tear Ay Se ah cee IS, ο Ye onset ο. ο ο Pr. c V Sa À 1 
-7 MS21901D4 ADAPTER: ο S Ὁ. 9 ce. vec eee. ee a qh S oe eis: δεν aiite Le Πα ὦ 1 
-8 181-58816-79 LINE ASSEMBLY, Emergency pressure from union on shuttle valve 1 
2 to elbow on cylinder head 
-9 MS21916D6 -4 . REDUCER ... : €; sow ο ο ο U XU E “Ὁ 19, OR We e. E a q 2 
-10 AN6290-6 . GASKET... E 4 ο sewers dg. tao i> SU RON er Bas E w We, cape d S ον 2 
-11 1V4-20-30 . VALVE ASSEMBLY, Hydraulic one way restrictor (NA) wo S dece 1 
-12 AN6277 -4 E MAEVE (oec. deo once? ο deu ο W ο OS Se Ὅς. ο v a) ο. 1 
-13 AN833-4D ῳ ELBOW. 4:39 09 ο -ᾱ- ces We ο S Aw; oS ce we; ο TETE he 2 
-14 AN3H12A . BOLT... : eter qi St mw C RUD LO. es, τ IP TRE" Š 2 
-15 2W18-10L . WASHER, Flat (NA). v eter . Cok "e 2 
-16 15945 . SUPPORT, 3/16 T-Bolt special bracket (MAR) Ρ ο ο ος 1 
-17 181-58030 . CYLINDER ASSEMBLY, Hydraulic auxiliary alighting gear vs 1 
operating cylinder 
-18 181-58081-5 . . ROD END ASSEMBLY, Hydraulic auxiliary alighting gear 1 
operating cylinder 
181-68081-3 . + . ROD END, Hydraulic sitenting gear operating cylinder . 1 
-19 HSBG10SA . BEARING (HLF)... ΕΙ Yë πμ toi q ο ο. 
-20 1NT-12A . .. NUT, Check (NA) . . . . . + e tug $. 2s . vow ἃ 1 
-21 2W15-212 . . WASHER, Lock (NA) . . EXE * DECIDE 1 
-22 NAS50-145 . .. RING, Internal retainer που τα... iR Gaz. ue a Pens 1 
-23 TRÀ -19D . . RETAINER, Wiper ring NAJ (we Pines ue Ce! wal Quee CU 
-eh AN6231A9 ὃ' oe SCRAPER 5... eoa isi or w. ος ὃς Ὁ > E a e Se. re ee ος, -Ἔ 1 
-25 ?WlALP65-56-A40 . . WASHER, Plain (NA) " Tee Se £ τὰς ὦ -ᾱ-- ec qo -ᾱ κ τα νὰ 1 
426 2W12 -19 . . WASHER, Felt (NA) . . πο ο ee ere ο. 
-27 ` 181-58077 -3 x CYLINDER END, Hydraulic auxiliary alighting gear operating 1 
-28 5R16-19 . . RING, Spiral back-up (NA). . . 4... + s s s s e s ee ee 2 
-29 AN6227-19 »- a PACKING a ow ow d as wl. gee Sey Sç Bde ο 1 
-30 5R14-6 . . RING, Spiral pack np Μο ο Αρ σι ώστε 
-31 AN6230-6 . GASKET .. & (€ an ae? CT 9 oum ee 4. -ᾱ- ὁ 2 
-32 1N6 -40 . . NUT, cylinder "lóck `(NA) "I s S$ e E uve S 2 
-33 181-58082 . .. BARREL, Hydraulic auxiliary alighting gear operating cyl . 1 
-34 181 -58078 . . PISTON ASSEMBLY, Hydraulic auxiliary alighting gear ... 1 
operating cylinder 
-35 5R16-29 . . RING, Spiral back-up (NA). nr ο Sra ος 2 
-36 AN6227-29 < a PACKING . . . . «ο ο Oye GIL) ο SO ο”. 1 
-37 181-58076-5 . . HEAD ASSEMBLY, Hydraulic auxiliary gear operating cylinder 1 
181 -58076-3 . . . HEAD, Hydraulic auxiliary alightimg gear operating . . 1 
cylinder 
-38 HSBG10SA C 4. ~ BEARING. {ΠΡ} ; 2 νο e e o9 ee ο Pa ο φον. b 
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AUXILIARY ALIGHTING GEAR (Cont) 


ον 
T uo 
" 14 


H-181-54-39 


FIGURE 263 - AUXILIARY ALIGHTING GEAR SWITCH ASSEMBLIES` 
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SECURITY INFORMATION = RESTRICTED Section. 1 _ 
ο Group Assembly Parts List 
BARRIER PICK-UP (Cont) : 


reaa a MÀ — —v4 JIILLLëLLLUUIL.TÑIr çCUC.——.  —OnTuaVIaEƏbP9”r—k 
FIGURE & PART UNITS  USEABLE ON 


INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
267 181-56005 BARRIER INSTALLATION, Pick-up tube. . . . 


= 
o 
"s 


-1 . 181 -56406 . PICK-UP ASSEMBLY, Barrier... Ey E E τα, wl os δι E EE 1 
181-56402 š TUBE ASSEMBLY, Barrier pick- üp. ο Maine! τοὶ Gor Meise Ss 1 
A, -2 181-56H02-9 . . . TUBE ASSEMBLY, Barrier pick-up . . . PLE λος 1 
š -3 181-56h09-3 . + . . FITTING, Barrier pick-up tube upper end ον AMI ge blot ἐν τὰ 1 
-4 181-56408 . . PLUG, Barrier pick-up tube. . . . . . Ην 1 
-5 59-048-250-2750 " . ROLL PIN (EN)... gee ἃ Ves wo» Ὁ 1 
. 181-56414 . . ROLLER ASSEMBLY, Barrier pick-up. tube ùp- Jiook ο eee ο 1 

-6 181-56414-3 Ἢ - . + BUSHING, Barrier pick-up tube ue lock roller . . . . . + 1 
E ΠΑ > . . BEARING (TOR). . - . . . . . + $5 darter i CR deer Αρ ολ 1-9: qs 1 
- AN4-16A eho POULT De ues. oom. al pe ave. Ὁ ο ο tet 10. v ere ek C87: 18 1 
-9 AN960D4 16L e we WASHER 2.20 4.9 9 7» 009539 ο woes mi ο ΚΣ. δὲ "E E S ο tet ste 2 
-10 AN365-428 _ . . NT... UR ος pin Seite Qe: s or πας od 
-11 181-564 76 . . BUMPER ASSEMBLY, Barrier pick-up tube . . . . ¿í + + + + ee 1 
-12 - 181-56177 ES PLUG, Barrier pick-up tube bumper. . . . ` vede etis 1 
-13 181-56479 . . . BLOCK, Barrier pick-up tube bumper. . fee ένο, Shee! ἕῳ 3 
-14 181-56480-7 . . . WASHER, Barrier pick-up tube bumper . . . . . , + + ο. 3 
-15 181-56480-5 . . . WASHER, Barrier pick-up tube bumper doce eem GA TE: de eke 1. 
-16 181-56480-3 . . . WASHER, Barrier pick-up tube bumper. Sor ος ae de des e ως ES ee 2 
-17 181-56478 . . . FITTING, Barrier pick-up tube bumper . . . . . . PEE 1 
-18 NAS145-34 : . BOLT, Internal wrenching Steel ur Ρο. NM Ὃν 1 
-19 AN960D516L š . . WASHER. . . . Bae tes a ELI Fer Ges RM Sah Ia sy ο 1 
-20 81452-0514 š E NUT, Barrel (EN) . Lies 4 Ue" arr an ar τας 1 
-21 181-56406-7 "I ROD, Barrier pick-up tube bumper “retaining... s p.v d^ ρα ος 1 
-22 181-56406-5 . . ROD, Barrier pick-up tube bumper retaining. .... 2 o. 1 
-23 181-56417 Σ HOOK, Barrier pick-up tube down lock. . . . . . « + + se 1 
-24 181-56416 . . SPRING, Barrier pick-up down lock torsion... νη 1 
-25 181-56406-3 . . . ROD, Barrier pick-up tube down lock hook retaining. naa asa 1 
-26 181 -56403 2 PIN, ‘Barrier pick-up tube . . . . . ο des AS! Z UP ES 1 
-27 AN960D1416 i5 ven WASHER “se: Ue Mc wie ql ces X Uc. Day he Ὡς hide es ee 19^ De. ὁ Ὅν AN see e 
-28 AN320-14 š .UUNUTL ο ο ο ο c eee S Oe φ--ᾱ- ÑO a est, I EE l 
-29 181-56451 . . FAIRING ASSEMBLY, Barrier pick-up . . . s . + + + + + soe 1 
-30 AN4-37A s oua BOLT. 4 xou. ce t kl Rex U dE y us Dei SE Ua ab, µε". S cg ws: T N: εν. pub Gn DN 3 
-31 181-56452 . . WASHER, Barrier pick-up fairing serrated. . . . . . . .. . 6 
-32 AN960DÀ16L soe WASHER ao 2x 1 de ce Wo tu uos ο cy eov ces Im e cu: 2 alam oe oso CAR 
-33 AN960D/116 So US WASHER. £^: 36 Ὁ a 19 ο SKU DUE, Se et a Ivo dee dz) Was πο SS 6 
-34 AN365-428 τ NUT. . . DEI PUE" ο ρα 3 
-35 181-56411 š HOOK ASSEMBLY, Barrier pick-up t tube up- -lock. d und ym (πὰ P dn aN 1 
-36 HRA4 š BEARING (TOR) . . . . . + + $9 ws La) tes Dar Eun Et va V" c C 1 
-37 ' AN4-12A ¿ BOLTS ore ο εφ Ic Ὅλ MW Ia. τα ο ο ο ο E M S 1 
-38 2WlAL20-24-lO . WASHER, Plain (NA) . . ; E "MD DC ma WM! 
-39 AN960DH 16 . WASHER. . s « ὁ 9 ὁ ο ο «© © © © © © ο 0 ὁ ο e ο n. ————— κ ο AR 
-40 AN365-428 2 NUT BA so e S i gare T ὃς as ο ο Uu Oe T Ceres Ql ` eo P, SU SUS 1 
-41 AN42-3 . BODT.. cess) te. ete πο. ο ἰώ; O8 HS ο DRE ο re a SR c 2 
-42 AN960D10L 4, “WASHER! Oo e s 4 es ος ος R e le. ral IW au αι δ QL sep Ce, Gp ἴθι ue ep Jer v 2 
-43 AN365-1032 . NUT eue a ο ο ο tek Yo Uu : CNRC 2 
-44 179-56417 3 SPRING, PensiOn.-$ $3 oea aan ως eee sy 80/9 Q ^ chee ο ETUR a $ De ον, SE 
-45 181 -56413 . ROD, Barrier pick-up tube uplock actuating . . . . . + + + * * l 
-46 AN315-3 . NUT ο er woe Fa ce. ue POE) ver ce. po LUE, "da Set, ied w Co ya ve sue. we, τς 1 
-47 HF3 . ` BEARING, Rod end (HEC). . . . . . EA ss 1 
-48 AN3-7A : e BOLT. 4 4 Ὁ Ὁ δν b -ᾱ Ὁ dmm S une —— Án 1 
-49, Ng60D10 . WASHER. . . . . se ὁ < ο . "ECC MIC 1 
-50 AN365- 1032 ο SNUT ZZ $i. del ec m Ue S ο Um δ δ. αρ. ώς ae ο ἂν Ce. aE. ο 1 
-51 - AN96ODI16 ¿ WASHER. . . . . + Q OA ο ο ee A: 
-52 181-56412 . ARM ASSEMBLY, Barrier dicic up “tube uplock actuator . . men 1 
-53 BRA5 E . . BEARING (TOR) : .. . « . « «e ὁ eon on om om ww ng a e^ Ὁ 1 
-54 AN5-1HA ο BOLT. 2 ie 92€ Ὁ de 39 ὁ EO ee ας kU. ο ler re τος I$ oce cm M 
-55 2W1AL20-24-40 . WASHER, Plain (ΝΑ). . . . + + + + + ee aie ο ei a κὰν -ᾱ 1 
-56 AN960D516 v MASHER: ο ο ο ne Ge. cR UE, S a aes ET s " AR 
--57 AN365-524 s ΝΠ ο Roe a 4077 4-4 € X) ο Seo rat. Deve ο w I ca) Sue ae 1 
-58 AN4-13A , D DOLT: 4o 4 04 98 ὃς ο) ες, ὁ ᾱ oe «κ S m i πι Rh ai οἱ cal is 1 
-59 4B2184-012 < BUSHING, Spacer (NA). a . . e p ee ee ee ee ee ee eee 1 
-60 ΑΝΟΘΟΡΗ16 . WASHER.  « ç « « ο dS ο « ο « w ο 9 ο om « ὁ ὁ ὁ ὁ m tf 9 n9 a 2 
-61 AN365-428 .. NDD: eee s € 0459 ee cO cw te a ὅδ m Cu S αἱ See CSS ce νὰ 1 
-62 :: 179-56327 Ë . SPRING, Tension. + + . . . < © © © «:«.«::.«::::.: on 1 
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FIGURE 268 - BARRIER GUARD INSTALLATION 
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SECURITY INFORMATION — RESTRICTED Section 


ΑΝ 01-60JKB-l Group Assembly Parts List 
BARRIER GUARD (Cont) 


ς 
FIGURE & PART UNITS USEABLE ON 

INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE I PER ASSY. CODE 
268 181-56801 GUARD INSTALLATION, Barrier (see figure 71 for next ΠΝ Ref 
-1 181-56802  - . TUBE ASSEMBLY, Barrier guard outer. . . . . . + ° $- ie VEA CS 1 
-2 181-56804 . . CAP, Barrier guard tube. . . ην kue nat S ME 1 
-3 181-56810 . « COLLAR, Barrier guard actuating κ ο NUR ANTES 1 
-4 181-56812 . . TUBE, Barrier guard outer. . . . Sus ADI ee ee. LF 1 
181-56816 . . PLUNGER ASSEMBLY, Barrier guard retract. . . . . eee 1 
-5 181-56809 . . . PLUNGER, Barrier guard. . . . ATA s: G YA efe 1 
-6 181 -56816-3 . . . CABLE, Barrier guard retract plunger. ME 1 
-7 AN664C2 h . + TERMINAL. . sPVe “k d o Ὁ ο lG αν 2 
-8 181-56814 . . . FAIRLEAD, Barrier guard inner tube. Z tae Se nae Spec tla ond 1 
-9 141-56137 . . . SPRING, Barrier guard actuating “tube. ο μι ος 1 
-10 181-56821 E . . PIN, Barrier guard . . . . ¿ ow duy S. Q Nea Ue d ου 1 
-11 AN960D3 η WASHER. . . Qu ο ο ο ο 2 
-12 141-561h7 5 BUMPER, Barrier guard actuating tube. . . e AES ; š: . 1 
2 -13 181-56807 . BEARING, Barrier guard block spherical. . AS š : Ç 1 
E 21h 181-56803 . . TUBE ASSEMBLY, Barrier guard inner. . . . . + . : š ; 1 
-15 181-56811 . . RETAINER, Barrier guard inner tube . . . . . Λη i 1 
-16 181-56813 . . TUBE, Barrier guara. inner. ον Ql ὦν aAa en 
-17 . AN392-41 š . PIN... E . $ m PONE » 2 
-18 2W1AL8-10-16 P . WASHER, "Plain (NA) . ra M πὲ RE TN 2 
-19 181-56815 . . CLAMP, Barrier guard inner tube. VS QUERY cos VE 2 1 
-20 AN3-5A e BOLT . » a βατ ws MERCEDES S . $ ώς ces S 2 
-21 AN960D416 . WASHER... e!" jm v y wer wl. ΟΝΕ a 2 
-22 AN960D10 . WASHER . . . . « + « « B qu eska ç 2 
-23 AN365-1032 . NUT. ... —— dI IX IE" 2 
-24 181 -56818 . HOUSING ASSEMBLY, Barrier guard catch . . . . . + + + + * * * 1 
-25 181-56819 . . GUIDE, Barrier guard catch . . UE. ο c3 S, y 1 
-26 141-56170 . SPRING, Barrier guard actuator tube lock. Grete ieee τος vate 1 
-27 181-56831 . CATCH, Barrier guard actuator tube lock . . . . . + + * * ; 1 
-28 AN392-18 PIN. ος w ᾱ S S. Ὁ τῷ” ο ᾱ- Ὁ W. ὅν Cas WI SE ο ae ὃς ον š 1 

ATTACHING PARTS 
-29 AN509-8-9 uoo EC 4 
-30 AN365-832 NEL κ ος αν TQ TI h 
-31 AN960D8 .- WASHER 4 + 0e 99.7 4e e 99 09 “ο; ο, ἆ- δ. ον (αι Ὁ ee eye ey Reo ow 4 
= = ee 

-32 AN210-2B c BULLET C ο uh PULSU a s e e USA de ep e a 3 
-33 AN960D10 . WASHER . . . 4 4 + e s s s s s + s s s s + s s t t n n t n n n. m 
-3 ΑΝ3-ΤΑ PSBOLT S meds e un S τν. E e SA a emere e E 
-35 181-56824 . PIN, Barrier guard retract slack take-up. . . . + + + * * * * 1 
z -36 ΑΝΘΘΟΡΙΟΙ, oe OWRSHERS a E vum E UR CULA Wal SUI Veces S: ο ea za ua 2 
-37 181-56822 . SPRING, Tension... : πα μα ας 1 
-38 181-56825 . YOKE, Barrier guard retract spring. 2e ο ο”. 1 
-39 181-56823-1 . BRACKET, Barrier guard retract cable take-up της. τς Ὁ afin ee 1 

-ho | 181-56823-2 . BRACKET, Barrier guard retract cable take-up ΒΗ... + . + * Le : 
-41 AN23 -22 E BOLT n Z e wz a ο ὁ c9 ιο wm iw ιδ) Ὁ ο Qe Ue eb wa uv S. WU ολ 2 
-42 AN23-23 . OBOLTO. 40260. apa G 97e woe omo ese S a lm d ee el VS osse Er p a 2 
-43 NAS43DD3 -20 . SPACER, Screw and bolt. . . "E š 3 A or cde Lon, τᾱ 4 
-44 NAS43DD3-36 . SPACER, Screw and bolt. . . . . . + . s iig des 4 
-45 AN960D10 . WASHER . . . « ὁ 6 ὁ ο © © © © © ο ὁ ο “ax o9 ot te a t nm n 9 n n9 4 
-46 AN365-1032 s ONUD aa a era ο e NE Ea a8 GA Te aaia a fe Ae we te u aa 4 
-47 181-56827 . FAIRLEAD, Barrier guard retract spring waterline T. . . . .. 1 
-48 181-56826 TUBE ASSEMBLY, Barrier guard retract cable seal off ..... 1 

: ATTACHING PARTS 
-49 AN509-8-10 e SCREW. ... » 6 « . . . $$ tg š °. "e 4 
` -50 AN960D8 . WASHER . . . . so < o "n $25 wu X . ο ο) 8 
s -51 AN365-832 oe NUTS. 29 ο ὁ 95. ὁ ὁ s . $ WI. Jod o. . ο "m 8 
-52 AN515C8R11 . SCREW. . . . - + < < < o o . . ura ο cat Ὁ 4 
-53 181-56828 . FAIRLEAD, Barrier guard retract spring waterline “21-1/2 ο) ο 1 
-54 181-56817 . HOLDER, Barrier guard retract cable... s Ta ος τος τῳ "E 1 
181-56829 . HANDLE ASSEMBLY, Barrier guard retract. . . . . + + * * PA 1 
-55 181-56829-3 . . HANDLE, Barrier guard retract. . . . + + + + + ses rs 1 
-56 AN565AUH5 . SCREW . . 4 4 2  ὁ v * ὁ 4 ο 4 4 4 ὁ ο « ὁ $- e 1 
6 
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FIGURE 269 - ARRESTING GEAR CONTROL INSTALLATION 
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FIGURE & 


INDEX NUMBER 


272 


PART 

NUMBER 
181-56201 
181-56204 
181-56204-3 
ANQ44 -101 
LSS10A 
1N7-13A 
181-56203 
NAS50-168 
7R4-22D 
AN6231A12 
2QW1ALP77-53-40 
2W12-22 
5R12-22 
AN6227-22 
181-56205 
AN837-4D 
AN6289D4 
AN6291-4 
AN6290-4 
181-58450-8 
AN6230-8 
181-56323 


1N6-42 
181-56202 
5R16-7 
AN6227-31 
181-56208 
AN6290-12 
181-56209 
181-56210 
AN365-1018 


` AN960D1016 


4B21M-S10-120 
NAS464-10A41 
181 -56235 
181-56235-3 
AN944 -301 
4B20M512 -020 
4B20M-S10-013 
AN6290-3 
AN6291-3 
AN6289-3 
MS21908D3 
181-56222 
181-56221 
1N7-12A 
AN6287-1 
181-56219 
1N6-56 
181-58450-15 
AN6230-15 
AN365-428 
ΑΝΟΘΟΡΗ16 
5R16-7 
AN6227-7 
AN365 -832 
181-56220 
181-56218 
181-56217 
5R16-36 
AN6227 -36 
181-56216 
5R16-5 
AN6227 -5 
AW1-1/2-12AF11 
AN6290-3 
AN6291-3 
AN6289D3 
AN520-10-5 
AN935-10 
AN6204-1 
181-56224 
AN6227-13 
181-56211 
181-56215 
181-56212 
181-58450-1 
AN6230-1 
181-56213 
181-56214 
181-56207-5 
181-56207-3 
4B20M-S12-019 
ANQ44-201 


1 
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ARRESTING GEAR (Cont) 


Section 1 _ 
Group Assembly Parts List 


UNITS USEABLE ON 
2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

SNUBBER ASSEMBLY,  Arresting gear (see figure 270 for next assy). Ref 
ROD END ASSEMBLY, Arresting gear snubber attaching. . . . ç x 

š ROD END, Arresting gear snubber oer ee «ο ον, dw Boe ον 1 
» de OBITTING. ο 4. ee 6b See oe te A EL 1 
z BEARING (mec). . ac io wi RR xt xe cg St To. vu cdit vae dab wr Cog 1 
. NUT, Check (NA) E ' ee he Ea . 1 
. PISTON ASSEMBLY, Arresting gear snubber š πο. 2 τν à 1 
. RING, Internal retainer . . . . . .. So Ay Tec FANE 1 
. RETAINER, Wiper ring (NA), bee van Meo set τς 1 
. SCRAPER. . . EDU Goes ye eh ety > ke a i "sP. 1 
| WASHER, Plain (NA). . ΝΥ τν oa ree 1 
. WASHER, Felt (NA) (AN6232C5- 1⁄8 may be substituted) . . . . . 1 
. RING, Hygpaulio spiral back-up (NA) . NA MER: LEN 2 
. PACKING. . . EC REPE oC RE, d " 1 
. CYLINDER END, Arresting gear snubber. . š l 
ο ματ ο BA e. X S 1E ο ο. š * š: «1% 1 
£o NUT <. OU 35 eo RR de o oc αρα νε OO SUR m " 1 
ος -o e ο ο ᾱ. B qo Oeo Be See (S € « ἕν ὁ 1 
. GASKET * r SY... E E T "2 1 
. RING, Static seal teflon spiral back- _up " ο Mio iet τῷ 4 
. GASKET.. Vr Tar Sas Be Sep se (gs πο 2 
. STOP, Arresting gear gnubber inner cylinder (supersedes . . . 1 

146-56306 for future procurement ) 

. NUT, Cylinder lock (NA)........ d : "EM 2 
. CYLINDER, Arresting gear snubber. . . . . » ES 1 
. RING, Spiral back-up (NA) . . . . . . ο . . PEE 43 2 
. PACKING. . . . . š Š PEE os 1 
. VALVE BODY, Arresting gear  snubber check. e Slt efe a 1 
S GASKET . . . . . . » abe κ coi tees — oe 1 
. SPRING, Compression Ὅν. «φ «Se š Wes ο, ue 1 
. VALVE, Arresting gear snubber check s is s NL PESO" T 
$- ONU E Ὁ. ο ο ο d x Cone UC Vi Vu! ROS RD τὰ EI Pr ἂν Ze: 1 
x. WASHER ο κ. κ ο a ε.α Bae S Αν CK ν " ee ος La 1 
. BUSHING, Spacer (NA). ice Veni ὃς τν leges vitu «ολο μεν του d 1 
. BOLT, Shear close tolerance tera A AE arce Wu oes ow 1 
. UNIVERSAL ASSEMBLY,  Arresting gear 'snubber. ο ο ο 1 
- . UNIVERSAL, Arresting gear snubber. . .. m 1 
(oo ΕΤΠΙΝΩ͂ 2 XO ce x 4 4 9 κα See vL IE Cu oat festa ο 1 
- . BUSHING, Press-fit flanged PE αν eras. atre e 2 
. . BUSHING, Press-fit flanged (NA). . . . + + + + + + mM 2 
voc GASKET Qo ow 4 we Re BE κ Ἡ Xo BMG. e ES Xn ο ο dts 1 
a1 RING S a m onse ο ο EU ο e ο ο ο” 1 
e NUT. 4 Se Cx αν, Ce ας μας RO δν ὦ, ἆ Ὁ, SI UE ο) v IT ον δα S 1 
. ELBOW. . . . -—— ο or š e Ὁ RA 1 
. TUBE ASSEMBLY, Arresting gear snubber air filler. E eq be Ay νὼ 1 
. FITTING, Arresting gear snubber air line. ΡΝ a UR" 1 
. NUT, Check (ΝΑ)... . NET I CR ie d AR "E 1 
« VALVE; e 03 dou YS ZW. ae wo 1 
. CAP, Arresting gear snubber reservoir . € oU ow os . 1 
« NUT, Cylinder lock (NA). . . Ww NU los M 2 
. RING, Static seal teflon spiral back- -up š EE Q ‘ 4 
i QUASKET & 2176 μπα ee 0 κ ο NER κ ο Ta Mc Be fe 2 
κ GNU IP "-— 1 
. WASHER . . . . « eC ο μα, ον οι ος a ος ας ο ose Ρ 1 
. RING, Spiral back-up (NA) Q o Lx ead ya ο. ; ; 2 
we OPAORING. με a GÀ XX UR Wo we Ὁ ἅ 3. dp: eL š i 1 
. NUT. . ο ο cedo Tad Dat ee QUE, ELE Die ec ο ο ο a e Og 1 
. INDICATOR, Arresting gear snubber reservoir . . . . . . + . 1 
. ROD, Arresting gear snubber reservoir indicator . . . . 1 
. PISTON, Arresting gear snubber reservoir. . kv, s id . 1 
. RING, Spiral back-up (NA) . . . . . . . . . $us z 2 
x PACKING: xoc. προς € ox. κ. ας LU D X Ti RC -ᾱ νε οκ 1 
. CYLINDER, Arresting gear snubber reservoir. . P" . 1 
. RING, Spiral back-up (NA) oe oz ο ee W < Mig US EE Lu. Ue 2 
. PACKING: ... d via νη . 1 
. PRESSURE GAGE, “Arresting gear snubber (181-956225) (UG) . a 1 
. GASKET . . . . + + + + . rcc ree rrr 1 
ac RING SC S a Mae kek a e ee . ¿la e ο... 1 
s NUD εν ο κ 30» SS "E . . . "EI š 1 
. SCREW. . . .. «οι. ex a ce te AIR, ο. 1 
eo “WASHER. 40x. ἴω, ων SS Q « DA δν, aY Ἔν νῷ 1 
. VALVE. . . "EP y owe us a ane 1 
. BUSHING, Arresting gear snubber bleeder valve $^. ο le "n 1 
. PACKING. —— (Ps . 1 
. CAP, Arresting gear snubber valve à el ver τς oua á 1 
. GUIDE, Arresting gear snubber valve sleeve. πω ον. * H 
- SPRING, Compression... tes qa, ue DENS < do C 1 
. RING, Static seal teflon spiral back-up νο oso vem te: Gae ten Ὃν cans 2 
. GASKET... " Ww cre pe, τὰ Woo 1 
. SLEEVE, Arresting gear `snubber valve. » on H -— ESAS 1 
. BUSHING, Arresting gear snubber valve . -. : E 1 
. CAP ASSEMBLY, Arresting gear snubber. . Z TS vs as 1 
CAP, Arresting gear’snubber. . . 5 . SL » 1 
BUSHING, Press fit flanged (NA). š š ο κα τ 2 
FITTING 2-45 ο ος u S ος δν 5 2 a a Le 4 1 
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FIGURE 273 - ARRESTING GEAR TRUNNION FAIRING ASSEMBLY AND APT DOOR ASSEMBLY 
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SECURITY INFORMATION — RESTRICTED . Section. ΙΙ _ 
ΑΝ 01-60JKB-4 Group Assembly Parts List 
TAIL BUMPER (Cont) : : ; 


FIGURE & PART UNITS USEABLE ON 


INDEX NUMBER NUMBER l 2 3 4 5 ὁ 7 NOMENCLATURE : PER ASSY. CODE ` 
276-73 181-34706-5 . . HOOK, Tail bumper uplock. . , . . , , . ο ων, ο... 1 
-74 AN365-524 š Ν.Ο ο ο s NI ο ο ο ο ONE tee ο. 1 
-75 ` AN960D516 ot “WASHERS Z ο SD ο ου” "A 1 
~76 NAS335-27 . BOLT, 100° close tolerance high strength 5/16-24 . , i te: ᾧ 1 
-TT 181-34723 . SPACER, Tail bumper actuating cylinder aft bellerank . . . 1 
181-34715 . LINK ASSEMBLY, Tail bumper uplock actuating. . . . . . . νο 1 
-78 AN316-4R s. gees NUT see ο ces, ο M eU e ο bce, ο 1 
-79 M44 -14 è as ROD END (HEC) ; im ο τος 2 st e a ιν araa oxi ον a S n. 1 
-80 181-34715-3 + + LINK, Tail bumper, uplock actuating. . . . , . . . . + . . 1 
181-34710-3 . BELLCRANK ASSEMBLY, Tail bumper actuating cylinder dft . . . 1 
attaching 
-81 181-34710-3 - + BELLCRANK,. Tail bumper actuating cylinder aft attaching . H 
-Be B87 o JBEARING (TOR) & ue 3 42. 9-9 cw ou ce koa ae WU. ὦ 2 
-83 2W1B33-30-4C . WASHER, Plain (NA)... erus gy ας Gainer las (T νην 1 
~84 2W2B33 -30-62 . WASHER, Thrust (NA). ...........-.-.-.^-.^.5^5. 1 
-85 181-34708 :. SPRING; TenslÓn. ..- . x € xo 4 o9 yes o. eK! SS o S SQ 1 
. -86 AN365-1032 νον E inca WC ο ADD ο οκ 1 
-87 AN42-4A v BOLT uk ate um S aces ec st tee S. aS uu, ο DIS Qu wU C C be Hes Ug 1 
-88 AN364 -1032 .. ΝΟ ç euet... eds Nr ape at iu Rh ον ο.” 4 
-89 AN960D10 s “WASHERS. soets al @ ewes ο. 8/0819 «Q9 cioe. κο απ. 6 
-90 AN3-16A x GBODT. a 40 €* we eK 20 eoep ° ° s e ο ο 9 e ο ο s n. ο 9 
-91 AN3-17A ο BOLT ο ο ο eL ρα ote Go es te . . MC IEEE n 
-92 NAS43DD3 -16 . SPACER, Screw and bolt . ç er ies sat ο ο ο προ 2 
-93 NAS43DD3 -24 . . SPACER, Screw and bolt . . . . . . , . , + ç ç ç ç s k k ee 2 
181-54867 . SWITCH ASSEMBLY, Tail bumper uplock limit. . . . . . . . . . 1 
-94 AN364 -1032 $ NUT νε νι oy ow Xov o oy D να oes Ίαν του «νῷν I.I S 1 
-95 AN960D10L $ WASHER . . . . . - + + + + 84 e ur eu o k ο) a οφ ᾱ- 1 
-96 AN509-10-12 és τος SCREW, 4. Xo ow lw i š κ a. T ον Ser Mar pecu. de τᾷ 1 
-97 AN365-428 $e vx NUD ο ο ο “oes (δ 5 IA ae s. Maas wer el deis 1 
-98 AN960D416L é, o». WASHER 4 o. x «να OR o XX YW 63: Voie]. «Ὁ Miu ορ 2 
-99 ANH-7A gee BOLD SZ. v. ross rers κ.κ, Siren tie rs e re m ὦ 5 es 1 
-100  181-54811 . + ARM, Tail bumper uplock limit switch. . . . . . . . . . . 1 
-101  181-54868 . . BARREL LINK, Tail bumper upiock limit switch. . . . . . . 1 
-102 181-54869 . + ROD LINK, Tail bumper uplock limit switch . . . . . . . . 1 
-103 1HA1LH - + SWITCH ASSEMBLY, Die cast enclosed (MCS) . . .. .. .-. 1 
(interchangeable with 175-54332) 
-104 AN4-10A_ _ z ο uS E oom as ο S fe Ὁ le var GU φορ ART ue ο ος ς 1 
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FIGURE 277 - CYLINDER TAIL BUMPER'OPERATING HYDRAULIC EQUIPMENT ASSEMBLY 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
277 181-58629 HYDRAULIC EQUIPMENT ASSEMBLY, Cylinder tail bumper operating. . . Ref 
(see figure 276 for next assembly) 
-1 AN837-6D ¿ ο 4 ὋΝ ο e a ο SS c pn OE UY eo i Del 8 2 
-2 AN6289-6 μα αν “ο, dd wg να cor ες. ga de. Mey sese Rene δν caine” “Wing, ο. 2 
| . -3 5R15-6 . RING, Split back-up (NA) . . . . . . ων , + ων + , , .& . 2 
. (supersedes AN6291-6 for future procurement) 
-4 AN6290-6 so cCUASKBT. uri ο ο ο um Νυνὶ LE Bo Ua Se a 2 
181-58029 . CYLINDER ASSEMBLY, Hydraulic tail bumper operating . . . . . . 1 
-5 181 -58067-5 - + HEAD ASSEMBLY, Hydraulic tail bumper operating cylinder . . 1 
181-58067-3 - + + HEAD, Hydraulic tail bumper operating cylinder . . $2 1 
-6 HSBG6S ο oe BEARINQ CHER) | 5.7. oe do Kur wil» ων Μα... 
-T 5R16-23 - . RING, Spiral back-up (ΝΔ))η................... 4 
(supersedes AN6246-23 for future procurement) 
-8 .AN6227-23 - + PACKING. "n. ο”. igh ο US? "ὦ RL cul nap len -ᾳ,. hue 4 
-9 5R16-15 ^. . RING, Spiral back-up (ΝΑ) ............. 2 
(supersedes AN6246-14 for future procurement) 
-10 AN6227-14 - oe PACKING. oo ο ο Saa ee Ses w ee Se we ee ee ew “SL 
-11 181 -58069 . + PISTON ASSEMBLY, Hydraulic tail bumper operating cylinder `. 1 
-12 1N6-22 - . NUT, Cylinder locking (NA). . . . ... ........2. 2 
-13 181-58073 . + BARREL, Hydraulic tail bumper operating cylinder. . . . . . 1 
-14 5R16-12 - . RING, Spiral back-up (NA) . . . . . . . , , , ¿, + 8.80888 2 
; (supersedes AN6246-12 for future procurement ) 
--15 AN6227-12 pow κ PACKING: icere σα ο. e a. Wc v ο Τὸν Be Be OE SED CIO k L τ 1 
-16 2w12-12 . . WASHER, Felt (ΝΑ) (AN6232C2-3/8 may be substituted) . . . . 1 
-17 181 -Ρ8068 -3 - . CYLINDER END, Hydraulic tail bumper operating ....... H 
-18 2W15-7 ` £o WASHER, Lock (NA) 4-7 2o a 202 ee ee ww ç J 1 
-19 ΙΝΤ-ΤΑ το (NA). mU. ub U ον De ο e doces we wa aD d md 1 
-20 181-58072-9 . + ROD END ASSEMBLY, Hydraulic tail bumper operating cylinder. 1 
181-58072-3 + + . ROD END, Hydraulic tail bumper operating cylinder. . 1 
-21 HSBG6S € del BEARINGS (HOE): Soa δν ας SU σεν το 24301 ly ανν αν a SN. Q SD 
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TAIL BUMPER (Cont) 


Section i1 . 
Group Assembly Parts List 


H 181-34-11 
FIGURE 278 - TAIL BUMPER SHOCK STRUT ASSEMBLƏY 
` FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE ' PER ASSY. CODE 
278 181-34731 STRUT ASSEMBLY, Tail bumper shock . . . .. - o... 557 ET 
(see figure 276 for next. assembly) 

-1 AN320-10 oo NULLI ο μμ ο ot REL ue IY ete . Φ ο E 1 
-2 AN960D1016 « “WASHER 2. 20. Q ç x 4. o 3. 3 wy s 4, : cy ο” . 1 
-3 NAS464-10-23 . BOLT, Shear close tolerance . . . . . . . . BING lase i9 P 1 
181-34734 . UNIVERSAL ASSEMBLY, Tail bumper shock strut . . . . . . . . . 1 
-4 181-34734-3 UNIVERSAL, Tail bumper shock strut 2; ο ο ο” 1 
-5 4B20M-S$10-008 BUSHING, Press fit flanged na osea ure "ΙΟ; 
-6 4B20M-S10-028 BUSHING, Press fit flanged (NA). . .. . . . 1. ee s + ee 2 
-7 ANQ44-301 FITTING, Lubricator ......... cvy efr Fa οι calme. R 1 
-8 AN6287-1 VALVE ASSEMBLY, Air high pressure 3/4 hexagon: ....... 1 
-ο AN500-8-3 of SCREW Tox ο ow owe Ue o. ον oi hw e Vr ^ a $2 Riu eve ce, Se . 1 
-10 AN500-8-5 és SCREW Ll. oe ow v xov a Ye . σε Wow d rums ee) š 1 
-11 AN960D8 S WASHER . 4s a ee Stor es wv voc ο ὃς tar Sr Sw: ha, Pal ce lw ο. W Z de 2 
-12 AN364-524 . Ντ... DEM PATI E MEE 1 
-13 AN960D516 « "WASHER 4-22 ορ) en es ae ee te a dg o alas y 4. ο e ιτ ον NS δν Dy Tow, 1 
-14 AN6227-7 . PACKING, "O" ring hydraulic .......-.......... 1 
-15 AN6246-7 . RING, Hydraulic packing back-up..........2.0..0e04..4 1 
-16 181-34736 . PIN, ‘Tail bumper shock strut metering ..... at cae 1 
181-34732 . CYLINDER ASSEMBLY, Tail bumper shock strut ......2... 1 
-17 181-34732-3 + . CYLINDER, Tail bumper shock strut . ο Se Vey bees obs iat Si Stare ὦ 1 
-18 181-34742 . BUSHING, Tail bumper shock strut cylinder . . . . . . .. 2 
-19 ANQ44-101 . . FITTING, Lubricator . ... .......... LL Lilli 2 
-20 AN501-4-4 SCREW: ο o xw ox m ssl v iQ ^de eg οφ. «αν ὃν ιν (Se. a 1 
---1 181-34740 ORIFICE, Tail bumper shock strut piston. "s ors vi πος 1 
-22 181-34738 RING, Tall bumper shock strut piston . D os S" he: istics, ay be 1 
~23 AN6244-6 RING, Hydraulic gasket back-up ........ gU ir ere αν aL 2 
-24 AN6230-6 GASKET, "O" ring hydraulic . aao ........ i. 1 
-25 AN6244 -4 . RING, Hydraulic gasket back-up .... ae πο. 2 
-26 AN6230-4 . GASKET, "O" ring hydraulic .........2...2..... 2 
~27 1812-34735 . COLLAR, Tail bumper shock strut piston ........ eto s 1 
-28 AN6232C7-1/4 FELT, Strip packing gland . . . . . . . .. . . . . . .. . . 1 
-29 181-34741 RING, Tail bumper shock strut spacer . LET PED: 1 
-30 AN6231A21 SCRAPER, Rod hydraulic piston. .... s w «ο τῶν e os 1 
-31 181-34737 . NUT, Tail bumper shock strut retainer . Sv eus sr SANG. ce ae 1 
-32 181-34733 . PISTON ASSEMBLY, Tail bumper shock strut ΕΝ S. us 1 
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20 19 


9 
H-181-43-1A 
FIGURE 279 - ENGINE CONTROLS INSTALLATION š 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 

279 181-43001 ENGINE CONTROLS INSTALLATION (see figure 71 for next assembly) . Ref 

-1 181-53034 . HANDLE ASSEMBLY, Engine control catapult hold complete ... 1 

-2, 181-53035 i BRACKET ASSEMBLY, Engine control catapult hold handle sup. 1 

-3 AN316-6R Do. NUT... δὶ Maa ο. ο ο ο o ὥς ο ο. 

-h 181-43037 . . SHAFT ASSEMBLY, "Engine control eatapult hold handle adjust 1 

-5 181 -43036 . . SPRING, Engine control catapult hold handle rotating . . . i 

-6 181-43038 . . HANDLE ASSEMBLY, Engine control catapult hold ... d l 

-T NAS51-37 P RING, External retainer . . . . + + eje + ee we ew ew κ. 1 

-8 50014 ` QUADRANT (RHW) . ¿HE S: ών fh Rev. cdi 

-9 3810-5 . SEAL, 3/32 cable elastic pressure (NA) I ER να 2 

-10 AN155-16L . BARREL. . . . ο ο YS. Va αν 9 

-11 181-43705 . CABLE ASSEMBLY, Engine “control system aft ο ο ο » 1 

-12 181-43033 . TUBE ASSEMBLY, Engine control bellcrank to engine ...... 1 

-13 FR4-5 το ΜΑ Απ... τον. 

-14 AN316-5R x . NUT aa ας a qo neh AWM en ec er ας θὲ vey ᾱ 2 

-15 2W11-5 . . WASHER, “tab lock (NA) ` ` . de! Ὁ 

-16 181-43033-7 ç TUBE, Tube assembly engine control bellerank to “engine us 1 

-17 NAS464 -4A11 . BOLT, Shear close tolerance . . . . .. + + + + + + + ee ee 1 

-18 AN960DÀ16L 4 - WASHER: & D Ὁ ana 7» C Ὁ. ὡς οἱ w Ue Ὁ IIoc w I e e Si τς car ne s 3 

-19 AN364 -428 . NUT .. Ko e e ves tela er Qe sae eie Q T evt arceat a S re fer ο 

-20 181-43706 . DRUM ASSEMBLY, Engine control system aft cable complete . . . 1 


a a ——— A ——  — — 
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AN 01-60JKB-4 Group Assembly Parts List 
POWER PLANT (Cont) š 


H-181-40-1B. 


FIGURE 280 - COMPLETE POWER PLANT INSTALLATION 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER . NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 


POWER PLANT INSTALLATION, Complete. πο ο μα ο Ref 
181-42001 . ENGINE AND ACCESSORIES ASSEMBLY, Complete. .-........ 1 
(see figure 281 for detail breakdown) 
-1 181-40002 . DUCT ASSEMBLY, Engine mid frame side leakage air disconnect, 1 
151-42075 . . SPRING, Engine mid frame leakage air duct ..... aS 2 | 
-2 181-40006-1 . DUCT ASSEMBLY, Engine burner compartment cooling LH. . . . . 1 
181-40006-2 . DUCT ASSEMBLY, Engine burner compartment cooling RH. . . . . 1 
' ATTACHING PARTS 
AN3-4A v BODDS 2 86 Nay ary ah «ire ο ais Ue πώ, ewe, EE aN Aer See 12 
AN960D10L . WASHER. v S $ 4 5 Ὁ €» Ὁ 0» * o» ὦ Ὁ o 9 [s ο ὁ Ὁ 12 
------- 
-3 CM100830 . LINE ASSEMBLY (FAKB) . . . ice e a ee eee ee κ ο ο ο «ο 1 
ATTACHING PARTS 
AN3-4A je BOLT -- arse Se ray m ο OU De E ven ὁ rm ο oe εν ο S. Fes, ϱ ἐφ A 4 
M ---ᾱ--- 
181-40016 . GASKET, Engine aft frame fuselage station 263-11/16 breather . 1 
-4  AN8B21-16D - SELBOW I P wo ve ο αι x m SK Romo) oe mS ue E RW ΙΕΡΗ 
-5 AN821-8 ip CREBOW. Quem novere ir ver d e ML 3 5 : ses ο, 
-6 ` AN4 -13A . BOLT. Ac ον E- ub lecker tu. Ie ct ta * s 1 
AN960D4 16L eo WASHER. (0 026 € Q SE a aa š * “š Se κά tec E . . "ET 2 
AN365-1032 T NU μα ap ES Ta tag ka ο... ο νε cr My 
-7 43688-200 . COUPLING, V-band (MAR). . . . . . . κ νε «εν. 3 XE | 
165-53532-5 . RING, Heat and vent system air duct sealing "O". z se 1 
-8 181-40018 `. HOSE ASSEMBLY, Engine fwd sealing vent ............ 1 
-9 181-42028 . DUCT ASSEMBLY, Top section engine compressor leakage air ..... 1 
-10 16801 . COUPLING, 1/4 quick coupler special 40° V-band (MAR) . . . . . 1 


Revised 15 September 1953 RESTRICTED 487 


Section ΙΙ _ SECURITY INFORMATION - RESTRICTED 
Group Assembly Parts List AN 01-60JKB-l 
POWER PLANT (Cont) , 


B-181-42-5 


FIGURE 281 - COMPLETE ENGINE AND ACCESSORIES ASSEMBLY 
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SECURITY INFORMATION -— RESTRICTED 
AN 01-60JKB-4 
POWER PLANT (Cont) 


Section. ΙΙ _ 


Group Assembly Parts List 


FIGURE & ` PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 NOMENCLATURE PER ASSY.. CODE 
281 * 181-42001 ENGINE AND ACCESSORIES ASSEMBLY, Complete . . . . . . s: te ο ὁ REL 

(see figure 280 for next assembly) 

No Number . FORWARD ENGINE ACCESSORY SECTION. ... ο αφ de = Ὃν . Ref 

i (see figure 281 for detail breakdown) 
No Number ; AFT ENGINE SECTION BLANKETS TAILPIPE AND ACCESSORIES. . . . . Ref 

(see figure 285 for detail breakdown) 
No Number . RH SIDE ENGINE ACCESSORIES. . . ον LM e o. uw Ref 

(see figure 282 for detail breakdown) 
-1 181-42006-3 COVER ASSEMBLY, Engine accessories section two piece . . . . . 1 

(see figure 283 for detail breakdown) 
-2 181-42006-5 . COVER ASSEMBLY, Engine accessories section two piece . . . . . 1 

(see figure 283 for detail breakdown) š 
-3 AN919-19D . REDUCER. . . . e, eds M ENDE MERC 1 
AN6290-8 . GASKET, Straight thread tube fitting Doss. 3 es JU Sete salad Fete 1 
-4 JATGE2 . ENGINE (GFP)... $us ο ας. dou ux Sp τῳ VR γω 1 
-5 172-42050-9 . FITTING, Engine main trunnion. ο... "e" ο” 1 
ΑΝΘΗ1ΙΟΑ ` ο dad WR sm si ο ο ue μ.ο i. esce 8 
AN960 -816 - . WASHER. . . . . Ete casual ο... 
-6 181-12002-3 FIREWALL ASSEMBLY, Engine “attaching upper. E š ae eget 9n ue 1 
-τ 181-42002-À1 . SEAL, Firewall assembly engine attaching upper. Sle eens 1 
-8 AN520-10R10 . SCREW. ... š E Se 2 
-9 181-42002-5 . FIREWALL ASSEMBLY, Engine "attaching lower. P RET 1 
-10 181-42002 -43 w SEAL, Firewall assembly engine attaching lower. PE wah: cere Ge: 1 
-11 AN520-10R10 2 ο e gs el a he ο ο P X RR ELO. aQ "EE Wi Je pee de E ves 2 
-12 ΑΝ3 -6Α D- “BOLTS. (ctf. eee ος en ae š ὃς á ο ο ww: tal” ce 2 
AN960D101 +: WASHER. ος οὐ το ειν de ERN š i Uie e ο Weir Ó. 
AN363 -1032 o> NUT S x Gite as S a S S νο Re W: a a u A ra ο YY fey «τῳ d rw us 2 
-13 AN4H6A s BOLD; om Que cts scetur < LTD I k EE ES 3 
-14 ANQ60C416L o>, WASHER: ¿72 we e 8. ei tac wae Αλλο ο ο ερ 
-15 AN363C428 . NUT... š DEC DOSE CE Qe Mo W. S S ue E TAE 3 
-16 181-42003 . ASPIRATOR ASSEMBLY, Engine aft frame breather. Tatae ALI us 1 
-17 151-42304 . GASKET, io un aft frame oil breather elbow. . Φε ο) vestes ὁ 1 
-18 4627-7 . "O" RING (PA). ο eredi! utra ar Ας ο αυ” 1 
-19 AN815-8 . UNION. . . . . νι ια. S μον ρῶν ᾱ 
-20 181-47004-17 . LINE ASSEMBLY, Engine "oii “and fluid "drain syste Miu fal Vn ᾱ- «ον ere 1 
-21 151-42047 . TUBE ASSEMBLY, Engine drain. . . . . . . . + + + < < s + eee 1 
-22 AN815-8 . UNION . . . &- JE. 039.709. ο ^ IB ο ο ο IS Ql. 1 
176-31926-10 . SUPPORT ASSEMBLY, “Engine forward MOUNT ois. ds. er le το 1 
-23 NAS337A13 . . BOLT, 100? close tolerance high strength 7/16-20. . . . . . 2 
-24 176-31927-13 . . BEAM ASSEMBLY, Engine forward support . . . . . . , s + s 1 
-25 176-31927-11 - + . CAP BEAM ASSEMBLY, Engine forward support. . . . . . e . 1 
-26 ANQ44-101 hae, vus -PITTING Q S ç x ο Iq MR 1 
-27 176-31928 . . SHIM, Engine forward "support "beam assembly. ο ο ο T 
-28 176-31929-3 . . FITTING, Engine forward support ball. . . . , . a . + . s ο 1 
-29 AN365-720 $5 ο fete ASL το ο ο Fhe Sorat es rim ᾱ- ὅς cet Gee en . 
-30 AN316-8 p OS OS S Se os Mae cacti Mev Sh ο ο εφ” Gh ο 
-31 176-31930 . FITTING, Engine forward support adjusting . +U ο 1 
-32 176-31932 . PIN, Engine forward support link. . . . .. M LEE: 1 
-33 AN960C716 . WASHER . . . . "e NE ee 1 
176-31931 . LINK ASSEMBLY, "Engine forward support upper m 9: αν w 1 
-34 176-31931-3 FITTING, Link assembly engine forward support upper. κ. τ 1 
-35 151-42048 - . BUSHING, Engine upper forward ΠΠ support Wrist p uir pa 2 
-36 NAS51-62 s . RING, External retainer. . . Sermon rp S 2 
-37 151-42035 . + . ROLLER, Engine upper forward steady support. ^ PENECTUS 2 
-38 AN8HTA s BOLD: μις ο lal Yel coe τι κα. “ἘΔ ie KATY a . š“, iu 08 — ο of 
-39 AN960-816 . WASHER. ... E owe . Sy δν. ore ogni 4 
181-51142 SWITCH INSTALLATION, òil pressure instrument POP ew £e ve ο Ref 
-40 181-51109 . SUPPORT ASSEMBLY, Oil pressure switch. ond. aub e hw w 1 
-41 AN960D416 a . WASHER... ὁ ο . ὁ ο ο ο PE š: a Us POEM ὃν Fa) Ve 3 
-42 ΑΝΤΗ-3 » "e οι ος. 6: male je ve "EE e. oras. "P ο... 3 
43 ΑΝΟΘΟΡΒ aoue WASHER: ee at ον ο ο Ἡ S De UR Oe ὦ --- πο ees v 2 
-44 AN515-8R8 . . SCREW. . . « . . CA CEP EE 2 
-45 410-15L143 ` | OIL PRESSURE SWITCH (sm) . pev " e DA 1 
-46 AN6290-4 ο GASKET, Straight thread tube fltting "boss . Sure » 1 
-47 AN924 -4D ` NUT. 2-240 uw 3.4.0): ee S8) (ὁ, TV ο... ele. Tu 1 
-48 AN837-4D « ELBOW. . . . . Sy Sop, oh, Ca ora 1 
-49 AN6264 -4-27-1/4 . HOSE ASSEMBLY, “Detachable end fitting type swivel fittings. 1 
medium high pressure fuel oil and coolant 
ATTACHING PARTS 
-51 AN8H6A z^ BOLT: unes ο Ah ο OR CLE Ye νὰ 4 
AN960D816 ot, WASHERS δ; Z κ SSO Eu. ee Νο γενών Ομ Nat fes ite: κ ag š λα 4 
NOTE: * Q.E.C.A. 
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f FIGURE 282 - RH SIDE ENGINE ACCESSORIES 
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ΑΝ 01-60JKB-4 


POWER PLANT (Cont) 


Section 


, 


Group Assembly Parts List 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 6 7 ' NOMENCLATURE PER ASSY. CODE 
202 No Number RH SIDE ENGINE ACCESSORIES (see figure 291 for next ο 3 Ref 
-1 ' 181-42022 SEAL ASSEMBLY, Engine air inlet . . m 1 
181-42021 . . SCREEN, Engine compressor compartment cooling air. ws 12 
AN4 -6A a BOLT b Xe κ x Ei s DN ue ο ος a a Bes ee ος 32 
ΑΝΟΘΟΡΗ 161, e. WASHER 2-5 9€ 1 0€ $9 9 o9 ie Ca ο a l ο s: ds 32 
-2 MS28741-12-33 . HOSE ASSEMBLY. . « « ο ο © ὁ « « eo ο ew ο š ç QU WU W ον 1 
-3 15585-12 . COUPLING HALF, Hydraulic self-sealing (AQ). s a ES 1 
181-42009 . FITTING ASSEMBLY, Engine main trunnion RH . " ev. Σελ 1 
-4 172-42050-7 š FITTING, Engine main trunnion. . zov - PED SEE URS 1 
-5 151-42082 . KEY, Engine RH main trunnion... on Ge, Cg Br Sq. τον o ae Se: 1 
-6 179-42011 . BEARING, Engine RH main trunnion ball. β΄ aens Sy ὧν ce ο η 1 
-7 2W1C33-34-32 . . WASHER, Plain (NA). Bo Kan πιῶ SU Μαν ο "CREUSE" 1 
-8 AN8H10A «x τμ ruo veu ο Let oi ο ee ο. er πο $* ᾱ tg 4 
-9 AN960-816 WASHER x oh: 2 Dog. sepes Rios mp «γιο.» φ' Say Pe; CL m Teh, em Vo οἷ fg core” 4H 
-10 181-4200 DUCT ASSEMBLY, Engine mid-frame side leakage air engine... H 
` attaching 
151-53381 . GASKET, Heat and vent system engine connecting. . . . . +, + + 1 
ANHH5SA ο BOUT gS) ae να xTM 4 
ΑΝΟΘΟΡΗ161, ο κ ο πμ Απ dr Shae Oh SOS say I EMI Sy. sg 4 
-11 181-42020 . BRACKET, Engine aft support hoist . . . . . .. ewe ας E s l' 
AN78A10 wv BOLT ο Sele ser ο 09 44 9 ο S. ce eg eol xs. vs $^. “Ἔ 2 
AN960-816 . WASHER. . oi) ae, Der ig dis 21:9: MU ie for ga ὁ 7 2 
-12 35534-2 I FIRE DETECTOR (EDI). ; $i ue ο ΝΗ asd: οφ 1 
AN515-6R6 Be, SCREWS ο τὸ A πι τι SD ντ ete WOE WA δε SP Sy ος AW ο nest tee ES 9 
AN960D6L x v WASHER 6+ e vues. uel Wes se colar 9. Ye a fos αὖ Wek ο ο s e Qa ie“, ὃς 4 
AN365-632 e VNUTS: x < E ο CR: a cau ον E eds Ίο» ἃ 2 
-13 181-53306 . HEAT AND VENT. SYSTEM EQUIPMENT INSTALLATION, Engine section . ‘1 
-14 ANHHHA ο. SBOLT ον E ow Ὅν Hos. ο ο ο IRE ο ο "e 8 
-15 ΑΝΟ6ΟΡΗ16 . . WASHER. . . . . ον Ves νεος τᾶς λείο δν ας νο, δε. Ses tev cs 4 
-16 181-53321 . . DUCT ASSEMBLY, Heat and “vent system engine compressor. . . 1 
attaching total air flow limit 
-17 151- -53381 . . GASKET, Heat and vent system engine connecting . . . . . + 2 
-18 181-53328 š SUPPORT, Heat and vent system system supply duct aft . . . ` 1 
-19 2W17-1016 x WASHER, Corrosion resistant steel (NA). . . . . é "P CT 1 
-20 AN924 -6 ee NUP e. iw. 9 Ses eu YY ο U Ss ο ο ο a oe, V A a ο 1 
-21 AN832-6 . UNION. . . ο es ia Lo fie a ο ο πο ορ μη 1 
-22 181-47004-33 . LINE ASSEMBLY, Engine οἱ] and fluid drain system. . . . . . . 1 
-23 AN822 -4 . ELBOW. . . aces Pei e a air Une s Ludo -ϕ- Sot se Caro: ο ο ο. 1 
-24 181-42023 . COVER ASSEMBLY, Engine compressor discharge air take-off. . . 1 
-25 AN96O0D416L ¿ WASHER ¿ ¿ v < 9 ον 9 hoe Wl qu 09 Q Se ο. 4 δ.:6 ὁ ge) eii. ue 4 
-26 MS28741-6-24 > “HOSE ASSEMBLY, pa Q ο S. se. a ο) 09S We τας eR eel Re «ὦ 1 
-27 181-47004-24 . LINE ASSEMBLY, Engine oil and fluid drain system. . . . . . . 1 
-28 AN837-10D , ἘΙΒΟΝ, MC 1 
AN924 -10D zt NUT E ae sila a ο ο ο ο ο ο AP. Da Er οβ- et ces Dee κι l 
AN6290-10 s e GASKET ο 1 e code cw wisi Ὁ, m eee Sel. eu να Car Re Herm, 16D ὃν 1 
-29 15585-8 `. COUPLING HALF, Hydraulic self-sealing (AQ). . . . . , + + + * 2 
-30 15555-12 . COUPLING HALF, Hydraulic self-sealing (AQ). . ep se e yes Le Ὁ 1 
-31 15595-4 . COUPLING HALF, Hydraulic self-seallng (AQ). . « + + + + + <+ * 1 
-32 15585-6 . COUPLING HALF, Hydraulic self-sealing (AQ). . . . + + + + + <+ 2 
-33 AN6292 -8-15-1/2 s “HOSE ASSEMBLY. a 2/2. € x € 54.) ὦ. Ὁ ταν cie de anch e m es H 
-34 MS28741-4-16 . HOSE ASSEMBLY. . . . να. ιν, ο ep Se SL Q£ δν. ey So cas 1 
-35 MS28741-6-17 . HOSE ASSEMBLY. . . . «ο s. c1 on faye W ne 2 e 7. m) d des c GS) 7 Q 1 
-36 MS28741-6-20-1/2 . HOSE ASSEMBLY. . . « . « + + + +  « » 9. « ee ee we ὁ ο ο 1 
-37 AN6292-8-22-1/2 . HOSE ASSEMBLY. . . . . . - + δ’ -ο- ὃν c.m AS ο P. Ge e 1 
-38 MS28741-12-18-1/2 . HOSE ASSEMBLY. . . . . . . . . wA ο δος, το ον ον αν πο rayo 1 
-39 AN815-4 Z UUNTONG 2 τῳ ος ie er a GP dee aos gts ο a να ος 1 
AN902 -4 πι εν a Su ο OS Ye 9.0 τοὶ ο ο ο ο. 1 
-40 AN775-5D s BOLT πο ο“ ο, p. ee Αἱ w c9 d; “ὁ teh eee ὁ 1 
-41 ` AN901-5A . GASKET. Ες Serie? ο Se τῶν. τῷ. her τα Ti Nep ο. 1 
-42 AN900-8 . GASKET . πο ου ο. 0. 5 9 9 ο 5 9 ο 39 9 c£ * $5 1 1 
-43 AN776-5D . ELBOW. . wp ὃς AU m Ὁ, “6; es Pe e φ- i 
-44 MS28741-5-25 . HOSE ASSEMBLY. Eu 8: The 084 n ο ο eg κο NO ET “ar ba uq 1 
-45 181-47023 - . FITTING, Oil cooler drain special . . . . . Qu aE eye νο NP Ra H 
€ -46 83001-1 DRAIN VALVE (KOE). .............:. Eos 4 Wie e 1 
-47 MS28741-4-50 . HOSE ASSEMBLY, . . . . . . $^ o 7 ιν 4 4. “4 E M. κκ I 
-48 AN783-6 v ΤΕΕ ο er k fal sei tee Je es) w ἐφ, ὧν 2# . ο ew « ο . 1 
AN919-6 SC -REDUCER e al ¿L 2 Z force ie lp wu e remp GU Raith: aQ Sele ὡς š 1 
AN6290-6 s GASKET . ο 0 ws Vh S QU XL a A. we eR gis A 1 
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Section 11. ° SECURITY INFORMATION — RESTRICTED 
Group Assembly Parts List ` AN O1-60JKB-l 


POWER PLANT (Cont) 


H-181-42-2 
FIGURE 283 -. ENGINE ACCESSORIES TWO PIECE COVER ASSEMBLIES 
Ν 
FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2: 3 4 5 6 7 NOMENCLATURE PER ASSY. CODE 
283 ENGINE ACCESSORIES TWO PIECE COVER ASSEMBLIES 
181-42006-3 . COVER ASSEMBLY, Engine access section two-piece . . . . . . . Ref 
(see figure 281 for next assembly) , : 
-1 181-42017 . . DUCT, Engine access cover generator cooling air center . 1 
-2 AN737RM114 gee ue ο a a^ ἃν ar ean oa a ο ο ο BS ek E Ve 3 
-3 146-53321 . . CONNECTOR, Heat and vent system duct . . . . . . e . + 1: Z 
-4 181-42018 . . DUCT ASSEMBLY, Engine access cover generator cooling . 1 
5 air aft : : 
-5 151-42019 . . SEAL, Generator air duct . . . . " 1 
-6 AN2-2A Ç w e BOLT νο ο QU a uio a ae se. 28, Je ος . V aspe: ας -“ 4 
-ἵ AN960D10L ae . WASHER . . .. . «^ ο ὁ ὁ ὁ ew ὁ * x ον 8 
-8 AN365-1032 E" BINT ¿ ek CQ G 09 «κια τω, ὁ, τὰν το S Ya ss ο. 4 
-9 181-42006-55 5 . STRAP, Duct assembly engine access cover generator . 1 
cooling air aft 

-10 181-42006-57 . , PIN, Engine access section cover retainer ..... 3 
-11 AN960-416L ie bp WASHER: ντ rus pa Matte eg ο ο dL ub Tara 3 
-12 151-42013 . . SPACER ASSEMBLY, Engine access cover retainer . . . 3 
-13 151-42012 . + WASHER, Accessory cover retaining bolt . πο 3 
-14 151-42006 2 . BOLT, Engine access cover retainer . . . . . . . . + + + . 3. 

181-42006-5 . COVER ASSEMBLY, Engine access section two-piece . . . . . . . Ref 
. ᾿ (see figure 281 for next assembly) f ΄ 
-15 170-42030 . . PIN, Engine access section cover assembly dowel . . . . 2 
-16 NAS43DD4-32 ; x “SPACER; Screw and Dort . i0. 56:40 I a a vn -ᾱ 2 
-17 AN960D416 . . WASHER . + . £4 e x 9 ὁ ὁ 09 c6 4^ 9 9 wS m a ὁ 09, we 6-6 2 2 
-18 AN365-428 μα te QUY ος Panu Fa; As rT κο e Me sby ο 2 
-19 181-42006-57 . . PIN, Engine access section cover retainer .. 3 
-20 AN960-416L ος WASHER U ZS e πο ο ο OU De E DES a ns ee ats 3 - 
-21 151-42013 7 . SPACER ASSEMBLY, Engine access cover retainer 3 
-22 151-42012 . . WASHER, Accessory cover retaining bolt . A νο Se 3 
-23 151-42006 z . BOLT, Engine access cover retainer . . . . . . . + + < 3 
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SECURITY INFORMATION — RESTRICTED 
AN 01-60JKB-4 


POWER PLANT (Cont) 


FIGURE 281 - FORWARD ENGINE ACCESSORY SECTION 


Section 1 . 
Group Assembly. Parts List 


H-181-42-1A 


PART i UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 ó 7 NOMENCLATURE PER ASSY. CODE 
284 No Number FORWARD ENGINE ACCESSORY SECTION (see figure 281 for next assy) . Ref 

-1 No Number TRANSMITTER, Fuel flow ΠΡ ΓΝ carr} oe 29 9 2 eee 1 

-2 AN934 -22 è PACKING: è l 04 3. o9 QU α Κος E EQ we inte WU. Ὄφις τα 2 

-3 ANQ24 -16D "OPE 5. 2. ο ο ^ : «ο ὁ eo IS -ᾳ 2 

-4 1175-42020 . FITTING, Fuel flowmeter "LEE 2 

-5 181-58643-3 HYDRAULIC EQUIPMENT ASSEMBLY, ` Pump variable delivery .... 1 

-6 181-58643-5 HYDRAULIC EQUIPMENT ASSEMBLY, Pump variable delivery .... L 

: AA32515L2 PUMP, Hydraulic variable delivery (VI) ......... 1 

-T AN6290-4 és “GASKET: 0 ο ο Sel fala. co bie eh trv Gor one. Vh irte E ο ο 2 

-8 5R15-4 . RING, Spiral back-up (ΝᾺ). ............... 2 

-9 AN6289 -4 v fon NUDE ΜΑ ος ο ών By teh cerei: Ἶρις 2 

-10 105-00338 δ΄. £e TEE (WH) ο 5e ο Glide I vaste ee μα di 

-11 AN6290-8 5,“ GASKET, Cio qos es δι. ῳ Se 920 9.0) -ᾱἳ «ὁ; Ὁ a 5 9 9 95 ο ὁ ὁ ο 2 

-12 5R15-8 - + RING, Spiral back-up (NA)... .. ........... 1 

-13 AN6289 -8D $22. ο ασ SAM PEU ο ο e aD INC tw ao να ο 

-14 AN833-8D s. Ux BLBBOW o Q4 00. ues. ven ο E οφ) e hua aE ETUR a eaa ἐν 1 

-15 AN6290-6 š ο GASKET ο ο s U o re eS al q at asna ge, esce; by foo Ὅτ -αἴτα ara, 

-16 5R15-6 . + RING, Spiral back-up (ΝᾺ)... .. .. ç s s< 08 s ees 2 

-17 AN6289-6 a bese, NUT. Q iA Ue ο μα 87 δ πο, ca ος Μαρ αμ. 

-18 AN833-6D «e GC ο Ww. ae Fate ay S Tre, Sr oy We Ze r^ Re ο wis Cal E Lc UIS. ape he 2 

-19 AN6227-11 νυν. 9) woods fe ο ο aso Fan Rosen Q War eN ar AE oe 1 

-20 147 -58248 - + ELBOW, Hydraulic special universal fitting . . . . . . .. 1 

-21 130-58449 . . BOLT, Hydraulic special universal fitting , ...:. , e 1 

-22 MS21908D4 " ELBOW ,.- 4-3 x x Ὁ ὁ τεῳ -ῷ να c9 9 < je c s S e oo le H 
ΑΝΠΟΙΗΙ -1 9 GASKET tac" X "ua 2 

-23 181-58838-55 . LINE ASSEMBLY, Hydraulic fuselage sta 181-236 drain elbow . , 1 

at pump coupling seal drain to tee at flight control 
pump coupling seal drain. 

-24 35534-2 . FIRE DETECTOR (EDI) . . . . . . +, . ο + 9 e ο e ο ^ ο e 1 
AN515-6R6 Q. CBORBW y yr seals e ο RE ues Sess SS πο... 2. Φ. w h. I ὁ -ὁ- ᾱ 2 
AN960D6L . WASHER: poa 4-2 € $ok € 9 4097€ uw Ὁ ω Yel i e vorm we cm eye Xo wo le 
AN365 -632 oo ENUT ovs s οἱ Te ο ο (m^ ϕ eS * £ € 4 » Sw «Ὁ ὁ 4 ο ος 8 2 

-25 176-42031-5 . RING ASSEMBLY, Engine accessory cover retainer PE 1 

-26 176-42031-3 . RING ASSEMBLY, Engine accessory cover retainer 4.8. we ces oe 112 1 
ANUHHA Sr BOLT s kU t coh teh a wis cm um ee S S Fea e ete vu wl WU ο... 
AN960DA16L . WASHER . . ww uerus er de tere RIF ANIM, πώ.» 4 

-27 181 -42007 . SUPPORT ASSEMBLY, Engine fuel flow meter . . . es , . + + ο 1 
ANHHHA ο ΜΕ ο S ce. US ο Ρα ο sa De. IL Mes μαι ώς 3 
ΑΝΟΘΟΡΗ 161, . WASHER =a. G2 0$ coer Bap nest deo Sas Dee S Pay wiles, el! wh aan IO RAE AS ου 3 
ANHH5A s BOLT 2 25 ο κο rui x "νην e NL πρ. 2 
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H-181-42-3 


FIGURE 285 - AFT ENGINE SECTION, BLANKETS, TAILPIPE AND ACCESSORIES " 
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SECURITY INFORMATION — RESTRICTED 


AN 01-60JKB-4 


POWER PLANT (Cont) 


Section. II _ 
Group Assembly Parts List 


UNITS USEABLE ON 


FIGURE & PART 
INDEX NUMBER NUMBER 1 2 3 4 5 ό 7 NOMENCLATURE PER ASSY. CODE 
285 No Number AFT ENGINE SECTION BLANKETS TAILPIPE AND ACCESSORIES: . . . . . . Ref 
(see figure -281 for next assembly 
-1 176-42025-3 RING ASSEMBLY, Engine aft turbine flange gas diffuser upper . 1 
-2 176-42025-5 RING ASSEMBLY, Engine aft turbine flange gas diffuser lower . 1 
-3 5B18C22A BOLT, 1/4-28 corrosion resistant (NA) . . . . . . . EE EE 4 
-4 2W1C17-18-32 WASHER, Plain (NA). . . . . . 4. eee se as Q on s . š 12 
-5 146-34352 SPRING, Auxiliary landing gear door lock emergency. a Ñ 4 
release cable bungee 

-6 AN363C428 NUT. . Which Ea re EX ies Mes PP L P τὸν, ο US BP Q Su wO ο ο ο” 4 
-T 191-51078 THERMOCOUPLE INSTALLATION, Engine exhaust temperature... . 1 
-8 4-51751-14 *1 BLANKET ASSEMBLY, Engine exhaust tailcone upper (FAHJ). ο. 1 
BL10038-14 *1 BLANKET ASSEMBLY, Engine exhaust tailcone upper (JM). ur 1 
13-21204-2 *1 BLANKET ASSEMBLY, Engine exhaust. tailcone upper (TMH) ç 1 
-9 4-51751-16 *2 BLANKET ASSEMBLY, Engine exhaust tailcone lower (FAHJ). 1 
BL10038-16 *2 . BLANKET ASSEMBLY, Engine exhaust tailcone lower (JM). . . . . 1 
13-21204-4 *2 . BLANKET ASSEMBLY, Engine exhaust tailcone lower (TMH)... . 1 
-10 4-51751-6 *3 . BLANKET ASSEMBLY, Engine exhaust tailcone forward upper (FAHJ) 1 
BL10038-6 *3 . BLANKET ASSEMBLY, Engine exhaust tailpipe forward upper (JM). 1 
44 -21181-6 *3 . BLANKET ASSEMBLY, Engine exhaust tailpipe forward upper (TMH) 1 
-11 4-51751-8 * . BLANKET ASSEMBLY, Engine exhaust tailpipe forward lower (FAHJ) 1 
BL10038-8 *4 . BLANKET ASSEMBLY, Engine exhaust tailpipe forward lower (JM). 1 
44-21181-8 κ BLANKET ASSEMBLY, Engine exhaust tailpipe forward lower (TMH) 1 
-12 4-51751-10 *5 . BLANKET ASSEMBLY, Engine exhaust tailpipe aft lower (FAHJ) 1 
BL10038-10 *5 , BLANKET ASSEMBLY, Engine exhaust tailpipe aft upper (JM). ë 1 
44-21181-10 *5 . BLANKET ASSEMBLY, Engine exhaust tailpipe aft upper (TMH) i 1 
-13 4-51751-12 *6 . BLANKET ASSEMBLY, Engine exhaust tailpipe aft lower (FAHJ). . 1 
BL10038-12 *6 . BLANKET ASSEMBLY, Engine exhaust tailpipe aft lower (JM). -1 
44-31181-12 *6 . BLANKET ASSEMBLY, Engine exhaust tailpipe aft lower (TMH) 1 
-14 191-42100 . TAILPIPE, Engine exhaust. wis ο 29 VE. wo OTe ey Φα. εφ. Te. ak Se 1 
í -15 161-12111 . . RESTRICTOR, Engine tailpipe temperature adjusting 22-1/2 1 
-16 161-42112 . . RESTRICTOR, Engine tailpipe temperature adjusting 45°. . 6 
-17 7S14-428-12A `. . SCREW, Roundhead corrosion resistant (NA). . . . DE 14 
-18 O428AF10 . . NUT, High temperature (DLR). . . . . $e e hd S tates 14 

NOTE: *1 Items marked thus are interchangeable 

*2 Items marked thus are interchangeable í 

*3 Items marked thus are interchangeable 

χα Items marked thus are lnterchangeable 

*5 Items marked thus are interchangeable 

*6 Items marked thus are interchangeable 
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FIGURE 286 - ENGINE OIL SYSTEM INSTALLATION 
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AN O1-60JKB-À 


POWER PLANT (Cont) 


Section. II _ 


Group Assembly Parts List 


FIGURE & PART UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 $ é 7 NOMENCLATURE PER ASSY. CODE 
2 18901-47001 OIL SYSTEM INSTALLATION, Engine (see fig 89 for next assy) . Ref 
-1 184 -47002 . TANK ASSEMBLY, Engine oil complete. . . . TEE : 1 
(see figure 287 for detail breakdown) : 
-2 181-47014 .. STRAP ASSEMBLY, Engine oil tank support complete. . : 2 
ATTACHING PARTS 
AN365-428 e NUT. a Gide. ees “ὁ; ὃν. ᾱ "T $e AS os 1 
ΑΝΟΘΟΡΗ16 o WASHER , wow sos . + Ὁ Š. ο ESAE NC os 2 
AN4-7A . BOLT. ECT yp ο S χρη QUYA Tey ὃ < ë E ws EXE ^ us 1 
AN320-5 xxv NU πο AG ο ο” 5 ARS s; A $e "n 1 
AN960D516 WASHER . . . . . . . an š « sug š 5 ES a, ο 2 
AN25-25 BOLT . 4 6 23. 4 9 pose το. ο 1 
deos F dr im a 

-3 AN8031 -8-103 £ cx ο ο σα ο ο Ρο DR Eo, ee ë BN ay Ye Dt eg 1 
-4 NAS27 -4-22 . . TURNBUCKLE, - Tank strap . ................. 1 
-5 AN486-2 oy xw ο ana x eh. 2 ve hec m. μον. LX X? SP te 1 
-6 181-47015 + + STRAP ASSEMBLY, Engine oil tank support. . . NOU Sa 1 
NAS25-4L P d TRUNNION, Tank strap threaded . . EDEN 1 
T 181-47024 . LINE ASSEMBLY, Engine oil tank vent valve attaching M. tore 1 
-8 3H2L10-15 . HOSE, Low pressure (NA). . ο μμ νο ντ are 1 
ANT3TRM30 . CLAMP. . . . ο ο μι ue Sie μα Nabe ιν σᾶ; αν og "DU ME 2 
-9 2H2L8-13 . HOSE, Low pressure ` (NA) ; ea eR EPUM ο ατα 3 
AN737RM30 e COLAMPZ ¿ ο ου Sek eh De ey 8 e Tere DELIS e ares o x 6 
-10 181-47004-21 . LINE ASSEMBLY, Engine oil tank vent intermediate. ο. 1 
-11 184-47004 -7 + LINE ASSEMBLY, Engine oil tank overboard vent attaching . . 1 
` -12 9555-16-33 . HOSE ASSEMBLY, Four hole flange to AN swivel (AQ) . . . . . 1 
-13 ΑΝΡΗΤΑ . BOLT... OEC SS ὃς τον iei d'ou. E ο fed Me. auae) 4 
2000AC5/16 ` LOCK-O-SEAL (WFRC). | . UL DN COS A NE n 
-14 181-47009 . GASKET, Engine oil tank outlet. Shoes PES Αα. v. 5» 1 
-15 AN6271-12-24 . HOSE ASSEMBLY. . . « . . . . e) cw w " VC. eI ην l^ 1 
-16 AN833-12D s ELBOW: Qoa cer eS ew se ^ αν a a di ο ο αμα 1 
` ANQ24-12D = NUTS 2 νο ο € e OA δν ον S ο. Ὁ " $$. Ç NOI e 1 
: AN6290-12 . GASKET... . cows WU DECORIS AN o οψ Ὁ Ὁ; ç o δν V. ode 1 
-17 3H28-15 . HOSE, Low pressure ` (NA) mos dodi Ὁ uh SF aed Se uie osse: " 
AN737RM30 "^ CLAMP. . a> wi < SO Ee. Sy Es Ss «ὦ 2 
-18 181-47004-29 . LINE ASSEMBLY, “Engine oil tank” overboard drain. | | . . πο 1 
-19 AN815-8D # MINIONS sO 4 5. 0 o ο ο ο ο ο αμ” 1 
-20 MS28741-8-14 i HOSEI Susu ο ο ay aes. Gel “BP wes w: Sooo Bh. BE E ceo Sate SS 1 
-21 32151 » VALVE, Drain (KOE)Z S bs 2 ο ο Fe WS Yel dec he. So ο μη 1 
AN924 -8D s ΝΕ on οι S ty Ie τς eis te. feet ο m wd Dm tel ele lex OMe ορ ο AT ο τὰ . 1 
AN6290-8 αι ο αν ρα eiue, wis waver νο μυ Dor lg 1 
-22 3H216-21 . HOSE, Low pressure (ΝΑ) . . « . . + + + + s s eee twee 1 
AN737RM22 qs CLAMP $ ο τοί απ αν sc wes SP Stee te ο S eval. NS gta μα 2 
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H-181-47-2A 


FIGURE 287 - COMPLETE ENGINE OIL TANK ASSEMBLY 
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AN 01-60JKB-h Group Assembly Parts List 
POWER PLANT (Cont) I 


FIGURE & PART . 3 UNITS USEABLE ON 
INDEX NUMBER NUMBER 1 2 3 4 5 ó 7 NOMENCLATURE PER ASSY. CODE 
287 181-R7002 TANK ASSEMBLY, Engine oil complete (see fig. ene for next assy). net 
-1 ΑΝΙΗΤΑ BOLT . . κκ ο ον wan ο SE S i E é w 
200AC10 ` LOCK-O-SEAL (wire): E š NIRE 
-2 SA8256C . VALVE ASSEMBLY, Oil tank vent (SAI) | ος. iM. ^ IP us 
181-47012. : . GASKET, Engine oil tank vent valve. . . . . . . + + EC ES, 
-3 ANHH6A e BOLT V3 ων id ceo etu E re eu Ye riel JS ΓΕ AE 10 
-4 200AC1/4 l LOCK-O-SEAL (WFRC). . . . σε. ae 16 
-5 181-47007 . DOOR ASSEMBLY, Engine oil tank access . . . . : e ΝΕ 
-6 181-47010 . GASKET, Engine oil tank access door . . .. . . .. την 
-7  181-4T7006 ; . RING ASSEMBLY, Engine oil tank'access door reinforcement. Zu i 
-8 ΑΝΦΗΘΑ & MBOLT "ν΄." wU SUS WSK fees dm au oe Redes G, S, UR δν λα), ον. ο τὰ 6 
-9 181-47036 . FITTING, Engine oil tank oil return. . . . . + + + v + ο» 1 
-10 181-17011 . GASKET, Engine oil tank return. . . qax Neu d τῷ Ὅν -ᾱ 1 
os -11 181-47033 . RING, Engine oil tank return reinforcement. EP ae 1 
-12 181-47034 . FLANGE, Engine oil tank return bolting. A .* Z: = Sç “δν, cs 1 
-13 AN6227-17 y. PACKING: a eie Gat eRe ο ον επι Fer AU YS ο. "e ew 5 2 
-14 181-47035 . SLEEVE, Engine oil tank return. ...... V ἃ $E S 1 
-15 AN509-8-9 . SCREM. . . ο NE edad, e. AW LER IV amu ο CN. 2 
-16 181-47008 . FITTING ASSEMBLY, Engine oil tank outlet. . . . . . —— € 1 
-17 181-47009-3 ` . GASKET, Engine o11 tank outlet. . . Sow. x QU TES 5 2 
Γ -18 181-47038 . RING ASSEMBLY, Engine oil tank outlet bolting D utr Socius x 1 
181-47029 : ROD ASSEMBLY, Engine oil tank sounding. .. ο n 1 
-19 181-47027 . . FITTING, Engine oil tank sounding rod attaching. iy ο EV 
-20 181-47029-9 . . PIN, Engine oil ‘tank sounding. .... wr Ce! tgs 1 
-21 181-47026 . . ROD, Engine o11 tank sounding. ... se e ος 1 
181-47029-7 . . ROD, Rod assembly engine oil tank sounding . sias ere προς 1 
-22 181-47028 a INDICATOR, Engine oil tank sounding rod lock. . . . . . 1 
-23 ΑΝΘΟΟΤ-Τ ο: PACKING 4-1 7. ue ο ο ο ο ο ο ο. 162094. 16 1 
181-47032 . CAP ASSEMBLY, Engine oil tank filler. . . . . . + + od: ee 1 
-24 NAF1925-2 A CAP, Fuel and oil tank filler. . . . , + + + < . Series ape 1 
-25 9C1-1-7 . . CHAIN, Bead (NA) . . . . . . AQ c" ο... 1 
-26 AN520-10-8 . y SCREW: ες $0 90 409.0 9, οἱ Re sU e DSL ο ΟΦ rep Leo «ᾱ ç W eo « 6 
-2T ΑΝΟΘΟΡΙΟΙ, ` .'" WASHER, κ. Ὁ. ὁ ο w Sual Q ον, ο cm AO] m oe ώς a Y hs "c 12 
-28 AN365-1032 . NT. .... "pacc" 6. 
-29 181-470h1 . SCUPPER ASSEMBLY, Engine oil tank fillep. ο ος - ws οι Bs et ᾱ- ο 1 
-30 181-47042 . FILLER ASSEMBLY, Engine οἱ] tank. . . ... + + + + + « eee 1 
-31 181-47016 . GASKET, Engine oil tank filler. . . A bw) Say: ened “So μον κ 1 
181-47045 . INDICATOR ASSEMBLY, Engine oil tank filler. So fac 2/0 eei 23-9. L8 i8, -ᾱ 
-32 181-47044 . . INDICATOR ASSEMBLY, Engine oil tank Piller arm . . « ὁ we 1 
-33 181-47043 . . BRACKET, Engine oil tank filler cap indicator. ...... 1 
-34- AN393-31 a wo GANG. & «ca ce 005 Bare oe ὃν e DES ORC WESS CX κ η αφ, νι Be È 
-35 146-4 7424 . . SPRING, Turbo oil filter cap lock indicator. ....... 1 
-36 AN960D10L ο WASHER Z; eiuf ma te cae re E gh VENERE Ss ean, ἃ; Ὥς de» ὦ, D ο Dee ar 
-3T 181-47003 . TANK ASSEMBLY, Engine oil... . , .. + s < < es ss es ο 1 
-38 181-47003-13 . . FITTING, Engine oil tank... Ὧν gj a ο ο” 1 
` -39 181-47039 . . FLANGE, Engine oil tank filler attaching Ce 2! 
-40 181-47021 . . FITTING, Engine oil tank hopper inlet. . . . . . . , + < . 1 
-41 181-47030 . . SUPPORT ASSEMBLY, Engine oil tank sounding rod . St uses 1 
181-17030-3 + + + TUBE, Engine oil tank sounding rod support. . w^ ow) Wu i 
181-47025 . . . FITTING, Engine oil tank sounding rod support ES 1 
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LOOSE EQUIPMENT 


FIGURE 288 - LOOSE EQUIPMENT AND GENERAL DATA INSTALLATION 
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Section__11_ 
Group Assembly Parts List 


SECURITY INFORMATION — RESTRICTED 
ΑΝ 01-60JKB-4 


Nomenclature 


FORWARD FUSELAGE FUEL CELL . 

DROP TANK PRESSURIZING VALVE . 
FORWARD FUSELAGE AFT FUEL CELL 
AFT FUSELAGE FUEL VALVE 
WING CENTER SECTION FUEL CELL 
WING CENTER SECTION FUEL VALVE 
INBOARD WING FUEL CELL . . 
INBOARD WING FUEL CELL FILLER 
DROP TANK FUEL AND PRESS 


e 8 Εἰ» + + + < + + 5 
` * 9 * e ο ο n 
`. ° s o e e 5 o’ 
* * > ° o9 s + 9 + ο 5n 
à 4 ^w Φ € ὦ 4: ο ὁ 


HO 


DROP TANK VALVE 


FIGURE 290 - FUEL SYSTEM 
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Group Assembly Parts List AN 01-60JKB-4 
SYSTEMS (Cont) 


Index No. Nomenclature Figure No. 
1 AIRSTREAM DIRECTION DETECTOR . . . . . . . . 122 : š ? 
2 ANGLE OF ATTACK RELAY .. . 122 
3 TURN AND BANK INDICATOR PRESSURE REGULATOR . 168 
4 PILOTS INSTRUMENT PANEL ... š « 183 
5 GYRO MAGNETIC COMPASS SLAVING CONTROL. 
PANEL . . ME 485 an 
6 GYRO MAGNETIC “COMPASS AMPLIFIER oh o ox x bee 
T PILOTS ANTI "G" SUIT FILTER ASSEMBLY . . . . 126 
8 FORWARD FUSELAGE FUEL TANK GAGING UNITS. . . 122 
9 FORWARD FUSELAGE AFT FUEL TANK GAGING UNITS. 122 
10 OIL PRESSURE INSTRUMENT SWITCH . . è . 281 
11 SLAVED MAGNETIC COMPASS CONTROL GYRO Ww wl os bee 
a 12 ANTI "G" SUIT VALVE ... . 125 
13 WING CENTER SECTION FUEL TANK GAGING UNITS z 35 
14 INBOARD WING FUEL TANK GAGING UNITS . . . . 38 
15 DROP TANK GAGING UNITS. . . . - + 37 
16 AIRSPEED PITOT STATIC TUBE BOOM ASSEMBLY .. 39 . 
‘17 SLAVED GYRO MAGNETIC COMPASS FLUX VALVE : ΄ 
TRANSMITTER . . . « + + + + s + +s + + + + 39 


H-181-51-21A 


FIGURE 291 - INSTRUMENT SYSTEM 
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STOCK NUMBER 
CLASS PART 
CODE NUMBER 
E1572-3 
E1581 
E1927 
E1927-3 
E1927-5 
E1927-7 
E1927-9 
E1930 
E1940 
E1942 
E1943 
E1944 
E1945 
E1945-11 
E1945-13 
E1945-15 
E1945-17 
E1946 
E1947 
. E1948 
E1949-3 
E1959 
E1960 
E1963 
E1964 
E1965 
E2552 
` T120 
T-121 
R82NA T158 
T191 
T268 
1276-10 
T271-30 
T278 
T308^ 
T309 
T310 
T462 
T463 
T464 
T465 
T466 
T466-15 
T467 
T468 
T469 
T470 
T472 
T477 
T487 
- T71 
'134-61073-2 
134-61074-2 
151-73073 
170-73074 
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Section Ill 


AN 01-60JKB-4 Numerical Index of Special Tools & Equipment 


SECTION Ill 


NUMERICAL INDEX 


DESCRIPTION 


CLEVIS, Hoist cable to ring attaching 

RING, Hoisting sling 

SLING ASSEMBLY AND INSTALLATION, Engine hoisting 
SLING ASSEMBLY, Engine hoisting i 

CABLE ASSEMBLY, Engine hoisting 

WELD ASSEMBLY, Engine hoisting 

WELD ASSEMBLY, Engine hoisting lower 

SLING ASSEMBLY, Airplane complete hoisting 

SLING ASSEMBLY, Fuselage rear section hoisting 

YOKE ASSEMBLY, Rear fuselage hoisting forward attaching 
YOKE ASSEMBLY, Rear fuselage hoisting aft attaching 

BOLT, Wing hoisting- sling 

SLING ASSEMBLY, Wing panel intermediate hoisting 

SLING SUB ASSEMBLY, Wing panel intermediate hoisting LH 
SLING SUB ASSEMBLY, Wing panel intermediate hoisting center 
SLING ASSEMBLY, Wing panel. intermediate hoisting RH 

SLING SUB ASSEMBLY, Wing panel intermediate hoisting upper 
FITTING, Wing panel intermediate forward hoisting 

FITTING, Wing panel intermediate inboard aft hoisting 

FITTING, Wing panel intermediate outboard aft hoisting 

CLEVIS, Wing panel hoisting 

FITTING ASSEMBLY, Fuselage station 52 forward hoisting 
BOLT, Fuselage station 52 and 235.188 hoisting 

FITTING ASSEMBLY, Fuselage station 235.188 aft hoisting 
FITTING ASSEMBLY, Fuselage station 235-3/16 aft hoisting 
FITTING ASSEMBLY, Fuselage station 52 forward hoisting 

RING ASSEMBLY, Airplane complete hoisting ` 

PROTRACTOR 

ADAPTOR, Protractor surface control 

PROTRACTOR ASSEMBLY, Surface controls - P 
CONTAINER ASSEMBLY, Protractor 

PIN, Fuselage to wing attachment aligning 

PEEPSIGHT ASSEMBLY, Fixed gun boresight target aligning 
RINGSIGHT ASSEMBLY, Fixed gun boresight target aligning 
BOX ASSEMBLY, Gun boresighting and alignment fixtures 
TOOL, Wing hinge pin removal 

HANDLE ASSEMBLY, Wing hinge pin installation 

TOOL, Wing hinge pin installation 

WRENCH ASSEMBLY, Wing joint attaching bolt 

TOOL, Wing fold manual unlock drive 

TOOL SET, Wing hinge pin installation and removal 

TOOL, Wing fold hinge pin installation and removal 
CONTAINER ASSEMBLY, Wing hinge pin instl and removal tool set 
BUCKLE ASSEMBLY, Wing hinge pin insti and removal tool set 
FITTING, Heat and vent system duct pressure test 

KIT, Boresighting and target aligning fix 

WRENCH ASSEMBLY, Fwd to rear fus attaching fitting upper torque 
WRENCH ASSEMBLY, Fwd to rear fus attaching fitting lower torque 
ADAPTOR, Wing joint attaching bolt wrench 

WRENCH ASSEMBLY, Wing joint 12" hexagonal attaching bolt 
TOOL ASSEMBLY, Fuel quantity gage co-axial cable sleeve 
PROTRACTOR ASSEMBLY, Surfare controls P1 
RING, Boresight target aligning sight 

CROSS HAIRS, Boresight target aligning sight 

MAT ASSEMBLY, Wing walkway 

HOOK ASSEMBLY, Wing walkway mat 


RESTRICTED i 


MICRO- 
FILM 
INDEX 
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Section Ill SECURITY INFORMATION — RESTRICTED 


Numerical Index of Contractor Parts AN 01-60JKB-4 
STOCK PART SOURCE FIGURE & TOTAL MICRO- STOCK PART SOURCE FIGURE & TOTAL MICRO- * 
NUMBER NUMBER CODE INDEX NUMBER QTY FILM NUMBER NUMBER ; CODE INDEX NUMBER QTY FILM 
E1088 288-12 3 R17HYAW E6442 M1 1 
E1026 288 1 E882 288-13 2 
R82NA E1926 1 RL28SB8 24 ` 12 
R82NA E1927 Ë 1 R12712-094-624 46-38 2 
R82NA E1930 1 TT-9145 1 
E1937 . ` 288-14 1 TT-9160-3 1 
R82NA E1939 1 TT-9160-4 1 
R82NA EK1939-1 288-16 1 TT-9190 1 
R82NA E1939-2 288-17 ES TT-9191 1 
R82NA E1340 1 TT-9192 1 
R82NA E1945 1 1C4-20-30 ΠῚ 
R82NA Ε1956 288-18 2 1F1-2 2 
E1957 288-20 1 1F31S 2 
E1958 288-11 1 1F3110S ` 88 2 
R82NA E1961 288-15 1 1F315S 2 
R82NA E1962 288-21 2 1F316S 2 
R82NA E1264 1 1F335S 1 
R82NA E1265 1 1J1 6 
R82NA E2510 2 IL1 1 
E2511 2 1L1-2 1 
- E2512 ‘2 R43 1N6-15 P 3 
E2513 4 IN$ 18 261-17 1 
E2514 8 1N6-22 211-12 4 
E2515-1 4 1N6-25 200-10 11 
E2515-11 Š 12 R82NA 1N6-30 178-15 8 
E2515-13 - 20 R82NA 1Ν6-34 250-7 2 
, E2515-3 12 R82NA 1N6-40 P 262-32 4 
E2515-5 4 1N6-42 212-21 4 
E2515-7 4 1N6-5A I 46-28 2 
F2515-9 4 1N6-56 62-14 16 
F2516 ; 12 : 1N7-10A 178-10 4 
E2516-3 © 12 1N7-12A 1 
E2517 2 1N7-13 262-20 4 
E2518 2 1N7-13A 212-4 1 
E2519 2 1N7-15A 62-30 4 
E2520 2 1N7-4A 132-5 2 
E2521 2 R43 1N7-5 P 261-9 4 
. E2521-3 2 INT-5A 46-27 8 
E2521-5 2 1N7-6A 48-50 4 
R82NA E2522 1 1N7-7A 277-19 2 
E2523-11 : 2 1N7-8 . 2 
E2523-13 ΄ 9 1N7-8A 200-24 6 
E2523-15 2 1N7-9A - 48-44 4 
E2523-17 2 ; 1N8-5 12 
E2523-19 8 R83NA 156 210-4 7 
E2523-21 4 R83NA 1P6S 48-9 20 
E2523-23 8 R83NA 1P62 P 48-37 64 
E2523-25 I 4 1P7 44-23 21 
E2523-27 2 1R11-6-035-524 4 
E2523-29 2 R82NA IR11-6-049-1032 145 4 
E2523-3 2 1R11-6-049-1032-2 1. 
E2523-31 2 R82NA 1R11-6-049-524 4 
E2523-33 2 1R11-8-035-482 4 
E2523-35 4 1R12-10-035-524 4 Ç 
E2523-37 2 R82NA 1ΗΙ2-{0-049-524 3 [ 
£2523-39 2 R82NA 1RI2-6-035-428 . 3 
2523-41 2 R82NA  1R12-6-035-524 139 13 
E2523-43 8 R82NA  1R12-6-049-524 3 
E2523-45 4 R82NA 1R12-8-035-524 2 
E2523-5 2 R82NA 1Β12-8-049-524 - . 42-40 9 
E2523-7 2: 1R12-8-094-524 2 
E2523-9 1 R82NA IRI2L8-049-524 3 
E2524 1 R82NA 1R12P12-049-524 137 7 
E2524-11 2 R82NA 1R16P12-049-624 3 
E2524-13 2 " 1R8P7-524 64 2 
E2524-15 R82NA . 1R8P8-524 2 
E2524-17 3 1R87-524 1 
E2524-3 1 .1R87-8-524 64-49 1 
E2524-5 1 . 1V4-05-30 194-55 2 
E2524-6 1 R83NA 1V4-10-20 s. š 3 
E2524-7 2 1V4-10-30 55-49 1 
E2524-9 1 1V4-12-30 214-23 3 
E2525 2 R83NA 1Υ̓4-20-30 180-4 5 
E2525-3 4 R83NA 1V4-44-30 i 185-3 3 
E2525-5 2 Ë 1V4-5-30 ` 55-44 2 
E2526-3 4 R83NA 1V7-10-32 : . 3 
E2526-5 2 1V1-18-30 4 
E2527 E 1 1V7-20-30 218-16 2 
E2528-1 2 ` 1V1-26-30 55-60 2 
E2528-2 >: 1V7-40-30 201-16 1 
E2528-3 ý 2 1V7-5 -30 191-24 1 
E2528-4 2 1W13B28-22-62 2 
E2528-5 ; 2 - 10B1-4-4-6 1 
E2528-6 2 ` 10C1-1-1 1 
E2528-7 4” 1051 -1-10 ΜΙ 8 2 
E2529 8 10C1-1-2 M1 1 
E2530 4 10C 1-1-3 3 
E2531 ; 4 10C1-1-6 M1 14 
E2532 4 10C1-1-8 M1 1 
E2533 2 10C1E1-3 M 2 
R82NA E2534 2 10C2A11-44 1 
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STOCK 
NUMBER 


. PART 
NUMBER 


10C2A14-5 
10CA6F6-Y4 
10C2B-17-75 
10C2B12 
10C2B13-1-34 
10C2B13-14 
10C2B13-2-56 
10C2B19-12 
10C2D2-13 
10C2D3-1414 
10C2D7-10 
10C2D7-8 
10C2D8-10 
10C2D8-12 
10C2D8-14 
10C2E10-30 
1251 
1282 
R82NA:  120-33144 
120-33548 
120-48528 
120-48546 
130-53446-3 
130-53447-3 
130-53448-3 
130-53455-3 
130-53455-7 
130-53455-9 
130-53456 
130-53426-3 
130-58449 
134-31908 
134-31916 


R82NA 


134-31925 
134-48331 
134-48332 
134-61073-2 
134-61074-2 
134-73313-11 
134-73313-3 
χο A 4205-11 
140-14205-3 
R82NA  140-14245-3 
R82NA 140-17115 
140-17210 


R82NA 
R82NA 


140-31012-3 
140-31026 
140-31029-11 
140-31030-3 


R82NA 


140-31049-3 


140-31050 
140-31936 
140-31936-3 
140-31936-5 
14042047 
140-52102 
140-52301 
140-52302 
140-52303 
. 140-52303-5 

R82NA 140-52304 

. 140-52307-3 
140-52308 
140-52309-5 
140-52451 
140-61094 
140-61094-3 
140-71041. 
140-71042 
140-71043 
141-47007 
141-56134 
141-56137 
141-56147 
141-56170 
142-33139 
142-33139-3 
142-33139-4 
142-52434 
144-54071 
144-54071-10 


R82NA 
R82NA 


R82NA 


R82NA 
R82NA 
R82NA 
R82NA 


144-54071-3 
144-54071-4 


SECURITY INFORMATION — RESTRICTED ` 


SOURCE FIGURE & TOTAL 
CODE INDEX NUMBER QTY 
1 
1 
1 
28-42 4 
Μι 1 
1 
Μι 1 
1 
1 
1 
2 
2 
3 
1 
1 
1 
2 
ΜΙ 5 
ΡΙ 74-5 3 
231-3 
Μι 244-6 1 
33-18 1 
33-19 1 
ΜΙ 178-8 -1 
. 78-7 1 
Μι 78-9 1 
78 1 
ΜΙ 1 
Μι 1 
Μ 78-11 1 
M 1 
P 284-21 ΄ 1 
Μι 89-12 2 
M1 89-13 3 
86-60 
Μι 92 4 
P 33-22 2 
P 33-20 2 
1 
1 
Μι 234-2 1 
M1 234-6 1 
A 15-2 6 
ΜΙ 6 
P1 | 6 
12-1 4 
M1 11-25 "32 
22-34 
12-8 
(Use 181-312215) | 6 
16-22 dE 
M1 75 4 
M 71-24 16 
75-59 
ΜΙ 71-23 
75-58 16 
M1 75-60 4 
M1 92-18 4 
MI 1 
Mi 1 
89-9 2 
P 135-15 1 
Μι 131-35 E 
B 131-40 1 
MI 131-39 1 
132-42 1 
Μι 131-38 1 
ΜΙ 1 
MI 132-40 1 
MI 1 
M1 167-33 1 
M1 83-18 4 
ΜΙ 83 2 
5 237 1 
237 1 
237 1 
ΧΙ 5 
ΜΙ 1 
268-9 1 
P 268-12 1 
268-26 1 
P1 74 2 
Xi 2 
Xi 2 
289-19 2 
M 242-36 10 
M 241-22 . 9 
242-31 
235-56 
M 10 
M 20 
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AN 01-60JKB-4 


STOCK - 
NUMBER 


MICRO- 
FILM 


ἜΒΖΝΑ 


R82NA 


R82NA 


R82NA 
R82NA 


PART 
NUMBER 
144-54071-5 
144-54071-6 
144-71097 
144-71098 
146-33149 
146 94055 
146-47424 
146—47434 
146 48241 


14651541 
146- 59321 
146-53321-11 
146-54071 
146-54071-11 


146-56306 
146-56310 
147—58248 
147-71085 
147-71086 
151-17055-1 


* 151-17055-2 


. RE2NA 


R82NA 
R82NA 


R82NA 
R82NA 


` R82NA 


R82NA 


R82NA 


R82NA 
‘R82NA 


RESTRICTED 


151 -31536 
151-31703 
151-33619 
151-42006 


151-42011 
151-42012 


151-42013 


151-42013-3 
151-42019 
151-42055 
151-42047 
151-42048 
151-42050 
151-42075 
151-42076 
151-42082 
151-42102-200 
151-42121 
151-42304 
151-43049 


151-47053 
151-48139 
151-51079 
151-51079-1 
151-51080 
151-51081 
151-52040 
151-523106 
151-523109 
151-523109-3 
151-52502-5 
151-53381 
151-53636 
151-53636-3 
151-54037-7 


151-54038-5 


151-58815-11 
151-71080 
151-71081 
151~71082 
151-73551 
152-31519-5 
152-52104-5 
153-48710 
153-48710-3 
153-487150-9 
153-54264-3 
153-54264-5 
157-16008 
157-18070 
157-18070-3 
157-23408 
157-23410-11 
157-23411 
157-23411-3 
157-23412 
157-23412-3 
157-23426 
157-24001-101 


151-24002-101 
157-24002-3 


Section lll 
Numerical Index of Contractor Parts 


SOURCE FIGURE & TOTAL MICRO- 
CODE INDEX NUMBER QTY FILM 
M 9 
M 18 
1 
1 
2. 
P 285-5 4 
M1 287-35 2 
Μι 1 
P 35-36 9 
26-42 
M 125 .1 
283-3 “4 
P1 1 
75-61 1 
3-24 2 
3-25 
(Use 181-56323) 1 
P 1 
P 284-20 1 
M1 103-47 1 
ΜΙ 103-52 1 
ΜΙ 12-2 1 
MI 12 1 
ΜΙ 20 
ΜΙ 76-23 2 
244-8 ` 2 
P 283-23 ` 6 
283-14 I 
M1 5 
M1 283-13 6 
283-22 
M1 283-21 6` 
. 283-12 
M1 6 
P1 283-5 1 
Μι 281-37 2 
P 281-21 1 
M1 281-35 2 
MI 4 
MI 280 2 
M1 2 ; 
M1 282-5 1 
P1 (Use 191-42100) 1 
M1 8 
P 281-17 1 
P 49-63 5 
130-13 
M1 1 
1 
M1 T 
ΜΙ 1 
M1 1 
M1 1 
P f 1 
M1 140 1 
M1 140-10 1 
M1 : 2 
1 
P 282-17 3 
86-52 1 
86 1 
Μι E 
156-9 
M1 : 2 2 
156-10 ss 
61-22 1 
M1 235-45 4 
M1 1 
`A 235-42 1 
M1 1 
Pi 20 
X2 135-9 1 
116-8 2 
P 3 
M1 4 
; 1 
235-32 1 
M1 14-10 4 
PI 21-29 16 
X1 21 16 
M1 66-7 2 
Mi 66-5 2 
P . 65-3 1 
M1 1 
P 65-9 1 
Μι 1 
Μι 66-6 2 
ΡΙ 65-22 E 
j 64-1 
xi 1 
M1 -1 
513 


Section lll 
Numerical Index of Contractor Parts 


‘STOCK 


NUMBER 


R82NA 


R82NA 


R82NA 


R82NA 


R82NA 


R82NA 


R82NA. 


R82NA 


R94NA 


514 


PART 
NUMBER 


157-24002-5 
157-24008-3 
157-24008-5 
157-24010-3 
157-24010-5 
157-24013 
157-24014 
157-24015 
157-24015-3 
157-24019 
151-24024 
157-24026 
157-24030 
157-24036 
151-24036-3 
157-24037 
157-24043 
151-24045 
151-24049 
157-24056 
157-24062 
157-24070 
157-24120-11 
157-24120-13 
157-24120-9 
151-24301-1 
151-24301--2 
157-24302 
157-24311 
157-24311-3 
157-24311-5 
151-24312 
151-24402-51 
157-24404-3 
157-24405-3 
157-24406 
157-24407 
157-24410 
157-24410-1 
157-24435-51 
157-24440 
151-24440-3 
151-24445-51 
157-24450 
157-24450-3 
157-24501-3 
157-24501-5 
157-24501-51 
4157-24502 
157-24502-3 
157-24503 
157-24503-3 
157-24505-3 
157-24506 
157-24508 
157-24509 
157-24510 
157-24514 
157-24514-51 
157-31107 


157-31939 
15957-33307 


157-33324 
157-33324-10 
157-33324-3 
157-33324-5 
157-33325 
157-33325-10 
157-33325-3 
157-33325-5 . 
157-33326 
157-33326-10 
157-33326-3 
157-33326-5 
157-33327 
157-33328-3 
157-33328-5 
157-33328-7 
157-49019 
157-43054 
151-51096 
157-51097 
157-52481 
157-58413 
157-58414 
157-58532 
157-61019 
157-61020 
157-71041 


SOURCE 
CODE 
Mi 
M1 
M1 
Μι 


SECURITY INFORMATION — RESTRICTED 


FIGURE & 
INDEX NUMBER 


65-23 
65-1 


65-24 
65-28 
65-26 
65-21 
65-25 
65-15 


65-30 
65-7 


65-29 
65-13 


65-14 


TOTAL 
QTY 


(Use 157-24514-51) . 


83-12 
78-31 


264-23 
252-15 
255-15 


259-28 
259-30 
.259 
259-26 
251-25 
259 
259-31 
259-29 


275-15 


131-19 
201-47 
201 
201-46 
222 
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AN 01-60JKB-4 


MICRO- STOCK 
FILM NUMBER 


R82NA 
R82NA 


R82NA 


R82NA 


R82NA 
R82NA 


R82NA 


R83NA 
R83NA 
R83NA 
R82NA 
R82NA 


R82NA | 
R83NA 
R82NA 


RESTRICTED 


PART 
-NUMBER 


157-71041-3 
159-48070 


159-52117-15 
159-52117-17 
159-52220-11 
159-52249 
159-53353 
159-53432 
159-53433 
160-31875 


160-73002 
160-73302 
161-14416-1 
161-14416-2 
161-14416-5 
161-14420 
161-17012 
161-17169-3 


161-17169-4 
161-17170 


161-17176-3 
161-17176-4 
161-17177-7 
161-17177-8 
161-17178-3 
161-17178-4 
161-17178-7 
161-17178-8 
161-17179-7 
161-17179-8 
161-31935 
161-31935-11 
161-31935-13 
161-31935-3 
161-31935-5 
161-31935-7 
161-31935-9 
161-42026 
161-42111 
161-42112 
161-48283 
161-48284 
161-48285 
161—48286 
161-48286-3 
161-48322 


161-54092 
161--54098 
161-58117 
161-58827 
161-58827-3 


` 163-48262 


163-48450 


163-520171 
163-54129-3 
163-54129-5 
163-54192 
163-54192-3 
163-54192-7 
163-54192-9 
163-54193 
163-54194 
163-58144 


163-587111 
163-58715 


163-587259 

163-587260 

163-587261 

164-16402-1 
164-16402-2 
164-16402-3 
164-16402-4 
164-16402-5 
164-16402-6 
164-16402-1 
164-16420-1 
164-16420-2 
164-16420-3 
164-16420-4 
164-16420-5 
164-16420-6 


SOURCE 
CODE. 


FIGURE & TOTAL MICRO- 
INDEX NUMBER ` QTY FILM 
: i z 
17-4 
115-41 


131-7 
150-39 
151-6 
151-7 
22-8 
11-56 


234-16 
13 
13 


13-7 
12 
12-25 
12-11 
12-4 
12-16 
5-10 
15-32 


92 


92-16 
92-15 
92-17 


285-15 
285-16 
33-28 
33-27 
33-24 
33-29 


. to 
οσο to tO to AM HH m m ge + m ee NN I o oa h Φον mMUOUD G N O a o Οσο 


33-30 
32-12 
-13-8 


< 
D 


m CO HM 59 N ID N m jip ` j, CO μα κα κα Ñ = 


119-12 


199- 21 
116-4 
116-14 
119-8 


168-23 
168-24 
163-6 


163-7 
163-9 
163-8 
95-47 
48-8 
138-54 
177-22 
201-12 
177-24 
171-21 
171-23 


N 
- 


ee ee A RA RA to to 


Revised 15 September 1953 


SECURITY INFORMATION — RESTRICTED | Section lll 


AN 01-60JKB-4 Numerical Index of Contractor Parts 
STOCK PART SOURCE FIGURE & TOTAL MICRO- STOCK PART SOURCE FIGURE 5 TOTAL MICRO- 
NUMBER NUMBER CODE INDEX NUMBER QTY FILM NUMBER NUMBER' CODE INDEX NUMBER QTY FILM 
165-14042-3 2 165-16005-95 Μι 1 
165-14042-5 2 165-16005-91 Μι 2 
R82NA 165-14221 P1 19-4 16 165-16005-99 Μι 2. 
23-11 + R82NA 165-16006-1 P 14-21 1 
165-14221-3 X1 23 16 R82NA 165-16006-10 M1 ' 1 
165--14221-5 M 32 ` 165-16006-11 Μι 2 
R82NA 165-14222-15 P1 24-45 4 ' 165-16006-13 M1 2 ‘ 
165-14363 Μι 4 165-16006-15 Mi 4 
165-14423 1 ` 165-16006-17 Μι 2 
165-14423-13 M1 4 165-16006-19 M1 E- 
165-14423-15 Μι 4 R82NA 165-16006-2 P 14 1 
165-14423-19 M1 1 165-16006-21 ΜΙ 2 
165-14423-21 M1 1 165-16006-23 ΜΙ 2 
165-14423-27 M1 1 165-16006-25 Μι 2 
165-14423-31 M1 š 1 165-16006-27 Mi 2 
165-14423-51 5-30 1 165-16006-29 Μι 2 
R82NA 165-16004-1 P 14-27 1 ` 165-16006-3 M1 2 
165-16004-13 Μι 2 165-16006-31 Μι 2 
165-16004-15 14 165-16006--33 Μι 2 
165-16004-17 M1 2 165-16006-35 M1 2 
165-16004-19 Μι 2 165-16006-37 M1 2 
R82NA 165-16004-2 P 14 1 165-16006-39 Μι 4 
165-16004-21 M1 2 165-16006-41 M1 2 
165-16004-23 Μι 2 165-16006-43 . M1 2 
165-16004-25 M1 2 165-16006-5 Μι 2 
165-16004-27 M1 2 165-16006-7 Mi 1 
165-16004-29 Μι 2 165-16006-8 Μι 1 
165-16004-3 Mi 2 165-16006-9 Μι 1 
165-16004-31 M1 2 165-16007-1 Μι 1 
165-16004-33 M1 2 165-16007-2 Μι 1 
165-16004-35 M1 4 R82NA 165-16012 P 5-27 10 
165-16004-37 Μι 2 165-16015-1 M1 14-25 1 
165-16004-5 M1 2 165-16015-2 M1 14 1 
165-16004-7 Μι 2 165-16015-3 Μι 1 
165-16004-8 M1 2 165-16015-4 M1 1 
165-16004-9 ΜΙ 2 165-16015-5 Μι ; 2 
165-16005-1 M1 ΄ 1 165-16016 Μι . 14-23 2 
165-16005-10 X1 1 165-16017-1 M1 14-18 1 
165-16005-101 Mi 2. 165-16017-2 Μι 14 1 
165-16005-103 Mi 4 165-16017-3 Μι 1 
165-16005-11 M1 2 165-16017-4 Μι 1 
165-16005-13 M1 2 165-16017-5 Mi 2 
165-16005-15 MI 2 165-16017-7 14-16 1 . 
165-16005-17 M1 2: 165-16017-8 14 1 ` 
165-16005-19 M1 2 165-16018-1 Μι 14-11 2 
165-16005-2 ΧΙ 1 165-16018-2 Μι 14-18 2 
165-16005-21 ΜΙ 2 165-16018-3 Μι 2 
165-16005-23 M1 2 165-16018-4 M1 ` 2 
165-16005-25 Mi 2 165-16018-5 Μι Α 
165-16005-27 Mi 2 165-16019-10 Μι 14 1 
165-16005-29 M1 2. 165-16019-3 M1 14-24 1^ T 
165-16005-3 M1 1 165-16019-4 Μι 14 .1 
165-16005-31 M1 2 165-16019-5 Μι 14-22 1 
165-16005-33 Mi 2 165-16019-6 Μι 14 1 
165-16005-35 Μι 2 165-16019-7 Μι 1 
3 .  165-16005-37 M1 2 165-16019-8 Ml. 1 
165-16005-39 M1 2 165-16019-9 Μι 14-14 1 
165-16005-4 Μι 1 165-16020-1 M1 6-66 1 
165-16005-41 Μι 2 165-16020-2. M1 6 1 
165-16005-43 M1 2 165-16021-3 M1 14-46 2 
165-16005-45 Mi 2 165-16021-5 M1 14-43 2 
165-16005-47 M1 2 165-16021-7 M1 14-42 2 
165-16005-49 M1 2 165-16021-9 Mi 14-39 2 
165-16005-5 M1 1 165-16022-1 Μι 14-41 1 
165-16005-51 M1 2 165-16022-2 Μι 14 1 
165-16005-53 Μι 2 165-16024-1 Χι 14-33 1 
165-16005-55 Μι: 2 165-16024-2 ΧΙ , 14 1 
165-16005-57 Μι 2 165-16025-1 X1 14-34 „1 
165-16005-53 M1 2 165-16025-2 X1 14 1 
165-16005-6 Ml: 1 165-16026-1 Μι 14-36 2 
165-16005-61 Mi 2 165-16026-2 Μι 14-37 2 
165-16005-63 Mi 2 165-16027-1 M1 14-38 1 
165-16005-65 Mi 2 165-16027-2 Μι 14 1 
165-16005-67 Μι 3 165-16028-1 X1 14-35 1 
165-16005-69 Μι 2 ` 165-16028-2 X1 14 1 
165-16005-7 Μι 2 165-16029-1 - ΜΙ 3 
165-16005-71 Μι 2 165-16029-2 Μι 3 
165-16005-73 M1 2 165-16030-1 M1 1 
165-16005-75 M1 2 165-16030-2 ` Μι 1 
165-16005-77 M1 2 165-16035-1 Μι 1 
165-16005-79 M1 2 165-16035-2 M1 1 
165-16005-81 Mi 2 165-16035-3 . M1 1 
165-16005-83 M1 1 165-16035-4 Mi 1 
165-16005-85 M1 4 165-16036-1 Μι 1 " 
165-16005-87 Μι 4 165-16036-2 Mi 1 
165~16005-89 Μι 1 165-16036-3 M1 1 
165-16005-9 M1 1 165-16036-4 M1 1 
165-16005-90 Μι 1 165-16037-1 M1 1 
165-16005-91 M1 1 165-16037-2 M1 1 
165-16005-92 Μι 1 165-16037-3 Μι 1 
165-16005-93 Μι 1 165-16037-4 Μι d 1 
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165-16038-1 M1 k 1 165-16401-8 Μι 1 
165-16038-2 ΜΙ 1 165-16405-1 ^ Μι 1 
165-16038-3 Μι 1 165-16405-2 M1 1 
165-16038-4 M1 1 165-16405-3 M1 1 
165-16041-1 ΜΙ 1 165-16405-4 M1 1 
- 165-16041-2 ΜΙ 1 165-16405-5 Μι 1 
165-16042-1 Μι 1 165-16405-6 Μι 1 
165-16042-2 M1 1 165-16406-1 - ` Ml 1 
165-16043-1 M1 1 165-16406-2 ` M1 1 
165-16043-2 M1 1 165-16406-3 M1 1 
165-16044-1 M1 PE o 165-16406-4 Mi 1 
165-16044-2 Mi 1 165-16406-5 ΜΙ - 1 
165-16045-1 ΜΙ 14-44 1 165-16406-6 Μι 1 
165-16045-2 ΜΙ 14-45 1 165-16407-1 M1 1 
165-16048-1 ΜΙ 14-40 1 165-16407-2 M1 1 
165-16048-2 Μι 14-41 1 165-16407-3 M1 1 
165-16052 : Μι 2 165-16407-4 Μι 1 
165-16053 M1 2 165-16407-7 M1 1 
165-16055-1 M1 14 1 165-16407-8 M1 1 
165-16055-2 M1 14 1 165-16408-1 M1 1 
165-16056 -1 Μι 14-26 1 165-16408-2 M1 1 
165-16056-2 Mi 14 1 165-16408-3 Μι 1 
165-16057-1 Μι 14 2 165- 16408- 4 ΜΙ 1 
165-160 57--2 Μι 14 2 165-16408-5 M1 1 
165-16058-1 Mt 14-19 2 165-16408-6 M1 ; 1 
165-16058-2 MI 14-20 2 165-16409-1 M1 η 1 
165-16059-1 MI 14 1 165-16409-2 Μι 1 
165-16059-2 Μι 14 1 165-16409-3 M1 1 
165-16060 -1: M1 14-12 1 165-16409-4 M1 1 
165 -16060-2 ΜΙ 14 1 165-16409-5 M1 1 
165-16061-11 M 2 165-16409-6 M1 1 
165-16061-13 M 2 165-16410-2 Μι 1. 
165-16061-3 M 2 165-16410-3 Μι 1 
165-16061-5 M 2 165-16411-1 M1 1 
165-16061-7 M 8 165-16411-2 Μι 1 
165-16061-9 Μ 8 165-16411-3 M1 1 
165-16112-1 Ml, 1 165-16411-4 M1 1 
165-16112-2 Μι . 1 165-16411-5 M1 1 
165-16114-1 ΜΙ 1 165-16411-6 Μι 1: 
165-16114-2 M1 1 165-16412-1 M1 1 
5 165-16115-1 M1 1 165-16412-2 M1 1 
165-16115-2 M1 1 165-16412-3 M1 1 
165-16116-1 Μι 1 165-16412-4 Μι 1 
165-16116-2 Μι 1 165-16412-5 Μι 1 
165-16119-1 M1 1. ° 165-16412-6 M1 1 
165-16119-2 M1 1 * 165-16413-1 M1 1 
165-16120 ΜΙ 14-15 2 165-16413-2 Μι 1 
165-16126-1 Mi 1 165-16414-1 M1 1 
165-16126-2 M1 1 165-16414-2 M1 1 
165-16127-1 M1 1 165-16414-3 M1 1 
165-16127-2 M1 1 165-16414-4 M1 1 
165-16128-1 M1 1 165-16414-5 M1 1 
165-16128-2 M1 1 165-16414-6 Μι 1 
165-161 29--1 Μι 1 165-16415-1 1 
165-16129-2 M1 1 165-16415-11 M1 1 
165-16130-1 M1 1 165-16415-12 M1. 1 
165-16130-2 M1 1 165-16415-2 ` 1 
165-16131-1 M1 1 165-16415-3 M1 2 
165-16131-2 M1 1 165-16415-4 MI 2 
165-16132-1 M1 1 165-16415-5 .M1 2 " 
165-16132-2 Μι 1 . 165-16415-6 Μι 2 
165-16133-1 M1 1 165-16415-7 2 
165-16133-2 Μι 1 165-16416-1 Μι 1 
165-16135-1 Μι 1 165-16416-2 Μι 1 
165-16135-2 ΜΙ 1 165-16416-3 Μι 1 
165-16136-1 Μι 1 165-16416-4 Μι 1 
165-16136-2 Μι 1 165-16416-5 Μι 1 
165-16131-1 Μι 1 165-16416-6 Μι . i ` 1 
165-16137-2 Μι 1 165-16417-1 M1 51 
165-16138-1 M1 τα 165-16417-2 M1 1: 
165-16138-2 ΜΙ 1 165-16417-3 M1 1 
165-16139-1 M1 1 165-16417-4 M1 1 
165-16139-2 M1 1: 165-16417-5 M1 1 
165-16140-1 Μι 1. 165-16417-6 M1 1 
165-16140-2 Mi 1 165-16418-1 MI 1 
165-16141-1 Μι 1 165-16418-2 ΜΙ ` 1 
165-16141-2 M1 1 165-16418-3 M1 £ 
R82NA 165-16169-5 P1 14-11 ΕΝ 165-16418-4 Mi 1 
R82NA 165-16218-1 P1 14-2 1 165-16418-7 M1 £ 
R82NA 165-16218-2 P1 14 1 165-16418-8 M1 1. 
165-16218-3 x1 1 165-16419-1 ΜΙ 1. 
165-16218-4 X1 £ 165-16419-2 M1 1 
165-16218-5 Xi 1 165-16419-3 M1 1 
165-16218-6 Xi 1 165-16419-4 M1 1 
165-16401-1 M1 1 165-16419-5 Mi 1 
. 165-16401-2 M1 $ 1 165-16419-6 M1 1 
165-16401-3 M1 1 165-16420-1 Μι 1 
165-16401-4 Μι .1 2 165-16420-2 M1 1.. 
165-16401-5 Μι .1 165-16420-3 M1 1 
165-16401-6 Μι 1 165-16420-4 Μι 1 
165-16401-7 - M1 1 165-16420-5 M1 1.« 
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165-16420-6 M1 1 165-31926 M1 89-14 ë 2 
165-16421-1 M1 1 165-31926-3 M1 2 

ü 165-16421-2 M1 1 165-39015-3 M1 (Use 173-31830) 
165-16422 M1 2 165-48126 (Use 165-48126-3) 
165-16423 M1 2 R82NA 165-48126-3 P 122-11 1 
165-16424-3 Μι 2 ^ 122-25 E 
165-16424-5 M1 2 R82NA 165-48233-3 P -33 
165-16515-1 - M1 1 118-14 
165-16515-2 M1 1 165-48233-3 26-32 2 
165-16516-1 M1 1 21-22 : 
165-16516-2 Μι 1 113-3 

; 165-16517-10 M1 1 115-15 
165-16517-3 Μι 1 R82NA 165-48299-3 P : 24-4 6 
165-16517-4 Μι 1 21-20 
165-16517-5 M1 1 113-3 
165-16517-6 Mi 1 3 115-15 
165-16517-7 M1 1 R82NA 165-48312-5 P 126-40 2 
165-16517-8 Μι 1 165-51045-23 M1 1 
165-16517-9 ΜΙ 1 165-51045-25 1 : 

N 165-17012 Μι 28 Š 165-51045-3 M1 1 
165-17012-3 M1 12-5 28 R82NA 165-51091 P 39-6 1 
; ; 12-12 R82NA 165-51098 P 39-7 1 
12-26 165-51099 Al 39 1 
. 165-17013 Μι 28 165-52006 . 140-19 5 

165-17013-3 M1 28 141-19 
165-23038 M1 1 165-52008 M1 131-41 1 
165-23069 ᾽ Μι 1 165-52016 Μι 132-12 8 

165-23073-51 1 132-27 

165-23077-5 M1 1 137-30 
i 165-23077-51 M1 J 1 165-52016-3 M1 137-8 1 
165-23079 Μι 1 165-52402-3 Χ2 139-28 2 
165-23079-3 Μι 1 165-524230 66 1 
165-23108-3 M1 1 165-52488 66 1 
165-23108-5 1 R83NA 165-53451 150 1 
165-23108-7 M1 2 165-53451-3 ; 150-28 1 
165-23108-9 Μι 1 165-53452 i 150-26 1 
165-23109-13 M1 1 R82NA 165-53453 : 150-27 1 

165-23109-15 Μι. 2 CL33 165-53532-11 P1 (Use 5R13-11) 
165-23109-3 M1 > 1 CL33 165-53532-15 P1 (Use 5R13-15) 

s 165-23110 Μι 66 1 CL33 165-53532-17 P1 (Use 5R13-17) 
165-23110-3 ^ M1 1 CL33 165-53532-3 P1 . (Use 5R13-3) 
165-23110-5 Μι 1 CL33 165-53532-5 P1 (Use 5R13-5) 

165-23110-7 M1 1 CL33 165-53532-9 P1 (Use 5R13-9) 
. 165-23112-3 1 165-53580 Mi 153-7 1 
΄ 165-23117-2 Μι . 1 R82NA 165-53591 P 153-19 1 
165-23117-4 M1 1 R82NA = 1165-53592 P1 103-44 1 
165-23118 Μι 2 165-54039-11 Pi 1 
165-23128 M1 2 165-54039-13 ΜΙ 158-10 2 
165-23129-1 Μι 1 160-9 
165-23129-2 ΜΙ 1 165-54039-5 Xl ., 1 
165-23151 M1 1 165-54066-20 M1 156-8 4 
165-23151-3 M1 1 . 161-12 , 
165-23151-5 Μι 2 R82NA 165-54093-11 $ 157-10 1 
165-23152 Μι 1 165-54093-5 1 
165-23152-3 Μι 1 165-54094 151-11 1 
165-23152-5 Mi 2 165-54098 : 948 
105 - 29159 Μι 1 165-54225 P1 Ref 
165-23154 ` M1 1 165-54225-10 P1 ç 1 
165-23155 M1 1 R82NA 165-54225-20 P1 157-8 1 
165-23155-3 Μι 1 165-54251 Μι 158-8 3 
165-23155-5 Μι 1 160-8 
165-23156 Μι 1. R83NA 165-58047-3 P1 1 
165-23156-11 ΜΙ 1 165-58047-7 A ° 1 
165-23156-13 M1 1 165-58059-3 189-15 1 
165-23156-15 Mi 1 R83NA 165-58060 196-4 1 
165-23156-3 Μι 1 165-58112 Μι 208-30 2 
165-23156-5 Μι 5 1 165-58112-3 M1 2 
165-23156-7 Mi : 1 165-58112-5 M1 2 
165-23156-9 M1 2 ' 165-58115 X2 208 1 
165-23157 Μι 1 165-58115-3 ΧΙ 208-13 1 
165-23157-3 M1 1 165-58115-7 ΜΙ 208-14 1 
165-23151-5 Μι 1 R83NA 165-58117 P1 208-12 1 
165-23159 Mi ` 1 R83NA 165-58118 P1 208--15 1 
165-23160 M1 1 165-58119 M1 1 
165-23411 M1 66-14 4 165-58322 Μι . 1 
165-23412 M1. (Use 165-524230) 165-58322-3 M1 1 
165-23477 Mi 1 165-58325 M1 1 
165-23478 Μι 1 165-58312 1 
165-23485 M1 66-9 4 165-58372-5 x2 208-11 2 
165-23629-1 Mi 1 R83NA 165-58375 P 208-31 1 
165-23629-2 M1 1' 165-58376 x2 208-16 1 
165-23630 M1 1 . R83NA 165-58403 P1 208-24 1 
165-23630-3 ΜΙ 1 R83NA 165-58404 P1 208-21 -1 
4 165-23630-5 MI 1 R83NA 165-58405 P1 208-21 1 
165-24111 65-2 7 165-58405-3 X1 1 
n . 165-24377 1 165-58405-5 x1 1 
- ` R82NA 165-24504 x2 65-16 1 RS3NA 165-58410 P1 208-20 12 
165-24525 Μι 65 2 Š 165-58410-3 - 208-20 4 
165-31923. M1 2 R83NA 165-58473 P 1 
165-31924 89-11 2 'R83NA 165-58474 Pi 208-28 2 
: 165-31924-10 M1 2 


165-587194—19 A1 (Use 190—58737-1) 
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R83NA 165 58733 P 138-62 2 176-31928 M ` 281-27 5 
R83NA 165-58770 48-1 8 R82NA  176-31929-3 P 281-28: 1 
R83NA 165-58770-3 P 4 R82NA 176-31930 281-31 1 
R83NA 165-58775 -P $ 138-63 2 R82NA 176-31931 R 281 1 
NA 169-58148  - 1 176-31931-3 Μι . . 281-34 1 
R82 170-21435 P 67-13 4 R82NA  176-31932 P 281-32 1 
170-33551-3 M1 251-23 2 176-42020 284-4 2 
170-33552-3 Μι 251-22: 2 176-42025-11 M1 10 
R82NA 170- 42030 P ' 283-15 2 176-42025-13 M1 2 
170-48302 X2 31-36 2 176-42025-15 M1 4. 
CL17 170-54041 P 173-2 2 176-42025-17 M1. 2 
CL17 170-54042 P 173-3 1 R82NA — 176-42025-3 P 285-1 1 
170-58182 xi 2 R82NA 116-42025-5 P- 285-2 - 1 
170-58204 Mi 1 176-42025-7 Μι 1 
R83NA 170-58241 M1 199-22 1 176-42025-9 - M1 1 
170-58247 M 199-26 1 176-42031-11 M1 2 
170-58298-3 ΜΙ 1 176-42031-3 M1 284-26 1 
R82NA 170-68730-11 Pl 29-36 1 176-42031-5 M - 284 25 i 
170-68732-3 M1 ` 99-35 1 5 
R82NA  170-73073 288-2 1 ο... m I 
ο : 176-47011-5- M1 90-35 1 
5 - R82NA  176-48269 33-50 6 
170-73073-7 ` 1 
170-74056 Μι 242-25 1 μα 
170-74058 MI 242-30 1 T Mi nen 3 
170-74059 M1 242-29 2 inr Mas 1 
ο πάς MI eats 8 176-48275 M1 33-43 2 
242-16 I 2 : z 
170-74062 νὰ 245526 i R82NA  176-48276 P 31-13 2 
170-74080 Mi Ref R82NA 176-58745 138-15 5 
177-58047 : (Use 177-58047-10) 
170-74081 . M1 242-19 1 Πο του i 
170-74082 M1 242-23 1 177-58101-37 208-33 2 
170-740833 Μι - 242-24 1 
"ais "ie Š 179-33131 ! 7-20 2 
70-74084 eed R82NA 119 33132 . 7-19 2 
" 179-33509 246-69 4 
172-31854 ΜΙ ον, z R82NA : 179-33567 P 246-101 2 
ΠΕΣ Ml ibe m A R82NA  179-34309 P Ref 
πμ ΜΙ πετ : o P Ret 
«112 420009: ^ Xi 281-5 1 R82NA 119-34354 Ρι 255-3 2 
172-51078 (Use 181-51081) R82NA 119-34504 Pl 257-27 1 
112 52041 I : 1 179-34507 ΜΙ 2 
i R82NA  179-34508 Pl 258-11 1 
R82NA ee a i R83NA 179-34510 258-10 1 
uc Mi ° R82NA 119-34511 P (Use ANTH-5A) 
1r pig Mi : R82NA  179-34521 P 259-12 1 
ανν Mi 233 1 R82NA  179-34522 P1 . 251-22 1 
ασ, Mi ] πάη i R82NA 179-34709 P 216 1 
E b I 179-34709-3 ΜΙ, 276-13 1 
172-53364-5 M1 1 5 
R82NA 172-53374-3 152-75 1 epe MI zig 1 
ον ο. "n 152-45 1 R82NA 179-48205 P1 34-43 2 
172-54712-17 130-30 1 179-48206 Al 34 2 
119 48507 M1 - 84-38 2 
R83NA 172-58732-3 P 138-49 2 
172-61661 Mi 233-11 1 R83NA  179-48208 P1 34-39 2 
: Š 179-48209 M1 34-40 2 
R94NA 172-66634 P1 288-29 2 
179-48210 M1 34-41 2 
172-66640 Al 288 1 
179-48211 Μι 34-42 2 
172-66641 x2 288-25 1 
ἃ E R83NA  179-48212 P 34-37 2 
172-66642 Mi 288-26 1 
Z 119 48213 M1 34-34 2 
172-66643 Mi 288-27 1 Ὃ ict M Ms E 
R94NA 172-66644 Pl 288-28 1 79-48215 . B 
,172-69006 Mi 233-12 2 179-48216 Ml 34-29 2 
R82NA 1173-17015 P1 - 11-16 64 179-48220 Mt 4 
173-48274-1 2 179-48221 M1 34-13 2 
174-7106411 1 R82NA 119 48222 P 34-44 2 
R82NA  179-48223 P 34-14 2 
ει 1. A 179-48224 M1 34-16 2 
175-48007 . M 75-63 4 8 - 
175-48007-3 M1 1 179-48243-11 X1 34 2 
175-48007-5 M1 1 179-48243-3 2 
175-48007-7 Μι 1 179-48244-11 Xi 34 2 
R82NA 175-520100 167-37 1 179- 48244 3 xi 2 
175-52041 49-8 1 179-48245 xi 34 2 
R82NA 175-54305-5 P 255-53 1 179-48246 Xi 34 2 
CLi7 175-54331 P1 2 119. 48241 Xi 34 2 
CL17 175-54332 P1 (Use 1HA1-L.H.) 119 48248 xl 34 2 
CL17 175-54332-10 ΡΙ 6 : 179- 48249 ΧΙ 33 2 
175-54334 xi 2 R82NA 179-48254 P 32-15 2 
175-54335 xi 8. R82NA 179-48255 .P x 82-80 2 
CL17 175-54337-5 P1 2 179-48256 X1 33 2 
CL17 175-54337-7 Pl 8 . 179-48259 Mi 34-2 . 2 
175-54344-5 M1 2 179-48259-3 M1 2 
175-54344-7 Mi 8 179-48261 xi 33 2 
175-54385 Mi 8 119 48262 : 2 
175-54386 M1 2 179-48262-3 2 
175-54387-5 Μι 2 179-48263 Mi 33-48 a, 
175-54387-7 - Μι H f 32-7 
R82NA 175-54708 P1 248-24 2 I 17948264 Μι 32-5 4 
176-31926-10 i 281 1 f 33-51 
176-31927-11 281-25 1 179-48264-3 Μι 34-12 1 
. 176-31927-13 281-24 1 119 48265 9 xi 48 
176-31927-3 xi 1 119-48266 xi 33-7 2 
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179-48266-11 M1 1 1 181-10003-38 ΜΙ : 1 
179-48266-3 ' ΜΙ - 8 181-10003-39 Μι 1 
179-48266-5 ΜΙ * 2 181-10003-40 Mi 1 
179-48266-7 Μι 2 181-10003-41 Mi 1 
179-48266-9 ΜΙ 2 181-10003-43 M1 1 
179-48267 X1 33-8 2 181-10003-45 Μι 1 
179-48267-3 Xi 2 181-10003-46 M1 1 
119- 48568 ΜΙ 35-28 2 181-10003-47 Mi 1 
R82NA 179-48269 P . Ref 181-10003-49 M 1 
119 48277 ΧΙ 2 181-10003-5 : ΜΙ 1 
119- 48279 x1 33 2 181-10003-50 Ml: 1 
179-48281 X1 33-1 2 181-10003-51 M1 " 1. 
179-48284-11 x1 2 181-10003-52 M1 1 
179-48284-3 Xi 2 181-10003-53 ^ ΜΙ 1 
179-48284-7 ΧΙ 2 181-10003-54 M1 1 
119 48286 ΜΙ 32-57 2, 181-10003-55 Mi 12 
179-48287 Μι 31-11 3 181-10003-57 M1 24 
179-48288 ` 34-3 1 181-10003-59 M1 1 
179-48288-5 xi 4 181-10003-60 M1 1 
179-48288-7 x1 2 181-10003-61 M1 2 
179-48289 X1 4 181-10003-63 M1 1 
` 119 48290 ΧΙ E 181-10003-65 Mi 4 
179-48291 ` Xi 4 181-10003-66 Mi 4 
. 179-48298 xi 33-6 4 181-10003-67 Μι 4 
179-48298-3 xi í 4 181-10003-69 M1 4 
R82NA 179-48324 P 28-46 4 ` 181-10003-71 Μι 1 
` 179-48329 ΜΙ 28-22 8 181-10003-72 Μι 1 
179-48331 M1 28-32 . 2 181-10003-73 1 
179-48331-3 Mi 2 181-10003-74 1 
; 179-48331-5 ΜΙ 2 181-10003-75 1 
179-48334 M1 28-16 2 181-10003-77 1 
179-48335 M1 28-17 2 181-10003-79 1` 
179-48337 M1 28-33 2 181-10003-9 M1 1 
119 48338 Mi 28-20 2 181-10004-1 ΜΙ 3-11 1 
: 179-48341 M1 28-11 2 181-10004-2 Μι 3 1 
179-54157 M1 4 181-10005-1 M1 3-17 1 
. 179-54157-5 263-16 ` ` 1 181-10005-2 M1 3 1. 
R82NA 179-56165 271 1 181-10006-1 M1 3-16 1 
179-56165-3 271-37 1 181-10006-2 M1 3 1 
179-56166 271-39 1 181-10007-1 M1 3-13 1 
179-56327 M1 267-62 3 181-10007-2 Μι 3 1 
270-44 181-10008 M1 3-26 4. 
179-56374 © M o. 270-26 ` 2 181-10008-3 M1 2 
179-56375 M1 ; 270-25 2 181-10008-5 M1 2 
R82NA 179 66417 261-44 1 181-10008-7 M1 2 
179-56606 à : 265-22 1 181-10009-1 Μι 3-14 2 
R82NA 179-56611 266-37 1 181-10009-11 M1 3-18 1 
179-56618 265-11 AR 181-10009-3 Μι 2 
179-948282 š: 33-34 2 181-10009-5 M1 1 
180-69005-5 233-9 1 181-10009-7 M1 2 
—T81-00002 1 181-10009-9 Μι 1 
181-00002-101 1 181-10010 ΜΙ 1 
181-00010 1 181-10010-11 Mi 1 
181-00011 1 181-10010-3 M1 1 
181-00024 i : Ref 181-10010-5 M1 1 
181-00029 i 1 181-10011 M1 3-25 .2 
181-00030 1 181-10011-3 . Mi 1 
181-04068 1 181-10011-5 M1 1 
181-04511-3 1 181-10011-6 M1 1 
181-10001 1-1 1 181-10012-3 M1 23-13 1 
181-10001-100 3 1 181-10012-4 M1 . 23-14 peo 
181-10002 331 1 181-10012-5 M1 3-19 2 
181-10002-100 3 2 181-10012-6 M1 f 1 
4 181-10013 M1 - 3-12 2 
181-10003 M1 3-10 1° 181-10014 ΜΙ 1 
181-10003-10 Mi 1 181-10014-3 Mi 1 
181-10003-13 M1 1 181-10014-5 Μι "I 
181-10003-15 M1 1` 181-10015 2 
181-10003-17 M1 1 R82NA  181-10019 21 4-21 68 
181-10003-18 M1 1 181-10020-1 M1 4-10 1 
181-10003-19 M1 1 181-10020-2 M1 4 -1 
181-10003-20 M1 1 181-10020-3 M1 1 
181-10003-21 M1 1 181-10020-4 M1 1 
181-10003-22 Μι 1 181-10020-5 Mi 4 $ 
181-10003-23 Μι 1 181-10020-7 M1 2 
181-10003-24 M1 1 R82NA 181-10021 Pi 3-5 2 
181-10003-25 Mi 1 R82NA 181-10022 Mi 4-25 106 
181-10003-26 M1 1 181-10023 ΜΙ 3-3 2 
181-10003-27 M1 1 R82NA 181-10024 P1 3-2 2 
181-10003-28 Μι 1 R82NA 181-10025 P1 4-22 38 
181-10003-29 Mi 1 181-13002 X1 23-1 1 
181-10003-3 M1 1 181-13002-3 M1 2 ' 
181-10003-30 . ΜΙ .1 181-13002-5 M1 5 
191-10003-31 M1 1 181-13002-7 Μι 2 
181-10003-32 ΜΙ 1 181-13003 xi 23 1 
181-10003-33 Μι 1 181-13003-3 1 
181-10003-34 Mi 1 191-13003-5 1 
181-10003-35 Mi 1 ` 181-13005 ΧΙ 23 1 
181-10003-36 M1 1 181-13005-3 ΜΙ 2 
181-10003-37 Mi 1 181-13005-5 1 
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STOCK PART SOURCE FIGURE & "TOTAL MICRO- STOCK PART SOURCE FIGURE & TOTAL MICRO- 

NUMBER NUMBER CODE . INDEX NUMBER QTY FILM NUMBER NUMBER CODE INDEX NUMBER QTY FILM 
181-13007 Ml 1 181-14006-30 M1 1 
181-13008 M1 1 181-14006-31 Μι 1 
181-13010 23-6 1 181-14006-32 M1 1 

R82NA 181-13011 M1 23-10 1 181-14006-35 M1 1 
181-13011-3 1 181-14006-36 M1 1 
181-13012 ᾿ Μι 23 1 181-14006-37 M1 4 
181-13012-3 ΜΙ I 181-14006-39 M1 2 
181-13013 M1 23 1 181-14006-4 Μι 1 
181-13014 Μι : 1 181-14006-41 Mi 1 
181-13015 M1 1 181-14006-42 ΜΙ 1 
181-13018-3 Χ2 23-2 1 181-14006-43 Μι 2 
181-13018-4 x2 23-3 1 181-14006-45 Μι 2 
181-13019-3 x2 23-4 1 181-14006-47 Mi 2 

. 181-13019-4 x2 23-5 1 181-14006-49 M1 2 

181-13020-1 Ml 4-12 1 181-14006-5 M1 1 
181-13020-2 M1 4 1 181-14006-51 M1 4 
181-13020-3 Μι 1 181-14006-53 Μι 2 
181-13020-4 M1 1 181-14006-55 M1 2 
181-13021 . Mi 1 181-14006-57 M1 2 
181-13022 M1 1 181-14006-59 M1 1 
181-13023 M1 1 181-14006-6 M1 1: 
18113024 M1 1 181-14006—60 Μι 1 
181-13025 x2 23-30 1 181-14006-61 Mi 1 
181-13026 Μι 1 181-14006-62 M1 1 
181-13027 Μι 3 181-14006-63 Μι 3 
181-13028 Μι 1 181-14006-65 ΜΙ 1 
181-13029 M1 1 181-14006-66 M1 1 
181-13030 Μι 4 181-14006-67 M1 1 
181-13032-3 1 181-14006-7 M1 1 
181-13032-5 1 181-14006-8 Μι 1 
181-13033 2 181-14006-9 M1 2 
181-13034-3 1 181-14007-1 1 
181-13034-5 1 181-14007-2 1 
181-13035-1 1 181-14008-1 Μι 1 
181-13035-2 1 181-14008-2 ΜΙ 1 
181-13601 4-20 1 R82NA 181-14009-1 M1 22 1 

R82NA ` 181-13901' P1 : 1 181-14009—10 M1 1 
181-14001-1 4-2 1 181-14009-13 M1 1 
181-14001-2 1 181-14009-14 Μι 1 
181-14002-1 xi 15 1 181-14009-15 Μι 1 
181-14002-2 Χι 15 1 181-14009-16 Μι 1 
181-14003-1 17 1 181-14009-17 M1 1 
181-14003-11 1 181-14009-18 M1 1 
181-14003-12 1. 181-14009-19 ΜΙ 1 
181-14003-13 Μι 2 R82NA  181-14009-2 M1 22 1 
181-14002-15 ΜΙ 2 181-14009-20 M1 1 
181-14003-2 17 1 181-14009-3 M1 1 
181-14003-3 1 .181-14009-4 M1 1 
181-14003-4 1 181-14009-5 M1 1 
181-14003-5 2 181-14009-6 Μι 1 ` 
181—14003-7 1 181-14009-7 Μι 1 
181-14003-9 1 181-14009-8 M1 1 
181-14005-1 xi 18 1 181-14009-9 M1 1 
181-14005-10 Μι 1 181-14010-1 xi 17 1 
181-14005-11 M1 2 181-14010-2 xi 17 -ᾱ 
181-14005-13 ΜΙ 2 181-14010-3 Mi 1 
181-14005-15 M1 2 181-14010-4 M1 1 
181-14005-17 Μι 2 181-14010-5 Μι : 1 
181-14005-19 μι 2 181-14010-6 Μι ^0 
181-14005-2 Χι 18 1 181-14010-7 Μι 1 
181-14005-21 Μι 2 181-14010-8 Mi .1 
181-14005-23 Μι 1 181-14010-9 ΜΙ 2 
181-14005-24 Μι 1 181-14011-1 xi 17 1 
181-14005-25 Μι 3 181-14011-2 xi 17 1 
181-14005-27 Μι 1 R82NA 181-14011-3 M1 1 
181-14005-28 Μι 1 R82NA 181-14011-4 M1 1 
181-14005-3. Μι 1 181-14011-5 Μι 1 
181-14005-4 Μι 1 181-14011-6 M1 .ᾱ 
181-14005-5 Μι 1 181-14011-7 M1 2 
181-14005-6 Mi 1 181-14011-9 M1 -ᾱ 
181-14005-7 Μι 4 181-14012-1 Μι 1 : 
181-14005-8 Μι 1 181-14012-2 Mi 1 
181-14005-9 Μι 1 181-14012-3 Μι E 
181-14006-1 Xi 17-7 1 7 181-14012-4 ΜΙ 1 
181-14006-11 Μι 1 181-14013-1 : Μι 1 
181-14006-12 Μι 1 181-14013-2 M1 1 
181-14006-13 ΜΙ 1 181-14014-1 1 
181-14006-14 Μι 1 181-14014-2 1 
181-14006-15 Μι 1 181-14015-1 M1 1 
181—14006-16 ΜΙ 1 181-14015-2 Μι 1 
181-14006-17 . M1 1 181-14018-2 - 17-1 1 ` 
181-14006-18 M1 1 181-14018-3 1 
181-14006-19 Mi 1 181-14018-4 | X2 um 1 
181-14006-2 xi 17 1 181-14019-1 - 1 
181-14006-20 Μι 1 181-14019-2 1 
181-14006-21 Mi 4 181-14019-3 xi TA 1 
181-14006-23 Μι Α 181-14019-4 xi 7 1 
181-14006-25 Mi 4 181-14019-5 x2 7 1 
181-14006-27 Μι 2 181-14019-6 x2 7 1 
181--14006 29 ΜΙ 1 R82NA = 181-14020 P1 - 15-40 1 
181-14006-3 Mi 1 181-14020-13 Μι 15 1 
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181-14020-15 M1 1 181-14041-2 M1 1 
181-14020-17 Μι 1 181-14042-1 M1 1 
181-14020-3 M1 1 181-14042-2 M1 1 
181-14020-5 M1 1 181-14042-3 M1 1 
181-14020-7 M1 1 181-14042-4 Μι 1 
` 181-14020-9 M1 1 181-14042-5 Μι 1 
R82NA 181-14021 P1 16 1 181-14042-6 Μι 1 
181-14021-11 Μι ; 1 181-14043-1 Μι 1 
181-14021-15 Μι 1 181-14043-2 M1 1 
181-14021-17 M1 > 181-14044-1 M1. 22 1 
181-14021-23 1 181-14044-13 Μι 2 
181-14021-3 M1 “1 181-14044-19 22-14 2 
181-14021-5 M1 3 181-14044-2 Μι ` 22 1 
181-14021-9 Μι 4 1 181-14044-21 1 
R82NA 181-14022-3 P1 17-2 1 181-14044-3 M1 1 
R82NA 181-14022-4 P1 * 17 1 181-140444 M1 1 
R82NA 181-14022-5 P1 22-1 1 181-14044-5 Μι 1 
R82NA 181-14022-6 P1 22 1 181-14044-6 Μι 1 
R82NA 181-14022-7 P 15 1 181-14044-7 M1 1 
R82NA 181-14022-8 P1 16-1 1 181-14044-8 Μι 1 
R82NA 181-14023-3 P1 17-3 1 181-14044-9 Μι 2 
R82NA 181-14023-4 P1 17 1 181-14045-3 x2 18-1 1 
R82NA 181-14023-5 P1 22-2 1 181-14045-4 Χ2 18 1 
R82NA : 181-14023-6 P1 22 .1 181-14046-1 Μι 1 
R82NA 181-14023-7 P1 15 . 1 181-14046-2 Mi 1 
R82NA 181-14023-8 P1 16-2 1 181-14046-3 M1 1 
R82NA 181-14024-1 P1 19-1: 1 181-14046-4 M1 1 
R82NA 181-14024-2 P1 19 1 181-14046-5 M1 1 
181-14025 2* 181-14046-6 M1 1 
R82NA 181-14025-1 Pi 2 181-14046-7 2 
181-14025-11 4-9 2 181-14048-1 Μι 1 
181-14025-7 2 181-14048-2 Μι 1 
181-14025-9 2 181-14049-1 M1 1 
181-14026-1 M1 1 181-14049-2 M1 1 
181-14026-2 M1 1 181-14050-1 ΜΙ 1 
181-14026-3 ΜΙ 1 181-14050-2 Μι 1 
181-14026-4 Μι 1 181-14051-1 Μι 1 
181-14026-5 Μι 1 181-14051-2 Μι 1 
181-14026-6 Μι 1 181-14053-1 Μι 1 
181-14027 Mi 1 181-14053-2 M1 1 
181-14028 M1 1 181-14053-3 Μι 1 
181-14029-1 M1 1 181-14053—4 M1 1 
181-14029-2 Mi κ 1 181-14054-1 M1 1 
181-14030-1 ΑΙ 22 1 181-14054-2 ΜΙ 1 
181-14030-2 ΑΙ. 22 1 181-14054-3 Μι 1 
181-14030-3 . Mi 1 181-14054-4 Μι 1 
181-14030-4 M1 1 181-14054-5 .Mi De 
181-14031-1 A1 22 1 181-14054-6 Μι 1 
181-14031-2 ΑΙ 22 1 181-14054-7 2 
181-14031-3 Μι 1 181-14055-1 Μι 1 
181-14031-4 Μι 1 181-14055-2 M1 1 
181-14032-1 ΑΙ I : 22 1 181-14055-3 M1 1 
181-14032-2 ΑΙ 25 1 181-14055-4 Μι 1 
181-14032-3 M1 1 181-14055-5 Μι 1 
181-14032-4 MI 1 181-14055-6 M1 1 
181-14033-1 ΑΙ 25 1 181-14055-7 M1 2 
181-14033-2 Al 22 1 181-14056-1 Mi 1 
181-14033-3 Μι 1 181-14056-2 Μι 1 
181-14033-4 ΜΙ 1 181-14056-3 Μι 1 
181-14034-1 . ΑΙ 22 1 181-14056-4 Μι 1 
*181-14034-2 A1 22 1 181-14057-1 M1 1 
181-14034-3 Μι 1 181-14057-10 - M1 1 
181-14034-4 M1 1 181-14057-11 M1 1 
181-14035-1 ΑΙ 22 _ 1 181-14057-12 ΜΙ 1 
181-14035-2 A1 22 1 -181-14057-13 Μι 1 
181-14035-3 Μι 1 181-14057-14 Μι 1 
181-14035-4 Mi 1 181-14057-15 Μι 2 
181-14036-1 Al 22 1 181-14057-17 M1 1 
181-14036-2 ΑΙ ` 29 1 181-14057-18 M1 1 
181-14036-3 M1 1 181-14057-19 Mi 4 
^ 181-14036-4 Μι 1 181-14057-2 Μι 2 
181-14037-1 ΑΙ 22 1 181-14057-29 Mi 2 
181-14037-2 ΑΙ 22 1 181-14057-3 Mi 1 
181-14037-3 Μι 1 .181-14057-31 M1 2 
181-14037-4 M1 1 181-14057—33 Μι 2 
181-14038-1 Μι 1 181-14057-35 M1 2 
181-14038-13 M1 2 181-14057-4 Mi 1 
181-14038-15 M1 2 181-14057-5 Μι 1 
181-14038-2 Mi 1 181-14057-6 M1 1 
181-14038-3 M1 1 181-14057-7 M1 1 
181-14038-4 M1 1 181-14057-8 . Ml 1 
181-14038-5 M1 1 181-14057-9 M1 1 
181-14038-6 . Μι 1 181-14059-1 ΜΙ 1 
181-14038-7 Mi 1 181-14059-2 M1 1 
181-14038-8 ` M1 1 181-14060-1 M1 1 
181-14038-9 M1 2 181-14060-2 Mi 1 
181-14039-1 Mi 1 . 181-14061-1 M1 1 
181-14039-2 Μι 1 181-14061-10 Μι 1 
181-14040-1 M1 1. 181-14061-11 M1 1 
181-14040-2 Μι 1 181-14061-12 M1 1 
181-14041-1 M1 1 181-14061-13 M1 1 
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181-14061-14 M1 1 . `  181-14075-2 M1 1 
181-14061-15 M1 1 181-14076ó-1 . ΜΙ 1 
181-14061-16 Mi d 1 181-14076-2 Mi 1 
181-14061-17 Mi 3 181-14077-1 M1 15-13 1 
181-14061-18 M1 3 181-14077-2 M1 15 1 
181-14061-19 M1 1 181-14078-1 Μι 15-9 1 
181-14061-2 Μι 1 181-14078-2 M1 15 1 : 
181-14061-20 Mi 1 181-14079-3 Μι - 10 
181-14061-21 M1 2 181-14079-5 M1 2 
181-14061-22 Μι 2 181-14079-6 M1 2 
181-14061-23 Mi 1 181-14079-7 M1 1 
181-14061-24 Μι 1 181-14079-8 M1 1 
181-14061-25 M1 2 181-14080-1 Μι 11 1 
181-14061-27 ΜΙ 2 181-14080-11 M1 2 
181-14061-28 Μι 2 181-14080-2 Mi . 17 1 
181-14061-29 ΜΙ 3 181-14080-3 M1 2 
181-14061-3 M1 1 181-14080-5 M1 1 
181-14061-30 Mi 3 181-14080-6 Mi 1 
181-14061-31 M1 2 181-14080-7 M1 1 
181-14061-33 M1 1 181-14080-8 M1 1 
181-14061-34 Μι 1 181-14080-9 Μι 3 
181-14061-35 Mi 1 181-14081-1 Μι 1 
181-14061-36 ΜΙ 1 181-14081-2 Μι 1 à 
181-14061-37 Mi 1 181-14081-3 M1 1 
181-14061-38 M1 1 181-14081-4 M1 1 
181-14061-39 M1 1 181-14081-5 M1 1 
181-14061-4 M1 1 181-14081-6 ΜΙ - 1 
181-14061-40 M1 1 181-14081-7 Μι 1 
181-14061-41 M1 1 181-14081-8 M1 1 
181-14061-42 M1 1 181-14082-1 Μι 1 
181-14061-43 Μι 1 181-14082-11 Μι 1 
Š 181-14061-44 M1 1 181-14082-12 M1 1 
‘ - 181-14061-47 . Mi H 181-14082-13 M1 1 
181-14061-48 Μι 1 181-14082-14 Μι 1 
181-14061—49 Μι 1 181-14082-2 - M1 1 
181-14061-5 M1 1 181-14082-3 M1 2 
181-14061-50 Μι 1 181-14082-5 Μι 2 
181-14061-53 ΜΙ 1 181-14082-7 Μι 5 
181-14061-54 M1 1 181-14082-9 M1 2 
181-14061-6 Μι 1 181-14083-3 19-11 1 
181-14061-63 Μι 1 181-14083-4 19 1 
181-14061-64 Μι 1 R82NA 181-14083-5 x2 19 1 
181-14061-65 1 R82NA 181-14083-6 x2 19 1 
181-14061-67. 1 181-14084-1 1 
181-14061-7 M1 2 181-14084-2 1 
181-14061-71 1 181-14084-3 ΧΙ 19-19 1 
181-14061-73 1 181-14084-4 X1 19 1 
181-14061-74 ^ 1 181-14084-5 x2 19 1- 
181-14061-75 1 181-14084-6 x2 19 1 
181-14061-76 1 . 181-14087-3 xi 4 
181-14061-77 1 181-14087-5 x2 17-8 1 
181-14061-78 1 181-14087-6 x2 17 1 
` 181-14061-79 1 181-14092-1 i 1 
181-14061-80 1 181-14092-2 1 
181-14061-81 1 181-14093-1 M1 15-16 1 
181-14061-82 1 181-14093-2 M1 15 1 
181-14061-9 Mi 1 181-14094-1 M1 17-12 1 
181-14062-1 ΜΙ 18 1 181-14094-10 Μι 1 
, 181-14062-2 M1 18 1 181-14094-2 Μι I 17 1 
181-14062-3 M1 18-59 2 181-14094-3 M1 1 
181-14062-4 M1 18 1 181-14094-4 M1 1 
181-14062-5 Mi 2 181-14094-5 ΜΙ 1 
181-14063-1 Μι 18 1 181-14094-6 M1 1 
181-14063-2 Μι . 18 1 181-14094-7 M1 1 
181-14063-3 M1 18-63 2 181-14094-8 . Μι 1 
181-14063-4 M1 18 1 181-14094-9 M1 1 
_181-14064-3 ΧΙ 1 181-14095-1 M1 17 1 
181-14064-4 x1 1 181-14095-2 Mi 17 1 
181--14064-5 x2 18-39 1 181-14095-3 Μι 1 
181-14064-6 Χο ΄ 18 1 181-14095-4 M1 1 
181-14065-3 x2 . 18-40 2 181-14095-5 M1 1 
181-14066-1 Μι 1 181-14095-6 . ΜΙ 1 
181-14066-2 Mi 1 181-14095-7 : Mi 17-32 2 
181-14066-3 Μι 1 181-14095-9 Mi 2 
181-14066-4 Μι 1 181-14096-1 M1 1 
181-14066-6 Μι 1 181-14096-2 Μι 1 
' 181-14067-1 M1 1 181-14096-3 M1 1 
181-14067-2 M1 1 : 181-14096-4 ` M1 1 
181-14068-1 M1 1 181-14036-5 M1 2 
181-14068-2 Μι 1 181-14096—7 M1 2 
181-14069-1 Μι 1 181-14097 ΜΙ 2 
181-14069-2 Μι 1 181-14098-2 1 
181-14070-1 Μι 1 181-14098-3 Μι 19-21 2 
181-14070-2 Μι 1 181-14098-5 Μι 19-13 2 
181-14072-1 Χι 1 181-14098-7 Mi 19-22 2 
181-14072-2 X1 1 181-14098-9 Μι 19-14 (2. 
181-14073-1 X1 1 181-14099-3 M1 1 
181-14073-2 X1 1 181-14099-4 M1 1 
181-14074-1 M1 18-38 1 181-14100-1 M1 1 
181-14074-2 Mi 18 1 181-14100-2 M1 1 
1 


181-14075-1 M1 


. 181-14101-1 M1 
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AN 01-60JKB-4 ` Numerical Index of Contractor Parts 

STOCK PART SOURCE FIGURE & TOTAL MICRO- STOCK PART SOURCE FIGURE & TOTAL MICRO- 

NUMBER NUMBER CODE INDEX NUMBER QTY FILM NUMBER NUMBER CODE INDEX NUMBER QTY FILM 
181-14101-2 Mi 1 181-14127-3 x2 18-30 2 
181-14101-3 . Μι 1 181-14128 Μι - 18-28 2 
181-14101-4 Μι 1 1 181-14129-1 M1 17-51 1 
181-14102-1 M1 1 181-14129-2 M1 17 . 1 
181-14102-2 M1 1 181-14130-1 M1 17-52 1 
181-14102-3 ΜΙ 1 181-14130-2 M1 17 1 
181-14102-4 M1 1 181-14131-1 ΜΙ 17-53 1 
181-14103-3 ` Μι 1 181-14131-2 M1 ` 17 1 
181-14103-5 Mi 2 181-14132-1 ` M1 17-54 1 
181-14103-7 . M1 1 181-14132-2 Mi 17 pe i 
181-14104-10 1 181-14133-1 M1 1 
181-14104-13 M1 1 181-14133-2 M1 1 
181-14104-14 M1 1 181-14134-1 M1 1 
181-14104-3 Μι 2 181-14134-2 Μι 1 
181-14104-4 M1 2 181-14134-3 M1 1 
181-14104-5 M1. 2 181-14134-4 M1 1 
181-14104-6 M1 2 181-14134-5 M1 2 
181-14104-7 Μι 1 181-14135-1 M1 1 
181-14104-8 Μι 1 Ç 181-14135-2 M1 1 
181-14104-9 M1 1 R82NA 181-14136-1 M1 18 £ 
181-14105-10 M1 2 181-14136-11 M 18-10 2 
181-14105-3 Μι 2 181-14136-13 M 18-11 2 
181-14105-4 M1 2 s . 181-14136-15 M 18-12 2 
181-14105-5 M1 2 181-14136-17 M 18-13 4 
181-14105-6 M1 2 R82NA 181-14136-2 M1 18 1 
181-14105-7 M1 2 181-14136-3 M1 18-7 1 
181-14105-8 Μι 2 181-14136-4 Μι 18 1 
181-14105-9 ΜΙ 2 181-14136-5 M1 ; 2 
181-14106-10 Μι 9 181-14136-7 M 18-8 2 
181-14106-3 Mi 2 181-14136-9 M 18-9 2 
181-14106-4 M1 2 R82NA 181-14137-1 P1 š 18 1 
181-14106-5 M1 2 R82NA 181-14137-2 P1 18 1 
181-14106-6 M1 2 : 181-14137-3 x1 18-14 1 
181-14106-7 M1 2 181-14137-4 18 : 1 
181-14106-8 M1 2 181-14137-5 X1 À 18-15 1 
181-14106-9 M1 2 181-14137-6 X1 18 1 
181-14107 M1 1 181-14138-1 M1 1 
181-14107-11 1 181-14138-2 Mi 1 
181-14107-3 Μι 1 181-14139-1 M1 1 
181-14107-9 M1 1 181-14139-2 M1 1 
181-14108 M1 1 181-14140-1 Mi 1 
181-14108-3 Μι 1 181-14140-2 Μι 1 
181-14108-5 Μι 1 R82NA 181-14141-1 Pl 18 1 
18114109 - M1 1 R82NA 181-14141-2 P1 18 1 
181-14110-1 Mi 4-7 1 181-14141-3 Xl ` 18-60 2 
181-14110-2 Μι 4 1 181-14141-4 X1 18 1 
181-14110-3 M1 1 181-14141-5 X1 18-61 2 
181-14110-4 Μι .1 181-14141-6 X1 : i 18 1 
R82NA 181-14112-1 Pi 1 181-14142-1 Μι 1 
R82NA 181-14112-2 P1 1 181-14142-2 M1 1 
181-14113-11 M1 2 181-14142-3 Μι 1 
181-14113-13 M1 2 181-14142-4 M1 1 
181-14113-3 M1 1 181-14143-1 M1 1 
181-14113-5 . M1 2 181-14143-2 Μι 1 
181-14113-7 M1 2 181-14143-3 Μι 1 
181-14113-8 Μι 1 181-14143-4 Μι 1 
181-14113-9 Μι 2 181-14143-5 Μι 1 
181-14114-3 Μι 2 181-14143-6 M1 1 
181-14114-5 Μι 2 181-14143-7 MI: 2 
` 181-14114-7 M1 2 181-14143-9 M1 2 
181-14115 Μι * 12 181-14144-1 M1 1 
181-14116-1 . M1 17-33 1 181-14144-2 Μι 1 
181-14116-2 Μι 11 al 181-14145-1 M1 1 
181-14116-3 M1 2 181-14145-2 M1 1 
181-14117 M1 17-42 2 181-14147-1 Μι 1 
181-14118-1 Μι 1 181-14147-2 Mi 1 
181-14118-2 Μι 1 181-14148 Μι 2 
181-14119-1 1 181-14149-1 Μι 18-48 2 
181-14119-2 : 1 181-14149-2 Mi ` 18 1 
R82NA 181-14120-1 Pi 18 1 R82NA 181-14151 P 19-2 2 
R82NA 181-14120-2 P1 18 1 181-14152-1 Μι 1 
181-14120-3 ΧΙ 18-64 2 181-14152-2 Μι 1 
181-14120-4 Χι 18 1 181-14153-1 - Μι . 1 
181-14120-5. X1 18-65 2 181-14153-2 M1 1 
181-14120-6 X1 18 1 181-14154-1 1 
181-14120-7 M1 18-66 3 181-14154-2 Mi 1 
181-14121 Mi 22-43 8 181-14155 M1 2 
181-14121-3 Μι 4 181-14156 M1 1 
181—14122 M1 2 181-14157-1 M1 1 
181-14123-1 M1 1 181-14157-2 M1 1 
181-14123-2 M1 1 181-14157-3 M1 1 

181-14124-1 1 181-14157-4 M1 1 ' 

181-14124-2 1 : 181-14157-5 M1 4 
181-14125-1 M 15-21 1 181-14158 M1 4 
181-14125-2 M 18 1 181-14158-11 Μι 2 
181-14195-3 Μ 1 181-14158-3 : M1. 4 
181-14125-4 M 1 181-14158-5 Μι 3 
181-14125-5 Μ 15-24 2: & R82NA 181-14159 ΡΙ 19-5 2 
181-14126-1 Mi 18-29 ` 1 181-14159-3 x1 2 
181-14126-2 Μι 18 1 181-14159-5 M1 2 
181-14127 X1 2 R82NA 181-14160 P1 19-6 2 
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Numerical Index of Contractor Parts AN 01-60JKB-4 
STOCK PART SOURCE FIGURE & TOTAL MICRO- STOCK PART SOURCE FIGURE & TOTAL MICRO- 
NUMBER NUMBER CODE INDEX NUMBER QTY FILM NUMBER NUMBER CODE INDEX NUMBER QTY FILM 
` 181-14161 Μι 4 181-14193-1 M1 1 
181-14162-1 M1 17-62 2 181-14193-2 M1 1 
181-14162-11 M1 17-63 2 181-14194-1 Mi 1 
181-14162-21 Μι 11-64 2 181-14194-2 M1 1 x 
181-14162-3 Μι 6 181-14194-3 Μι 1 
181-14163-3 Μι 5 181-14194-4 Μι 1 
181-14163-4 Μι 5 181-14194-5 . ΜΙ 2 
181-14163-5 M1 1 181-14195-1 1 
181-14163-6 ‘M1 1 181-14195-2 1 
181-14163-7 Μι 2 181-14196-3 M1 19-20 2 
181-14163-8 Μι 2 181-14196-5 Μι 19-12 2 
181-14164-1 Μι 1 181-14198-1 ` Μι 1 
181-14164-2 Μι 1 181-14198-2 Μι 1 
181-14165-1 Μι 1 181-14198-3 . M1 2 
181-14165-2 Mı 1 181-14198-5 M1 2 
181-14166-1 Μι 1 181-14199-1 M1 1 
181-14166-2 M1 1 181-14199-2 M1 1 
181-14166-3 M, 1 181-14199-3 M1 1 
181-14166-4 Μι 1 181-14199-4 Μι 1 
181-14166-5 Μι 2 181-14199-5 M1 2 
181-14167-1 M1 1 181-14199-7 M1 2 
181-14167-2 M 1 181-14200 M1 2 
181-14167-3 Μι 1 181 142021 M1 1 
181-14167-4 M1 1 181-14202-2 M1 1 
181-14167-5 : ΜΙ 2 181-14202-3 M1 1 
181-14168-1 Μι 1 181-14202-4 Μι 1 
181-14168-2 Μι 1 181-14202-5 Μι 1 
181-14168-3 Μι 1 181-14202-6 M1 1 
181-14168-4 Μι 1 181-14203-3 Μι 2 
181-14168-5 Μι 3 181-14203-5 M1 2 ú 
181-14169-1 M1 1 ' — 381-14203-7 M1 10 
181-14169-2 Μι 1 181-14204-11 M1 2 
181-14170-1 ΜΙ 1 181-14204-13 M1 14 
181-14170-2 Μι 1 181-14204-15 Μι 2 
181-14170-3 Μι 1 181-14204-3 Μι E 
181-14170-4 Μι 1 181-14204-5 ΜΙ 2 
181-14170-5 Μι 2 181-14204-7 Μι 10 
181-14171-1 Mi 1 181-14204-9 ΜΙ 2 
181-14171-2 Μι 1 181-14205 6 
181-14171-3 Μι 1 181-14205-2 4-3 1 
181-14171-4 Μι 1 181-14205-5 4-4 1 
181-14171-5 M1 2 181-14206-1 Μι 1 
181-14172-1 M1 1 181-14206-2 M1 1 
181-14172-2 M1 1 181-14207-1 M1 18-45 2 š 
R82NA 181-14173-1 M1 15-20 1 181-14207-2 "Ml 18 1 
R82NA 181-14173-2 Mi 15 1 181-142073 ΜΙ 1 
" 181-14173-3 M1 1 181-14207-4 M1 1 
181-14173-4 ` M1 1 181-14208-1 M1 1 
181-14173-5 Mi 1 181-14208-2 . M1 1 
181-14173-6 Μι 1 181-14209 M1 18-41 2 
181-14173-7 Μι 1 181-14210-1 M1 19-27 1 
181-14173-8 | Μι 1 181-14210-2 Μι 19 1 
181-14174 Μι 4-5 3 181-14211 Μι 4 
181-14176-1 15 1 181-14212-1 M1 P 3 
181--14176 2 15 1 181-14212-2 ΜΙ 3 
181-14177 M1 20-1 2 181-14213 ΜΙ 2 
181-14178-1 M1 20-29 1 181-14214-1 Mi 1 
181-14178-2 Μι ` 20 1 181-14214-2 M1 1 
181-14179 Μι 20-43 4 181-14214-3 Μι 1 
181-14180-3 Μι 20-44 2 181-14214-4 MI 1 
181-14180-5 Μι 20-6i 2 181-14215-1 Μι 1 
181-14181-1 Μι 20 1 181-14215-2 Μι 1 
181-14181-11 Μι 20 1 181-14216-1 Μι 1 
181-14181-12 1 181-14216-2 Μι 1 
181-14181-2 Μι 20 1 181-14216-3 M1 2 
181-14181-3 M1 20-53 1 181-14216-5 ΜΙ 2 
181-14181-4 1 181—14216-7 M1 2 
181-14181-5 Μι 20-38 1 181-14216-9 Μι 2 
181-14181-6 M1 20. 1 181-14217-3 M1 19-31 12 s 
181-14182-1 Μι 20-48 1 23-1 
181-14182-22 ` ΜΙ 20 1 181-14217-5 ; 2 
181-14182-3 M1 20-49 2 R82NA 181-14223 P1 . 19-3 12 
181-14182-5 Μι - 2 RS2NA 181-14224-1 P1 18-67 2 
181-14182-7 M1 20-51 1 R82NA 181-14224-2 P1 18 1 
181-14182-8 M1 20 1 181-14225-1 Xi 1 
181-14183 Mi 20-2 2 181-14225-2 xi 1 
181-14184 M ` 20-3 2 181-14226-1 ΜΙ 1 
181-14185 Μι 20-4 2 181-14226-2 M1 1 
181-14186 M1 20-5 2 181-14227-1 M1 1 
181-14187-3 M1 20-31 2 181-14227-2 M1 1 
181-14187-5 ML 20-6 2 181-14227-3 M1 1 
181-14187-7 . Μι '20-30 2 181-14227-4 M1 1 
181—14188 Μι - 20-7 4 181-14227-5 M1 2 
181-14189 ΜΙ 20-32 2 181-14227-7 ΜΙ 1 
181-14190 . - 20-33 2 181-14227-8 M1 1 
181-14190-1 Μι 1 181-14228-1 Mi 1 
` 181-14190-2 Mi 1 181-14228-2 M1. 1 
R82NA 181-14191-3 P1 ` 17-65 2 181-14229-1 ΜΙ 1 
R82NA 181-14191-5 ΡΙ 20-50 1 181-14229-2 Μι 1 
R82NA 181-14191-6 P1 20 1 181-14229-3 M1 1 
R82NA 181-14192 P 17-66 40 181-14229-4 M1 1 
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R82NA 
R82NA 
R82NA 
R82NA 
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D 


PART 
NUMBER 


181-14231-1 
181-14231-2 
181-14232-1 
181-14232-2 
181-14232-3 
181-14232-4 
181-14232-5 
181-14232-7 
181-14233 
181—14234 
181-14235 
181-14236-3 
181-14236-5 
181-14236-7 
181-14236-9 
181-14237 
181-14238-1 
181-14238-2 
181-14239-3 
181-14239-5 
181-14241 
181-14242-11 
181-14242-12 
181-14242-13 
181-14242-14 
181-14242-3 
181-14242-4 
181-14242-5 
181-14242-6 
181-14242-7 
181-14242-9 
181-14243-1 
181-14243-2 
181-14244-1 
181-14244-11 
181-14244-13 
181-14244-15 
181-14244-21 
181-14244-3 
181-14244-5 
181-14244-7 
181-14244-9 
181-14245-3 
181-14245-4 
181-14245-5 
181-14245-6 
181-14245-7 
181-14245-8 
181-14246-3 
181-14246-5 
181-14247-3 


181-14247-5 ` 


181-14248-3 
181-14248-5 
181-14249 
181-14250-1 
181-14250-2 
181-14250-3 
181-14250-4 
181-14250-5 
181-14251-1 
181-14251-2 
181-14251-3 
181-14251-4 
181-14251-5 
181-14251-7 
181-14251-9 
181-14252-1 
181-14252-2 
181-14252-3 
181-14252-4 
181-14252-5 
181-14252-7 
181-14252-9 
181-14253-1 
181-14253-11 
181-14253-2 
181-14253-3 
181-14253-4 
181-14253-5 
181-14253-7 
181-14253-8 
181-14253-9 
181-14254-1 
181-14254-2 
181-14254-3 
181-14254-4 
181-14255-3 
181-14255-4 
181-14255-5 
181-14256-1 


SOURCE 
CODE 
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FIGURE & 


INDEX NUMBER 


20-47 


18-42 
18 

18-57 
18-58 


15-6 

15-8 
7-31 
7-32 


TOTAL 
QTY 
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AN 01-60JKB-4 


MICRO- NUMBER 
FILM STOCK 


R82NA 
R82NA 


R82NA 


R82NA 


RESTRICTED 


NUMBER 
PART 


181-14256-2 
181-14257-3 
181-14257-5 


181-14251-1 


181-14258 
181-14259-3 
181-14259-4- 
181-14260 
181-14261-1 
181-14261-2 
181-14261-3 
181-14261-4 
181-14391 
181-14501-1 
181-14501-101 


181-14501-102 


181—14501-2 
181-14502-1 
181-14502-101 
181—14502-102 
181-14502-2 
181-14502-3 
181-14502-4 
181-14502-5 


181-14502-6 


181-14502-9 

181-14503-1 

181-14503-2 

181-14503-3 

181-14503-4 

181-14505-1 

181-14505-10 
181-14505-11 
181-14505-12 
181-14505-13 
181-14505-14 
181-14505-15 
181-14505-16 
181-14505-17 
181-14505-18 
181-14505-19 
181-14505-2 

181-14505-20 
181-14505-21 
181-14505-22 
181-14505-23 
181-14505-24 
181-14505-25 
181-14505-26 
181-14505-21 
181-14505-28 


᾿181-14505-29 


181-14505-3 
181-14505-31 
181-14505-33 
181-14505-35 
181—14505-37 
181-14505-38 
181-14505-4 
181-14505-5 
181-14505-6 
181—14505-7 
181-14505-8 
181-14505-9 
181-14506-1 
181-14506-2 
181-14506-3 
181-14506-4 
181—14506-5 
181-14507-1 
181-14507-2 
181-14508-3 
181-14508-4 
181-14508-5 
181-14508-6 
181-14509-1 
181-14509-11 
181-14509-13 
181-14509-15 
181-14509-17 
181-14509-18 
181-14509-19 
181-14509-2 . 
181-14509-21 
181-14509-23 


CODE 
SOURCE 


INDEX NUMBER 
FIGURE & 


13 ` 
(Use 181-14501-101) 
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(Use 181-14502-101) 
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6 
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Numerical Index of Contractor Parts AN 01-60JKB-4 
STOCK PART . SOURCE FIGURE & TOTAL MICRO- STOCK PART SOURCE FIGURE & TOTAL MICRO- 
NUMBER NUMBER CODE INDEX NUMBER QTY FILM NUMBER NUMBER CODE INDEX NUMBER QTY FILM 
181-14509-25 Μι 2 R82NA 181-14523-3 ΡΙ : 1 
181-14509-3 Mi 1 R82NA 181-14523.4 ΡΙ 9 1 
181-14509-31 ΧΙ 11-1 1 R82NA 181-14523-5 Pl 11-12 1 
181-14509-32 χι 11 1 R82NA 181-14523-6 ΡΙ n 1 
181-14509-4 Μι 1 R82NA 181-14523-1 ΡΙ 13-18 1 
181-14509-5 Μι: 1 R82NA 181-14523-8 P1 13-19 1 1 
181-14509-6 Mt 1 181-14524-1 Μι 6-3 1 
181-14509-7 M1 1 181-14524-2 - M1 6 1 
181-14509-8 M1 1 181-14524-3 M1 2 
181-14509-9 M1 2 181-14524-» ΜΙ 2 
181-14510-1 Μι 8-12 1. 181-14524-1 Μι 2 T 
181-14510-11 M1 1 R82NA 181-14525-3 P1 8-6 1 
181-14510-13 M1 1 R82NA 181-14525-4 ΡΙ 8. 1 
181-14510-14 Μι 1 181-14525-5 Χι 8-7 1 
` 181-14510-15 M1 1 181-14525-6 Xl 1 
181-14510-17 M1 1 181-14525-7 X1 8-8 2 
181-14510-19 Μι 1 181-14526-1 M1 1 , 
181-14510-2 ΜΙ ` 8 1 181-14526-2 MI 1 
181-14510-21 M1 1 181-14526-3 Μι 1 
181-14510-22 Mi 1 181-14526-4 M1 1 
181-14510-23 M1 1 181-14527-1 M1 1 
181-14510-24 Μι 1 181-14527-10 Mi 1 
181-14510-25 Μι 1 181-14527-11 M1 1 
181-14510-26 Μι 1 181-14527-12 M1 1 
181-14510-27 M1 1 181--14527-2 ΜΙ 1 
181-14510-28 ΜΙ 1 181-14527-3 M1 1 
181-14510-3 M1 1 181-14527-4 Μι 1 
181-14510-4 ΜΙ 1. 181-14527-5 M1 1 
181-14510-5 M1 1 181-14527-6 Μι 1 
181-14510-6 Μι 1 181-14527-7 M1 1 
181-14510-7 Mi 1 181-14527-8 Μι 1 
181-14510-9 ` Μι 1 181-14527-9 Μι Du 
181-14512-3 ΧΙ 1 181-14528-1 Μι 1 ü 
181-14512-4 X1 1 181-14528-10 M1 1 
181-14512-5 x2 10-4 1 181-14528-11 M1 2 
181-14512-6 x2 10 1 181-14528-13 Mi -2 
R82NA 181-14513-1 P1 8-22 1 181-14528-15 M1 2 
181-14513-13 ΧΙ ‘ 1 181-14528-2 Μι 1 
. ; 181-14513-14 X1 1 181-14528-3 M1 1 
` R82NA 181-14513-2 P1 8 1 181-145284 ΜΙ 1 
181-14513-3 X1 8-23 1 181-14528-5 M1 1 
181-14513-4 Xi 8 1 181-14528-6 Μι r 1 
181-14513-5 Χι 8-24 1 181-14528-7 M1 1. 
181-14513-6 ΧΙ 8 . 1 181-14528-8 Μι 1 
181-14513-7 X1 8-25 1 181-14528-9 ΜΙ 1 
181-14513-8 Xi 8 1 181-14529-1 M1 1 
R82NA 181-14514-1 P1 1 181-14529-10 Μι 1 
R82NA 181-14514-2 P1 1 181-14529-11 M1 1 
R82NA 181-14515-1 P1 1 ' 181-14529-12 . ΜΙ 1 
R82NA 181-14515-2 P1 1 181-14529-13 ΜΙ 1 
R82NA 181-14516-1 P1 8-3 1 181-14529-14 Mi 1 
R82NA 181-14516-2 P1 8 1 181-14529-15 Μι 1 
181-14517-1 1 181-14529-16 ΜΙ 1 
181-14517-2 1 181-14529-17 Μι 1 
181-14517-3 x2 9-1 , 1 181-14529-18 ΜΙ 1 
181-14517-4 x2 9 1 181-14529-19 Μι 1 
181-14518-3 x2 10-3 1 181-14529-2 M1 1 
181-14518-4 X2 10 1 181-14529-20 M1 1 
R82NA 181-14520-1 P1 - 5-20 1 181-14529-3 ML 1 
. 13-14 181-14529-4 Μι 1 
181-14520-10 ^ M1 xL 181-14529-5 Mi 1 
181-14520-11 M1 1 181-14529-6 M1 1 
181-14520-12 Μι 1 181-14529-7 Μι 1 
181-14520-13 M1 1 181-14529-8 M1 1 
181-14520-14 ^ Μι 1 181-14529-9 M1 1 
181-14520-15 M1 1 181-14530-1 M1 1 
181-14520-16 MI 1 181-14530-11 ` MI 1 
181-14520-17 ` Mi 1 181-14530-12 Μι 1 
181-14520-18 Μι 1 181-14530-13 M1 1 
181-14520-19 Μι 1 181-14530-14 M1 1 
" 181-14520-2 X1 5 1 181-14530-2 Mi 1 
181-14520-20 Μι 5 1 181-14530-3 M1 1 
181-14520-21 M1 1 181-14530-4 M1 1 
181-14520-25 Mi 1 181-14530-5 MI 1 : 
181-14520-26 Mi 1: 181-14530-6 M1 1 
181-14520-3 Μι 1 181-14530-7 ΜΙ 1 
R82NA 191-14520-31 P1 13-15 1 181-14530-8 Μι 1 
: 181-14520-4 ` M1 1 181-14530-9 M1 2 
181-14520-5 Μι 1 181-14531-1 Μι 1 
181-14520-6 M1 1 181-14531-11 Μι 2 
181-14520-7 Mi 1 181-14531-13 M1 2 
181-14520-8 Μι 1 181-14531-15 M1 2 
181-14520-9 ΜΙ 1 181-14531-2 Μι 1 
R82NA 181-14521-3 P1 6-2 1 181-14531-3 M1 1 ` 
R82NA 181-14521-4 Pi 6 1 181-14531-4 Μι 1 
R82NA 181-14522-3 P1 9-13 1 181-14531-5 Μι 1 
R82NA 181-14522-4 P1 9 1 181-14531-6 Mt 1 
R82NA 181-14522-5 P1 : 11-11 1 181-14531-7 Mi 1 
R82NA  181-14522-6 ` Pl ` 1 1 181-14531-8 Μι -ᾱ 
R82NA = 1181-14522-7. ΡΙ ` 13-16 1 181-14531-9 Mi 2 
R82NA 181-14522-8 P1 13-17 1 181-14532-1 Mi .1 
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AN 01-60JKB-4 Numerical Index of Contractor Parts 
STOCK PART SOURCE FIGURE & TOTAL MICRO- STOCK PART SOURCE FIGURE & TOTAL MICRO- 
NUMBER . NUMBER CODE INDEX NUMBER QTY FILM NUMBER NUMBER CODE INDEX NUMBER QTY FILM 
181-14532-10 Mi 1 181-14539-4 Μι 1 
181-14532-11 Mi 2 181-14539-5 Μι 1 
181-14532-2 M1 1 181-14539-6 ΜΙ 1 
181-14532-3 M1 1 181-14539-7 M1 1 
181-14532-4 M1 1 181-14539-8 M1 1 
181-14532-5 M1 1 181-14539-9 M1 1 
181-14532-6 M1 .1 181-14540-1 Mi 1 
181-14532-7 Μι 1 181-14540-2 M1 1 
181-14532-8 M1 1 181-14541-1 Μι, 1 
181-145329 . ΜΙ 1 181-14541-10 Mi 1 
181-14533-1 Mr 1 181-14541-11 M1 1 
181-14533-10 M1 1 181-14541-12 Μι 1 
-181-14533-11 ΜΙ 1 181-14541-13 Μι 2 
181-14533-12 .M1 1 181-14541-15 M1 2 
181-14533-13 M1 1 181-14541-2 ΜΙ 1 
181-14533-14 Μι 1 181-14541-3 M1 1 
181-14533-15 M1 2 181-14541-4 M1 1 
181-14533-17 M1 1 181-14541-5 M1 1 
181-14533-18 M1 1 181-14541-6 Μι 1 
181-14533-2 Μι 1 181-14541-7 Μι 1 
181-14533-3 Μι 1 181-14541-8 Μι 1 
181-14533-4 - Μι 1 181-14541-9 Μι 1 
181-14533-5 Μι 1 181-14542-1 Μι 1 
181-14533-6 ^ ΜΙ 1 18131454222 ` ΜΙ ` 1 
181-14533-7 M1 1 181-14542-3 Μι 1 
181-14533-8 Μι 1 181-14542-4 Μι 1 
181-14533-9 Μι 1 181-14542-5 M1 1 
181-14534-1 Μι 2 181-14542-6 M1 1 
181-14534-11 M1 
181-1453413 MI 1 1811441 — Mi 1 
181-14534-14 .M1 1 181-14543-2 Mi 1 
181-14534-2 Μι 1 181-14543-3 ΜΙ 1 
181-14534-3 M1 1 181-14543-4 . M1 1 
181-14534-4 M1 1 181-14543-5 M1 1 
181-14534-5 M1 1 181-14543-6 Μι 1 
Ν 181-14534-6 Μι 1 "ΓΕ 181-14543-7 M1 ‘ 1 
181-14534-7 . Μι 1 181-14543-8 M1 1 
181-14534-8 M1 2 181-14544-1 M1 1 
181-14534-9 Μι x 2 
181-14535-1 ΜΊ 1 181-145443 ΜΙ 1 
‘ 181-14535-10 Μι 1 181-14544-4 M1 1 
` 181-14535-2 Μι 1 181-14544-5 M1 1 
181-14535-3 M1 1 181-14544-6 M1 1 
181-14535-4 MI i 181-14544-7 M1 1 
181-14535-5 1 m d "UM 
181-14535-6 MI 1 1811441 — MI 1 
181-14535-7 Μι 1 181-14545-2 M1 1 
181-14535-8 Ml H 181-14545-3 . ΜΙ 1 
181-14535-9 ΜΙ 1 181-14545-4 M1 1 
. ' 181-14536-1 ΜΙ 8 1 181-14545-5 M1 1 
181-14536-11 ΜΙ 1 181-14545-6 Mi 1 
181-14536-12 M1 1 181-14545-7 M1 2 
181-14536-2 ΜΙ 8 1 181-14546-1 M1 10-16 1 
τος 181-14536-3 ΜΙ 1 181-14546-2 M1 10 1 
- 181-14536-4 Μι 1 R82NA 181-14546-21 ΜΙ 10-18 1 
: 181-14536-5 M1 1 R82NA 181-14546-22 M1 10 1 
181-14536-6 M1 1 181-14546-3 M1 1 
181-14536-7 M1 2 181-14546-4 M1 1. 
181-14536-9 M1 2 181-14546-5 M1 1 
181-14537-1 M1 1 181-14546-6 Μι 1 
181-14537-10 M1 1 181-14546-7 M1 2 
181-14537-2 Mi 1... 181-14547-1 M1 1 
181-14537-3 M1 1 181-14547-2 Μι 1 
181-14537-4 M1 1 181-14551-1 M1 1 
181-14537-5 Μι 2 181-14551-2 Μι 1 
181-14537-7 Mi 2 . 181-14551-3 ; 1 
181-14537-9 M1 1 - 181-14551-4 1 
181-14538-1 M1 1 181-14551-5 1 
181-14538-2 Mi 1 181-14551-6 1 
181-14538-3 Ml 1 181-14551-7 1 
181-14538-4 ΜΙ 1 181-14552-3 M1 1 
181-14538-5 Mi ; 2 181-14552-4 Μι 1 
181-14538-7 M1 2 181-14553-1 M1 1 
181-14538-9 Mi 2 181-14553-2 Mi 1 
181-14539-1 M1 8 1 181-14554-1 M1 1 
181-14539-11 M1 2 181-14554-2 M1 1 
181-14539-13 M1 2 181-14555-3 M1 1 
181-14539-15 M1 2 181-14555-4 ΜΙ 1 
181-14539-17 M1 2 181-14556-3 M1 1 
181-14539-19 M1 2 181-14556-4 M1 1 
; 181-14539-2 M1 8 1 181-14557-1 M1 1 
: 181-14539-21 M1 I 2 181-14557-2 M1 1 
: 181-14539-23 M1 2 181-14558-1 M1 1 
181-14539-25 M1 2 181-14558-2 M1 1 
181-14539-27 Mi 2 181-14559-1 Μι 1 
181-14539-29 Μι 2 181-14559-2 Μι 1 
181-14539-3 Μι 1 181-14559-3 1 
181-14539-31 M1 1 181-145594 1 
181-14539-32 Μι 1 181—14560-1 Al 11 1 
181-14539-33 M1 2 181-14560-2 ΑΙ 11 1 
181-14539-35 M1 2 181-14561-1 A1 1 1 
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Numerical Index of Contractor Parts AN 01-60JKB-4 
/ 

STOCK. PART SOURCE FIGURE & z TOTAL MICRO- STOCK PART SOURCE FIGURE & TOTAL MICRO- ; 

NUMBER NUMBER CODE INDEX NUMBER QTY FILM NUMBER NUMBER CODE INDEX NUMBER QTY FILM = 
181--14561-2 Al 11 1 181-14591-5 , M1 2 
181-14561-3 Μι ` 1 181-14591-9 Μι 4 
181-14561-4 Μι 1 . 181-14592 M1 5-34 9 
181-14562-1 Al 11 1 181-14592-3 M1 6 
181-14562-2 Al 11 1 181-14593 M1 5 6 
181-14562-3 μι 1 181-14594-1 M1 2 
181-14562-4 Μι 1 181-14594-2 Μι 3 
181-14563-1 Al 11 1 181-14595-1 M1 2 
181-14563-2 ΑΙ 11 1 181-14595-2 M1 : 2 
181—14563-3 ΜΙ 1 181-14596-1 Μι 10-17 1 
181-14563-4 M1 1 181-14596-2 Μι 10 1 ' 
181-14564-1 Al 11 1 181-14597-1 Μι 10-19 1 
181-14564-2 ΑΙ 11 1 181-14597-2 Μι 10 1 
181-14564-3 Μι 1 181-14597-3 Μι 10-28 1 
181-14564-4 MI 1 181-14591-4 Μι 10 1 
181-14565-1 ΑΙ 11 1 181-14598-1 Mt ` 1 
181-14565-2 Al 1 1 181-14598-2 M1 1 
181-14565-3 Μι 1 181-14599-1 ΜΙ 10-26 1 
181-14565-4 Μι 1 181-14599-2 Μι 10 1 
181-14566-1 ΑΙ 11 1 181-14599-21 M1 10-27 2 
181-14566-2 ΑΙ 11 1 181-14599-3 Μι 1 
181-14567-1 ΑΙ 11 1 181-14599 4 Μι 1 
181-14561-2 ΑΙ 11 1 181-14599-5 M1 1 
181-14567-3 Μι 1 181-14599-6 M1 1 
181-14567-4 Μι 1 181-14599-7 M1 2 
181-14568-1 ΜΙ 5-32 2 181-14599-9 M1 2 
181-14568-2 M1 5 1 181-14600-1 M1 8-19 1 
181-14568-3 M1 1 181-14600-2 M1 8 1 
181-14568-4 Μι 1 181-14601-1 Χι 15-1 1 
181-14570-1 Μι 1 181-14601-2 X1 1 
181-14570-2 : M1 1 181-14602-1 ΧΙ (Use 181-14602-101) 
181-14571-1 Μι 2 181-14602-101 5 2 
181-14571-2 M1 2 . 6 
181-14572-1 Mi 1 t 181-14602-102 ` 5 2 
181-14572-2 M1 1 6 
181-14573-1 Μι 2 181-14602-2 xi (Use 181-14602-102) 
181-14573-2 Μι 2 181-14603 Μι 2 - 
181-14574—-1 Mi 1 181-14604-1 Μι 1. 
181-14574-2 ΜΙ 1 181-14604-2 Μι 1 
181-14515-1 Μι 1 181-14605 Μι 3 ' 
181-14575-2 . Mi 1 181-14606-1 Μι 1 

R82NA 181-14576 ` P1 5-21 1 181-14606-2 M1 1 
181-14576-11 M1 1 181-14607-1 ΜΙ 1 
181-14576-13 Μι 2 181-14607-2 M1 1 
181-14576-15 Μι 13-5 1 R82NA 181-14608 P 9-16 4 $ 
181-14576-21 X1 13-1 1 181-14608-5 10-5 1 
181-14576-3 Μι 1 181-14610 M1 2. 
181-14576-5 Μι 1 181-14611 Μι 2 
181-14576-7 M1 1 ë 181-14612 M1 7 2 
181-14576-9 M1 1 R82NA 181-14613-10 P1 . 10 1 

R82NA 181-14577 P1 5 1 R82NA 181-14613-3 Pi 10-20 1 
181-14577-11 Μι 1 R82NA 181-146134 P1 10 1 
181-14577-13 M1 1 R82NA 181-14613-5 P1 10-21 ` 1 
181-14577-15 M1 1 R82NA 181-14613-6 P1 10 1 
181-14577-17 . M1 13 1 R82NA 181-14613-7 P1 . 10-22 1 
181-14577-19 Μι 1 R82NA 181-14613-8 P1 10 . 1 
181-14517-21 Μι 1 R82NA 181-14613-9 P1 10-23 1 
181-14577-3 M1 1 181-14614-1 Μι 1 
181-14577-31 Μι 13 1 181-14614-2 Μι 1 
181-14577-41 ΜΙ 1 181-14615-1 Μι 10-2 1 
181-14577-5 M1 1 181-14615-2 Μι 10 1 
181-14577-51 Μι 1 . 181-14616-1 Μι 1 
181-14577-7 Μι 1 181-14616-2 Μι 1 
181-14577-9 M1 1 181-14617-1 Μι 1 
181-14578-1 ` Μι 1 181-14617-2 ΜΙ 1 
181-14578-2 Μι 1 181-14618-1 Μι 1 
181-14578-3 Μι 1 181-14618-2 M1 1 
181-14578-4 Μι 1 181-14619-1 Μι 1 
181-14579-1 M1 1 181-14619-2 M1 1. 
181-14579-2 Μι 1 181-14620-1 Μι 1 
181-14580-1 Μι 1 181-14620-2 ΜΙ 1 
181-14580-2 Μι 1 181-14621-3 Μι 1 
181-14581 Μι 2 181-14621-4 Μι 1 
181-14582-1 Μι ἵν 2 181-14621-5 Μι 1 
181-14582-2 Μι 2 181-14621-6 Μι 1 
181-14583-1 M1 2 181-14622-1 Al 15-35 1 
181-14583-2 M1 2 181-14622-2 ΑΙ 15 1. 
181-14584 M1 1 181-14622-3 Μι 15 1 
181-14585-1 Μι 2 181-14623-1 Μι 1 
181-14585-2 Μι 3 181-14623-2 M1 1 
181-14586-1 Μι 2 181-14624-1 M1 1 
181-14586-2 M1 2 181-14624-2 Μι 1 
181- 14587 Μι 3 181-14625-1 Μι 1 
181-14588 Μι 5-33 2 181-14625-2 Μι 1 
181-14588-3 Μι 1 181-14626-1 M1 1 
181-14589-1 Mi 2 181-14626-2 Μι N 1 
181-14589-2 Mi 2 181-14632-3 M1 2 
181-14590-1 M1 2 181-14632-4 M1 1 
181—14590-2 Μι .2 181-14632-5 Μι 2 
181—14591-11 M1 2 181-14632-6 Mi 1 
181-14591-3 Μι 4 181-14633-3 M1 1 


528 RESTRICTED I Revised 15 September 1953 


STOCK PART SOURCE 
NUMBER NUMBER - CODE 
181-14633.4 ΜΙ 
181-14633-5 Μι 
181-14633-6 ΜΙ 
181-14633-7 M1 
181-14633-8 Μι 
181-14634-1 Μι 
181-14634-2 Μι 
R82NA  181-14635. Pi 
181-14636 
R82NA 181-14636-3 ΡΙ 
R82NA 181-14636-5 Pl 
181-14637-1 M1 
181-14631-2 Μι 
181-14638-1 Μι 
181 -14638-2 ΜΙ 
R82NA  181-14639 P 
181-14640-3 
181-14640-4 
181-14640-5 
181-14640-6 
181-14641-1 Μι 
18114641 2 Μι 
181-14642-1 Μι 
181-14642-2 Μι 
181-14643-1 M1 
181-14643-2 M1 
181-14645 Μι 
181-14645-3 Μι 
181-14646 M 
181-14648 Μι 
181-14649-1 Μι 
18114649 -2 Μι 
18114650 ΜΙ 
181-14651-1 Μι 
181-14651-2 Μι 
181-14651-3 ΜΙ 
. 181-146514 Μι 
R82NA  181-14652 P 
181-14653 Μι 
181-14654 ΜΙ 
181-14654-3 M1 
181-14654-5 ΜΙ 
181-14654-7 M 
R82NA 181-14651-1 ΡΙ 
R82NA  181-14657-2 ΡΙ 
181 -14660-1 Μι 
181-14660-2 ΜΙ 
181-14661-1 Μι 
181-14661-2 M1 
181-14662 ΜΙ 
181-14662-3 M1 
181-14662-5 MI 
181-14663-1 , ΜΙ 
181-14663-2 Μι 
181-14663-3 Μι 
181-14663-4 ΜΙ 
181-14663-5 Μι 
181-14664-1 Μι 
181-14664-2 M1 
181-14665-1 Μι 
181-14665-2 M1 
181-14666 Μι 
181 14661 -1 Μι 
181-14667-2 ΜΙ 
181-14668 Μι 
181-14669-1 MI 
181-14669-2 Μι 
181-14670 ΜΙ 
181-14670-13 ΜΙ 
181-14670-3 Μι 
:181-14670-5 Μι 
181-14670-7 M1 
181-14670-9 M1 
181-14673-1 Mi 
181-14673-2 ΜΙ 
181-14674 ΜΙ 
181-14674-3 ΜΙ 
181-14675 Μι 
š 181-14675-3 M 
181-14676 M1 
181-14677-1 ΜΙ 
181-14677-2 Μι 
181-14678-1 M1 
181-14678-2 ΜΙ 
181-14678-3 M1 
181-14678-4 Μι 
181-14678-7 Μι 
181-14678-8 Μι 
181-14679 ΜΙ 
181-14680-1 Μι 
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R82NA 
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R82NA 
R82NA 
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RESTRICTED 


PART 
NUMBER 

181-14680-2 ' 
181-14681-1 
181-14681-2 
181-14684 
181-14685-1 
181-14685-2 
181-14686-1 
181-14686-2 
181—14687 
181-14688 
181-14689 
181-14690 
181-14691 
181-14692 
181-14693 
181-14694-1 


181-14694-2 . 


181-14695 
181-14696 
181-14697 
181-14698 
181-14699-3 
181-14699-5 
181-14699-6 
181-14700-1 
181-14700-2 
181-14701-1 
181-14701-2 
181 14102 
181-14703-2 
181-14704-1 
181-14704-2 
181-14705-1 
181-14705-2 
181-14706-1 
181-14706-2 
181-14707-1 
181-14707-2 
181-14708 
181-14709-1 
181-14709-11 
181-14709-2 
181-14709-3 
181-14709-4 
181-14709-5 
181—14709-7 
181-14709-9 
181-14710 
181-14711-11 
181-14711-13 
181-14711-15 
181-14711-17 
181-14711-19 
181-14711-21 
181-14711-23 
181-14711-25 
181-14711-27 
181-14711-29 
181-14711-3 
181-14711-31 
181-14711-33 
181-14711-5 
181-14711-7 
181-14711-9 
181-14712-3 
181-14712-5 
181-14712-7 
181-14712-9 
181-14713 
181-14714-1 
181-14714-3 
181-14714-5 
181-14714-7 
181-14715-1 
181-14715-3 
18114716 
181-14716-3 
181-14717-3 
181-14717-5 
181-14718-1 
181-14718-2 
181-14719-1 
181-14719-2 
181-14720-1 
181-14720-2 
181-14721-1 
181-14721-2 
181-14722-1 
181-14722-10 
181-14722-2 
181-14722-3 
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Numerical Index of Contractor Parts AN 01-60JKB-4 
STOCK PART SOURCE FIGURE & TOTAL MICRO- STOCK PART SOURCE FIGURE & TOTAL MICRO- 
NUMBER NUMBER CODE INDEX NUMBER QTY FILM NUMBER NUMBER CODE INDEX NUMBER QTY FILM 
181-14722-4 ; 1 R82NA 181-17002-1 ΡΙ 15-28 1 
181-14722-5 1 181-17002-13 M1 . 1 i 
181-14722-6 1 181-17002-14 Mi 1 
181-14722-7 ο 1 181-17002-15 M1 2 
181-14722-8 1 R82NA 181-17002-2 P1 15 1 
181-14722-9 1 181-17002-3 . Mi 1 
181-14723-1 1 181-17002-4 Mi 1 
181-14723-11 2 181-17002-5 Mi 1 
181-14723-2 i 1 181-17002-6 M1 1 
181-14723-3 1 181-17002-7 Μι . 1 
181-14723-4 1 181-17002-8 Μι 1 
181-14723-5 2 181-17002-9 Mi 2 
181~14723-7 4 R82NA 181-17003-1 P1 5-8 1 
181-14723-9 . 2 R82NA 181-17003-10 Pl 1 
181-14724-1 1 181-17003-11 Mi 1 
181-14724-2 1 181-17003-12 ΜΙ 1: 
181-14725 1 R82NA 181-17003-2 ΡΙ 5 1 
181-14725-1 1 . 181-17003-3 M1 1 
181-14725-10 1 181-17003-4 M1 1 
181-14725-11 2 181-17003-5 ΜΙ 1 
181-14725-13 2 181-17003-6 M1 1 
181-14725-15 2 181-17003-7 M1 1 
181-14725-2 1 181-17003-8 Mi 1 
181-14725-3 1 . 181-17003-9 M1 1 
181-14725-4 1 R82NA 181-17004-1 P1 5-9 1 
181-14725-5 1 R82NA 181-17004-10 P1 1 
181-14725-6 1 181-17004-11 M1 1 
181-14725-7 : 1 181-17004-12 ΜΙ 1 
181-14725-8 ; 1 R82NA 181-17004-2 P1 5 1 
181-14725-9 1 181-17004-3 M1 1 
181-14726-1 1 181-17004-4 M1 1 
181-14726-11 1 181-17004-5 Mi. 1 
181-14726-12 1 181-17004-6 M1 1 
181-14726-13 1 181-17004—7 M1 1 
181-14726-14 1 181-17004-8 M1 1 
181-14726-2 1 181-17004-9 ΜΙ 1 
181-14726-3 1 181-17005-1 M1 1 
181-14726-4 1 181-17005-2 M1 1 
181-14726-5 4 181-17005-3 M1 1 
Ν 181-14726-7 2 181-17005-4 M1 1 
181-14727-1 1 181-17005-5 Mi 1 
181-14727-11 1 181-17005-6 ΜΙ 1 
181-14727-12 1 181-17006-1 M1 2 
181-14727-13 1 181-17006-2 Μι 2 
181-14727-14 1 181-17006-3 M1 2 
181-14727-2 1 181-17006-4 M1 2 
181-14727-3 1 181-17006-5 M1 4; 
181-14727-4 1 181-17007-1 ` M1 2 
181-14727-5 1 181-17007-2 M1 2 
181-14727-6 1 181-17007-3 M1 2 
181-14727-7 1 181-17007-4 M1 2 
181-14727-8 1 181-17007-5 M1 4 
181-14727-9 2 181-17008-1 M1 2 
181-14728 í 1 181-17008-2 M1 2 
181-14728-3 1 181-17008-3 M1 i 2 
181-14729 4 181-17008-4 M1. 2 
181-14730 1 181-17008-5 ΜΙ 4 
181-14732-1 13 1 181-17009-1 M1 2 
181-14732-2 13 1 181-17009-2 Μι 2 
181-14901-1 2-1 1 181-17009-3 M1 2 
181-14901-2 2 1 : 181-17009-4 M1 2 
R82NA 181-14902-1 P1 2-2 Ref 181-17009-5 M1 4 
R82NA 181-14902-101 1 181-17010-1 Μι 1 
R82NA ` 181-14902-2 P1 2 Ref 181-17010-2 ΜΙ 1 
R82NA 181-16001-1 . 5-22 2 181-17011-1 Mi 1 
R82NA 181-16001-2 P1 5 1 181-17011-2 Mi 1. 
i 181-16003-1 14 1 181-17014-1 M1 1 
181-16003-11 M1 E 181-17014-2 Mi 1 
181-16003-12 M1 1 181-17015 22-25 40 
181-16003-2 14 1 181-17015-1. Mi : 1 
181-16010-1 | M1 6-36 1 181-17015-2 M1 1 
181-16010-2 Μι 6 1 181-17016-3 Mi 1 
181-16064-1 Μι 46-20 4 181-17016-4 Μι 1 
181-16064-2 Μι 46 2 181-17016-5 M1 1 
181-16064-3 . M1 4 181-17016-6 M1 1 
R82NA 181-16067-3 x2 8-18 1 ` 181-17017-1 M1 2 
R82NA 181-16067-4 x2 |: 8 1 181-17017-2 M1 2 
181-16111 Mi 10-6 2 181-17018-3 Μι 1 
R82NA  181-17001-1 P1 15-29 1 181-17018-4 Mi 1 
R82NA 181-17001-10 P1 : 1 181-17018-5 M1 1 
181-17001-11 M1 1 181-17018-6 M1 1 
181-17001-12 M1 , 1 181-17019-1 M1 1 
181-17001-13 M1 2 181-17019-2 M1 1 
R82NA 181-17001-2 Pl 15 1 181-17019-3 Μι 1 
181-17001-3 . Μι 1 181-17019-4 M1 1 
181-17001-4 M1 1 181-17020-1 Mi 1 ‘ 
181-17001-5 Mi 1 181-17020-2 M1 1 
181-17001-6 Mi 1 181-17021-1 Mi 1 
181-17001-7 Μι 1 181-17021-2 ^ Mi 1 š 
181-17001-8 M1 1 181-17022-1 M1 1 
181-17001-9 Μι 1 181-17022-2 Μι 1 X 
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SECURITY INFORMATION — RESTRICTED Section Ill. 
AN 01-60JKB-4 Numerical Index of Contractor Parts 
STOCK PART SOURCE FIGURE & TOTAL MICRO- STOCK ' PART SOURCE FIGURE & TOTAL MICRO- 
NUMBER NUMBER CODE INDEX NUMBER QTY FILM NUMBER NUMBER CODE u INDEX NUMBER QTY FILM 
181-17023-1 M1 1 181-17062-5 M1 2 
181-17023-2 M1 1 181-17062-51 Μι 2 
181-17023-3 MI ` 1 181-17062-7 M1 2 
181-17023-4 M1 P 1 181-17062-9 M1 2 
R82NA  181-17024-1 P1 22-23 14 181-17063 Mi 4 
R82NA 181-17024-11 P1 <- H-13 1 181-17064 M1 4 
R82NA 181-17024-21 Pl . 22-24 3 131-17065 ΜΙ 4 
R82NA  181-17024-22 P1 11-15 2 181-17066 M1 i 4 
181-17024-3 . xi 11 181-17067-1 M1 : 12-22 1 
181-17024-5 xi 1 181-17067-2 M1 12 1 
181-17024-7 X1 4 181-17068-1 M1 1 
R82NA  181-17025-3 x2 11-2 15 181-17068-2 M1 1 
11-4 R82NA 181-18001-1 Pl 15-25 1 
11-6 R82NA 181-18001-10 P1 PE 
22-18 181-18001-11 M1 1 
22-21 181-18001-12 M1 ` 1 
R82NA 181-17025-4 x2 11-3 15 : 181-18001-13 M1 1 
11-5 181-18001-14 Μι , 1 
11-7 181-18001-15 M1 1 
22-17 181-18001-16 M1 1 
22-20 181-18001-17 M1 1 
22-22 181-18001-18 M1 1 
R82NA 181-17025-5 x2 22-16 5 181-18001-19 Μι 1 
R82NA 181-17025-6 X2 11-9 5 R82NA 181-18001-2 P1 15 1 
| 22-15 v x 1 
R82NA  181-17026 P 11-51 4 ΕΝΑ TETEA P 1 
` 22-3 E g 1 
R82NA 181-17027 P 22-6 4 181 180014 MI 1 
11-54 : £ É 1 
181-17028-3 M1 22-9 2 LAT m 1 
181-17028-4 Μι 11-57 2 181-18001-7 M1 1 
181-17029-3 M1 22-21 . 4 181-18001-8 Mi 1 
181-17029-4 Μι 11-18 2 i31:18001:9 Mi 1 
181-17030 Μι 11-55 4. 1811800323 xi 2 
22-1 
181-17031 MI 11-10 4 ο να σον Nl Met 2 
29-13 
181-17032 2 3 19119001. ΜΙ 1 
181-17033-10 Mi 2 181-18004-12 Μι 1 
181-17033-11 Mi 2 181-18004-13 Mi 1 
181-17033-21 Μι 2 181 14004 13 Mi 1 
181-17033-23 Μι 3 i (415 Μι 1 
ο οι < MI 5 181 100416 Mi 1 
181-17033-27 Μι 2 181-18004-17 M1 2 
181-17033-29 M1 με. 181-18004-18 ΜΙ 2 
181-17033-3 ΜΙ - 1811800419 ΜΙ 3 
181-17033-31 Mi A 181-18004-2 M1 21 3 
181-17033-4 ΜΙ 181-18004-20 — M1 3 
181-17033-41 ΜΙ z 181-18004-21 ΜΙ 3 
181-17033-5 ΜΙ 2 181-18004-22 ΜΙ 3 
181-17033-6 Μι 2 181-18004-23 M1 2 
181-17033-7 M1 2 181-18004-24 M1 2 
181-17033-8 M1 2 181-18004-25 M1 1 
181-17033-9 .M1 5 2 181-18004-26 M1 1 
181-17034-3 M1 2 181-18004-27 ΜΙ 1 
181-17034-5 ΜΙ u 181-18004-28 M1 1 
181-17034-7 M1 2 181-18004-29 M1 2 
` 181-17034-9 M1 2 181-18004-3 M1 2 
181-17035-1 M1 12-9 h 181-18004-30 M1 2 
181-17035-2 Μι 12 A 181-18004-31 ΜΙ d 
181-17036-3 Μι 2 181-18004-32 M1 1 
181-17036-4 Μι 2 181-18004-33 M1 1 
181-17036-5 M1 2 181-18004-34  . ΜΙ 1 
181-17036-6 Μι 2 181-18004-35 M1 2 
R82NA 1181-17037 ΜΙ 5-17 48 181-18004-36 M1 2 
181-17051-1 M1 1 181-18004-37 ΜΙ 3 
181-17051-2 Mi 1 181-18004-38 M1 2 
181-17052-1 M1 1 181-18004-39 M1 1 
181-17052-2 Μι 1 181-18004-4 M1 1 
181-17053-1 M1 1 181-18004-40 Μι 1 
181-17053-2 M1 1 181-18004-41 ΜΙ 1 
181-17054-1 ‘M1 1 181-18004-42 M1 1 
181-17054-2 MI 1 181-18004-43 Μι 4 
181-17055-1 M1 1 181-18004-45 M1 4 
181-17055-2 ΜΙ 1 181-18004-47 M1 2 
181-17056-1 Μι 1 181-18004-48 M1 2 
181-17056-2 ` M1 © 1 181-18004-49 M1 2 
181-17059-1 ΜΙ 1 181-18004-5 M1 2 
181-17059-2 M1 1 181-18004-50 M1 2 
181-17060 M1 2 181-18004-6 M1 1' 
181-17060-3 M1 2 181-18004-7 M1 1 
181-17061 M1 12 2 181-18004-8 M1 1 
181-17061-3 M1 12-19 2 181-18004-9 M1 1 
181-17062-11 ΜΙ 2 R82NA 181-18005-1 P1 (Use 181-18005-21) 
181-17062-13 M1 2 181-18005-17 Xi 2 
181-17062-15 Μι 2 R82NA 181-18005-2 P1 (Use 181-18005-22) 
181-17062-17 M1 2 R82NA 181-18005-21 ` (Use 181-18005-31) 
181-17062-21 M1 2 181-18005-22 (Use 181-18005-32) 
181-17062-3 ΜΙ 2 181-18005-23 1 
181-17062-31 M1 2 181-18005-24 1 
181-17062-41 M1 2 181-18005-25 ; 1 
Revised 15 September 1953 : RESTRICTED 531 


Section ΙΙΙ SECURITY INFORMATION — RESTRICTED 


Numerical Index of Contractor Parts AN 01-60JKB-4 
STOCK PART SOURCE FIGURE & TOTAL MICRO- STOCK PART SOURCE FIGURE & TOTAL MICRO- 
NUMBER NUMBER CODE INDEX NUMBER QTY FILM "NUMBER NUMBER CODE INDEX NUMBER QTY FILM 
, 181-18005-26 1 R82NA 181-18045-5 P1 21-17 4 
181-18005-27 1 21-22 
181-18005-28 1 181-18046-3 Μι 21-11 8 
181-18005-29 : 1 181-18046-5 Μι 8 
181-18005-3 x1 1 181-18046-7 Μι 8 
181-18005-4 xi 1 181-18047-1 ` Mi 1 
181-18006-3 χι 3 2 181-18047-2 Mi 1 
R82NA 181-18006-5 P1 18-31 2 181-18048-1 - MI 1 
: R82NA  181-18007-3 PI . 21-4 1^ 181-18048-2 Mi 1 
R82NA 181-18007-4 P1 21 1 181-18049 1 
R82NA 181-18007-5 P1 21-10 1 181-18050-1 Μι 1 
R82NA 181-18007-6 : P1 21. 1 181-18050-2 Μι 1 
R82NA 181-18008-3 P1 21-15 1 181-18051-1 Μι 1 
R82NA 181-18008-4 P1 21 1 181-18051-2 Μι 1 
R82NA 181-18008-5 P1 21-21 1 181-18052-1 M1 1 
R82NA 181-18008-6 P1 21 1: 181-18052-2 Μι 1 
R82NA 181-18009 PL 21-28 16 181-18053 Μι 21-33 4 
181-18009-3 xi 21 16 181-18054 Μι 21-31 2 
181-18013-1 M1 1 181-18055 Μι 21-41 2 
181-18013-2 Mi 1 181-18055-3 Μι 2 
181-18014-1 Μι 1 181-18055-5 Μι 2 
181-18014-2 Μι 1 181-18055-7 M 2 
181-18015-1 Μι . 1 181-18056 Mi 4 
181-18015-2 Μι 1 181-18057 ΜΙ 21-42 4 
181-18016-1 Μι 1 181-18059-11 ΜΙ ; 2 
181-18016-2 Μι 1 181-18059-13 Μι 1 
181-18017-1 Al 21 1 181-18059-14 Μι 1 
181-18017-2 Al 21 1 181-18059-15 Μι 2 
181-18017-3 Μι 1 181-18059-11 Μι 2 
181-18017-4 Μι 1 181-18059-19 Mi 2 
+ 181-18018-1 A1 21 1 181-18059-21 ` M1 2 
181-18018-2 Al 21 1 181-18059-23 Μι 1 
181-18018-3 Μι ` : 1 181-18059-24 ΜΙ 1 
181-18018-4 M1 1 181-18059-25 M1 1 
181-18019-1 M1 1 181-18059-26 M1 ΄ 1 
181-18019-2 Μι 1 181-18059-3 Μι 2 
181-18020—1 Μι 1 181-18059-5 Μι 2 
181-18020-2 ΜΙ 1 181-18059-7 Μι 2 ! 
181-18021-1 Mi 1 181-18059-9 Μι 2 
181-18021-2 : MI 1 181-18060-1 Μι ΄ 1 
181-18022-1 M1 1 . 181-18060-2 Μι 1 
181-18022-2. ΜΙ 1 R82NA 181-18061 P 21 2 
181-18023-1 Mi 1 181-18061-3 M1 21-46 2 
181-18023-2 Mi 1 181-18061-5 Mi 21-47 2 
181-18024-1 ΑΙ 21 1 181-18061-7 Μι 21-48 2 ᾿ 
181-18024-2 ΑΙ 21 1 ΄ 181-18062-3 2 
181-18024-3 Mi 1 181-18062-4 2 
181-18024-4 Μι 1 R82NA 181-18063 21-1 2 
181-18025-1 ΑΙ 21 1 181-20001 1-3 1 
181-18025-2 A1 21 1 R82NA  181-21406 P Ref 
181-18025-3 Μι 1 R82NA 181-23001 P1 (Use 181-23001-101) 
181-18025-4 Mi 1 181-23001-101 Γ 66 1 
181-18026-1 Μι 1 181-23002 xi 66-1 1 
181-18026-2 Μι 1 181-23002-101 66 1 
181-18027-1 Mi 1 181-23002-11 Μι 2 
181-18027-2 Mi 1 181-23002-13 Μι 2 
181-18028-1 Mi 1 181-23002-15 M1 2 
181-18028-2 . ΜΙ 1 ` 181-23002-17 Μι 1 
181-18029-1 Μι 1 181-23002-19 Μι 1 
181-18029-2 Μι 1 181-23002-21 Μι 1. 
181-18030-1 M1 1 181-23002-23 Μι 1 
:181-18030-2 Μι 1 181-23002-25 Μι 1 
181-18031-1 Μι 1 181-23002-27 Μι 1 
181-18031-2 Mi 1 181-23002-3 Μι 1 
181-18032-1 M1 1 181-23002-5 Μι 1 
181-18032-2 Μι 1 181-23002-7 Mi 1 
181-18033-1 M1 1 181-23002-9 Μι 1 
181-18033-2 Μι 1 181-23007 M1 1 
181-18034-1 Mi 1 181-23007-101 1 
181-18034-2 Μι 1 181-23007-13 1 
`181-18035-1 M1 1 181-23007-17 1 
181-18035-2 Mi 1 181-23007-3 Μι 1 
181-18036-1 Μι 1 181-23007-5 ΜΙ 1 
181-15036-2 Μι 1 181-23007-7 M1 1 
181-18037-1 Μι 1 181-23007-9 M1 1 
181-18037-2 Mi 1 181-23008 M1 1 
181-18038-1 . Ml 1 181-23008-3 Μι 1 
181-18038-2 Μι 1 181-23008-5 Μι 1 
181-18039-1 Mi 1 181-23008-6 Mı 1 
181-18039-2 Mi 1 181-23008~7 Μι 1 
181-18040-1 Μι 1 181-23008-8 Μι 1 
181-18040-2 Μι 1 181-23010 Μι 1 
181-18041-1 Μι 1 181-23010-3 Μι 1 
181-18041-2 Μι 1 181-23014 Μι 1 
181-18042-1 Μι 1 18124015 ΜΙ 1 
181-18042-2 Μι 1 181-23016 Μι 1 
181—18043 Μι 21-16 8 18123020 Mi 1 
21-5 181-23021-1 Μι 1 
R82NA 181-18044 P1 21-32 16 : 181-23024 M1 1 
R82NA 181-18045-3 P1 21-6 4 181-23025  . Μι 1 
. 181-23026 Mi 1 
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STOCK PART 

NUMBER NUMBER 
181-23026-3 
181-23026-5 
181-23031 
181-23032 
181-23032-3 
181-23037 
181-23039 
181-23039-3 
181-23043 
181-23044 , 
181-23044-3 
181-23044-5 
181-23044-7 
181-23050 
181-23051 
181-23056 
181-23057 
181-23057-3 
181-23063 
181-23064 
181-23064-3 
181-23304 
181-23304-3 
181-23304-5 
181-23304-7 
181-23305 
181-23307 
181-23320 
181-23321 
181-23322 
181-23322-3 
181-23323 
181-23323-3 
181-23324 
181-23324-3 
181-23325 
181-23326 
181-23326-3 
181-23328 
181-23328-3 
181-23329-11 
181-23329-13 
181-23329-3 
181-23329-5 
181-23329-7 
181-23329-9 
181-23331 
181-23331-3 
181-23339 
181-23339-3 
181-23340 
181-23340-3 
181-23341 
181-23341-3 
181-23344 
181—23345 
181-23345-3 
181-23346 
181-23346-3 
181-23348-1 
181-23348-2 
181-23348-3 
181-23348-4 
181-23358 
181-23359 
181-23360 
181-23361 
181-23401-101 
181-23401-3 
181-23401-5 
181-23403-1 
181-23403-101 
181-23403-102 
181-23403-2 
181-23428 
181-23430 
181—23431 
181-25001 
181-25005 
181-25005-10 
181-25005-3 
181-25005-4 
181-25005-5 
181-25005-7 
181-25005-9 

R82NA 181-30919 
181-30920-1 
181-30920-2 
181-31001 
181-31001-1 
181-31001-101 
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SOURCE 
CODE 
M1 
M1 
M1 
M1 
M1 
M1 
M1 
M1 


SECURITY INFORMATION — RESTRICTED 


FIGURE & 
INDEX NUMBER 


(Use 181-23032-101) 


66 


70-1 


71 


TOTAL 
QTY 


με μα 
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AN 01-60JKB-4 


MICRO- STOCK 
FILM NUMBER 


R82NA 


R82NA 
R82NA 


R82NA 
R82NA 


RESTRICTED 


PART 
NUMBER 


181-31001-51 
181-31004 
181-31004-11 
181-31004-13 
181-31004-15 
181-31004-17 
181-31004-19 
181-31004-21 
181-31004-23 
181-31004-25 
181-31004-27 
181-31004-28 
181-31004-29 
181-31004-3 
181-31004-31 
181-31004-33 
181-31004-34 
181-31004-35 
181-31004-36 
181-31004-37 
181-31004-38 
181-31004-39 
181-31004-41 
181-31004-43 
181-31004-44 
181-31004-45 
181-31004-47 
181-31004-49 
181-31004-5 
181-31004-51 
181-31004-53 
181-31004-55 
181-31004-57 
181-31004-59 
181-31004-60 
181-31004-61 
181-31004-63 
181-31004-65 
181-31004-67 
181-31004-7 
181-31004-9 
181-31005-1 
181-31005-10 
181-31005-11 
181-31005-12 
181-31005-13 
181-31005-14 
181-31005 15 
181-31005-16 
181-31005-17 
181-31005-18 
181-31005-19 
181-31005-2 
181-31005-20 
181-31005-21 
181-31005-22 
181-31005-23 
181-31005-24 
181-31005-25 
181-31005-26 
181-31005-27 
181-31005-28 
181-31005-29 
181-31005-3 
181-31005-30 
181-31005-31 
181-31005-32 
181-31005-35 
181-31005-36 
181-31005-37 
181-31005-38 
181-31005-39 
181-31005-4 
181-31005-40 
181-31005-5 
181-31005-6 
181-31005-7 
181-31005-8 
181-31005-9 
181-31006 
181-31006-3 
181-31007 
181-31007-3 
181-31008 
181-31009 
181-31009-1 
181-31009-2 
181-31009-3 
181-31009-5 
181-31009-7 
181-31010 


SOURCE 
CODE 


FIGURE ὃς 
INDEX NUMBER 


71 
71-17 


71-18 


73-31 


Section lll 
Numerical Index of Contractor Parts 


TOTAL 
QTY 
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MICRO- 
FILM 
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Numerical Index of Contractor Parts AN 01-60JKB-4 
STOCK PART SOURCE FIGURE & TOTAL MICRO- STOCK PART SOURCE FIGURE & TOTAL MICRO- 
NUMBER NUMBER CODE INDEX NUMBER QTY FILM NUMBER NUMBER CODE INDEX NUMBER QTY FILM 
181-31011 ΜΙ 94-20 2 181-31025-6 M1 1 
181-31012 ΑΙ 94-1 2 181-31025-60 M1 1 
181-31013 M1 2 181-31025-61 M1 4 
181-31013-3 ΜΙ 93-22 3 181-31025-63 MI 4 
181-31014 M1 2 181-31025-65 Μι 4 
181-31014-3 M1 93-17 2 181-31025-67 M1 2 
181-31015-1 Μι 93-34 1 181-31025-69 Μι 2. 
181-31015-10 1 181-31025-7 M1 1 
181-31015-2 M1 93 1 181-31025-71 Μι 4 
181-31015-3 ΜΙ 2 181-31025-73 M1 1 
181-31015-5 M1 1 181-31025-75 M1 2 
181-31015-6 Μι 1 181-31025-77 M1 2 
181-31015-7 1 181-31025-79 M1 4 
181-31015-8 1 181-31025-8 M1 1 
181-31015-9 1 181-31025-81 Mi 6 
181-31016-1 Μι 93-39 1 181-31025-87 M1 2 
181-31016-10 1 181-31025-89 | Ml 2 
181-31016-2 ΜΙ 93 1 181-31025-9 M1 1 
181-31016-3 M1 ' 1 R82NA 181-31026 Pi 16-1 6 
181-31016-4 ΜΙ 1 181-31026-3 16 6 
181-31016-7 ` 1 181-31027 M1 76-18 6 
181-31016-8 1 181-31028-11 M1 77 2 
181-31016-9 1 181-31028-13 M1 77 2 
R82NA 181-31017-1 P1 93-1" 2 181-31028-3 M1 16-9 6 
71-18 181-31028-5 M1 71-12 2 
R82NA  181-31017-2 Pl 2 181-31028-7 ΜΙ 77-13 2 
181-31018 M1 71-21 2 181-31028-9 M1 16 6 
. 93-5 181-31029 M1 16-14 8 
181-31018-3 Mi 2 ` 11-22 
"ER E ΜΙ 2 181-31030 P1 75-57 1 
Jai: 946 z R82NA  181-31030-1 Pl 1 
81-31019-1 M1 93-10 1 : z 
R82NA- 181-31030-10 M1 1 
181-31019-2 M1 93 1 181: 101011 : Mi 1 
181-31020 ΜΙ 77-11 4 181-31030-12 Mi 1 
93-25 E E : 1 
"TE 011 2 181-3103013 Μο 1 
: 77-30 
181-31030-15 M1 1 
94-9 E T 
181-31023-1 Μι 93-26 1 : ο AM i 
181-31030-17 M1 
181-31023-2 Mi 93 1 181-31030-18 Μι 1 
181-31023-3 M1 1 181-31030-19 ΜΙ 1 
181-31023-4 Μι 1 BENÁ 1 1 
181-31024 Μι 93-31 4 81-31030-2 PI 75 
: R82NA 181-31030-20 Μι 1 
181-31024-3 ΜΙ 4 
181-31030-23 M1 1 
R82NA 181-31025-1 Pl 15-12 1 181-31030-24 M1 1 
R82NA 181-31025-10 P1 : 1 181 31030 25 Μι 1 
181-31025-11 M1 1 181-31030-26 Μι 1 
181-31025-12 M1 1 1512310320 27 Μι 1 
181-31025-13 M1 1 181-31030-28 Μι 1 
181-31025-14 M1 1 181-31030-29 MI 2 
181-31025-15 Μι 1 191 31090 3 Mi 2 
181-31025-16 MI 1 181-31030-30 Mi 2 
LR ae | ντ. 
181 31025 19 Μι 1 181-31030-32 M1 2 
R82NA 181-31025-2 P1 75 1 181-31030-33 Μι 2 
181-31030-34 M1 2 
R82NA 181-31025-20 Pi 1 181 3102035 Mi 1 
181-31025-21 ΜΙ 1 181-31030-36 MI 1 
181-31025-22 MI 1 181.31030-37 M1 1 
181-31025-23 M1 1 181-31030-38 M1 1 
181-31025-24 Μι 1 181-31020-39 ΜΙ 1 
181-31025-25 M1 1 ISi 310304 Μι 1 
181-31025-26 M1 1 : 
181-31025-27 ΜΙ 1 ο. 4H i 
1813102529 MI | 1 1813103042 MI l 
E Ξ 1 181-31030-43 M1 71-1 1 
ee ἐς να i 181-31030-44 ΜΙ 71 1 
= š 1 181-31030-45 M1 71-2 1 
151 πύρα τὰ Mi i 181-31030-46 M1 77 1 
181-31030-47 M1 1 
181-31025-33 M1 2 18 31030 48 Mi 1 
181-31025-35 M1 2 z # 
z 2 
181-31025-37 M1 4 181-31030-49 Μι 
181-31025-4 M1 1 181-31030-5 M1 1 
181-31025-41 Μι 1 181-31030-51 ΜΙ : 
t E. I M P 
181-31025-43 ΜΙ 1 = = š 
181-31025-44 Μι 1 181-31030-54 M1 77 1 
181-31025-45 M1 1 181-31030-6 M1 1 
181-31025-46 M1 1 181-31030-7 M1 1 
181-31025-47 M1 1 181-31030-8 M1 1 
181-31025-48 M1 1 181-31030-9 M1 1 
181-31025-49 Μι 176-32 2 181-31031 Μι 764 6 
181-31025-5 M1 76 2 181-31031-3 Μι 6 
181-31025-50 M1 2 181-31031-5 M1 6 
181-31025-51 M1 76-33 2 181-31032 ΜΙ 76-20 6 
181-31025-52 Mi 76 2 181-31034 Μι Τ5-26 1 
181-31025-53 M1 76-34 2 181-31035 M1 75-52 1 
181-31025-54 M1 76 2 181-31035-11 M1 1 
181-31025-55 M1 2 181-31035-13 M1 1 
181-31025-57 M1 ` 16 181-31035-15 M1 15-53 2 
181-31025-59 M1 1 181-31035-3 M1 1 


534 RESTRICTED | Revised 15 September 1953 


STOCK PART 
NUMBER NUMBER 
181-31035-5 
181-31035-7 
181-31035-9 
181-31036 
181-31036-11 
181-31036-13 
181-31036-15 
181-31036-3 
181-31036-5 
181-31036-7 
181-31036-9 
181-31037 
181-31037-11 ` 
181-31037-13 
181-31037-15 
181-31037-17 
181-31037-3 
181-31037-4 
181-31037-5 
181-31037-7 
181-31037-9 
R82NA 181-31039 
181-31039-10 
181-31039-11 
181-31039-13 
181-31039-15 
181-31039-16 
181-31039-17 
181-31039-3 
181-31039-5 
181-31039-7 
181-31039-9 
181-31040-1 
181-31040-2 
181-31041 
181-31042-1 
181-31042-2 
181-31042-3 
181-31042-4 
181-31043 
181-31044-1 
181-31044-2 
181-31045 
181-31045-3 
181-31046 
181-31046-3 
R82NA 181-31048 
181-31048-3 
181-31048-5 
181-31048-7 
R82NA . 181-31050-1 


181-31050-11 
181-31050-13 
181-31050-14 
181-31050-15 
181-31050-16 
R82NA 181-31050-2 
181-31050-3 
181-31050-4 
181-31050-5 
181-31050-52 
181-31050-6 
181-31050-7 
181-31050-8 
181-31050-9 
181-31052 
181-31052-3 
181-31052-5 
181-31053 
181-31054 
181-31054-3 
181-31055 
181-31056 
181-31057 
R82NA 181-31058-3 
R82NA 181-31058-5 
181-31059 
181-31060 
181-31060-3 
181-31060-5 
181-31061-1 
181-31061-13 
181-31061-2 
R82NA 181-31062-1 
181-31062-10 
181-31062-13 
181-31062-14 
181-31062-15 
181-31062-16 
R82NA 181-31062-2 


Revised 15 September 1953 


SOURCE 
CODE 


Μι 
ΜΙ 
ΜΙ 
Μι 
M1 
Μι 
MI 
Mi 
M1 
M1 
M1 
M1 
Mi 
Mi 
M1 
M1 
ΜΙ 
Μι 
M1 
Μι 
Μι 

ΡΙ 
Μι 
Μι 


SECURITY INFORMATION — RESTRICTED 
AN 01-60JKB-4 


FIGURE & 
INDEX NUMBER 


75-44 


75-45 


85 


85-6 
85-7 


75-1 


75-34 
75 


85-30 
15-28 
75 


75-27 
75-20 
75-15 
15-56 
75-35 


87-1 
87 


87 


87 


87-2 
87 


87 
87-20 
87-21 


87-88 
87-84 


. 81-31 


87-3 
91-2 


81-22 


75-48 
15-49 


87 


TOTAL 
ΟΤΥ 


1 
1 
1 
1 
1 
2 
1 
1 
1 
1 
1 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
1 
1 
2 
6 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
2 
4 
1 
1 
1 
1 
4 
1 
1 
1 
1 
1 
1 
1 
1 


MICRO- STOCK 
FILM NUMBER 


R82NA 


R82NA 
R82NA 


R82NA 
R82NA 


R82NA 


RESTRICTED 


PART 
NUMBER 


181-31062-51 
181-31062-52 
181-31062-7 
181-31062-9 
181-31063-1 
181-31063-2 
181-31063-3 
181-31063-4 
181-31063-5 
181-31063-7 
181-31065 
181-31065-3 
181-31065-5 
181-31065-7 
181-31065-9 
181--31066 
181-31066-3 
181-31066-7 
181-31067 
181-31067-3 
181-31067-5 
181-31067-7 
181-31068-1 
181-31068-2 
181-31069 
181-31069-3 
181-31069-5 
181-31070 
181-31075 
181-31075-3 
181-31075-5 
181-31076-1 
181-31076-11 
181-31076-13 
181-31076-15 
181-31076-17 
181-31076-18 
181-31076-19 
181-31076-2 
181-31076-20 
181-31076-3 
181-31076-4 
181-31076-5 
181-31976-6 
181-31077 
181-31077-3 
181-31077-5 
181-31077-7 
181-31078 
181-31078-3 
181-31078-5 
181-31079-1 
181-31079-2 
181-31079-3 
181-31079-4 
181-31080-1 
181-31080-2 
181-31080-3 
181-31080-4 
181-31080-5 
181-31081 
181-31081-11 
181-31081-13 
181-31081-3 
181-31081-5 
181-31081-7 
181-31081-9 
181-31082 
181-31082-3 
181-31082-5 
181-31083 
181-31084-1 
181-31084-2 
181-31085 
181-31086-1 
181-31086-2 
181-31086-3 
181-31086-4 
181-31086-5 
181-31088 
181-31088-3 
181-31090 
181-31090-3 
181-31090-5 
181-31090-7 
181-31090-9 
181-31091 
181-31092 
181-31101 
181-31101-101 


SOURCE 


CODE 


FIGURE & 
INDEX NUMBER 


87 
87 


87-45 


81-71 


97 


96-15 


97-7 


96-23 
96 


96-20 
96 


97-10 
97 


92-13 


96-3 
92-14 
95-15 
97-3 


98-58 
71 
71. 
72 


Section lil 
Numerical Index of Contractor Parts 


TOTAL 


QTY 


Qhata ο ο Tre ΗΝ M iQ N 4 I μπὲ μὰ i, eh μπα μα Pel [πὰ R4 [πὰ i, + Ph + eh [μὰ μι [μι μα N a μα 2 μα ο N) μα N 


MICRO- 


FILM 


535 


Section lll 
Numerical Index of Contractor Parts 


STOCK 
NUMBER 


R82NA 


R82NA 
R82NA 


536 


PART 
NUMBER 


181-31101-51 


181-31102 
181-31102-101 
181-31103 
181-31104 
181-31106 
181-31106-3 
181-31106-5 
181-31107 
181-31108 
181-31110 
181-31110-1 
181-31110-2 
181-31110-3 
181-31110-4 
181-31110-5 
181-31110-7 
181-311101-1 
181-311101-2 
181-311102-1 
181-311102-10 
181-311102-11 
181-311102-12 
181-311102-2 
181-311102-3 
181-311102-4 
181-311102-5 
181-311102-6 
181-311102-7 
181-311102-8 
181-311102-9 
181-311103-1 
181-311103-2 
181-31111 
181-31112 
181-31112-101 
181-31112-15 
181-31112-17 
181-31112-19 
181-31112-21 
181-31112-22 
181-31112-23 
181-31112-24 
181-31112-25 
181-31112-26 
181-31112-27 
181-31112-29 
181-31112-3 
181-31112-31 
181-31112-33 
181-31112-35 
181-31112-38 
181-31112-39 
181-31112-4 
181-31112-40 
181-31112-43 
181-31112-47 


'181-31112-49 


181-31112-5 
181-31112-51 
181-31112-53 
181-31112-6 
181-31112-63 
181-31112-64 
181-31112-65 
181-31112-66 
181-31112-67 
181—31112-68 
181-31112-69 
181-31112-7 
181-31112-70 
181-31112-73 
181-31112-75 
181-31112-77 
181-31112-78 
181-31112-79 
181-31112-81 
181-31112-9 
181-31113 
181-31113-10 
181-31113-101 
181-31113-11 
181-31113-12 
181-31113-13 
181-31113-14 
181-31113-15 
181-31113-16 
181-31113-17 
181-31113-18 
181-31113-19 
181-31113-20 


SOURCE 
CODE 


SECURITY INFORMATION — RESTRICTED 


FIGURE & 
INDEX NUMBER 


73-1 
73 


73 
73 


ω ο ο μα pd μα a fk μα [πὶ jua eh Y i, μὰ I ed [52 N) IND i e a de ed pe [54 jud fed uà F+ fet + + [πὶ tt P. = Q) N ον a ο eh ο Q = DO DO. mà e IA e) Ih ολ = 2 a ed = tQ = 2 = pt 


TOTAL 
QTY 


AN 01-60JKB-4 


MICRO- STOCK 
FILM NUMBER 
R82NA 
RESTRICTED 


PART 
NUMBER 


181-31113-21 
181-31113-22 
181-31113-23 
181-31113-3 
181-31113-5 
181-31113-6 
181-31113-7 
181-31113-8 
181-31113-9 
181-31114 
181-31114-101 
181-31114-11 
181-31114-13 
181-31114-15 
181-31114-17 
181-31114-19 
181-31114-21 
181-31114-22 
181-31114-23 
181-31114-3 
181-31114-5 
181-31114-7 
181-31114-9 
181-31115 
181-31115-10 
181-31115-101 
181-31115-11 
181-31115-13 
181-31115-15 
181-31115-17 
181-31115-19 
181-31115-203 
181-31115-204 
181-31115-205 
181-31115-207 
181-31115-209 
181-31115-211 
181-31115-21 
181-31115-23 
181-31115-25 
181-31115-27 
181-31115-29 
181-31115-3 - 
181-31115-31 
181-31115-33 
181-31115-35 
181-31115-37 
181-31115-39 


181-31115-41 


181-31115-43 
181-31115-45 
181-31115-47 
181-31115-49 
181-31115-5 
181-31115-51 
181-31115-53 
181-31115-55 
181-31115-57 
181-31115-59 
181-31115-61 
181-31115-63 
181-31115-65 
181-31115-67 
181-31115-7 
181-31115-8 
181-31115-9 
181-31116 
181-31116-101 
181-31116-11 
181-31116-13 
181-31116-15 
181-31116-17 
181-31116-19 
181-31116-21 
181-31116-23 
181-31116-25 
181-31116-27 
181-31116-29 
181-31116-3 
181-31116-31 
181-31116-33 
181-31116-35 
181-31116-37 
181-31116-39 
181-31116-41 
181-31116-43 
181-31116-44 
181-31116-45 
181-31116-47 
181-31116-49 
181-31116-5 


SOURCE 
CODE 


FIGURE & TOTAL MICRO- 


INDEX NUMBER QTY FILM 
1 
1 
1 
1 
1 
1 
1 
1 
1 
73-2 1 
73 1 
73-6 2 
2 
4 
2 
2 
1 
1 
1 
73-4 2 
2 
73-5 2 
73-7 2 
73-16 2 
1 
73 1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1. 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 . 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
1 
1 
73-17 2 
73 1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
1 
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STOCK PART SOURCE 
NUMBER NUMBER CODE 
181-31116-51 
181-31116-55 


181-31116-7 Μι 
181-31116-9 Μι 
181-31117-1 M1 
181-31117-2 Μι 
181-31117-3 Μι 
181-31117-4 . Μι 
181-31117-5 
181-31117-6 
181-31118-1 Mi 
181-31118-2 M1 
181-31119-3 
181-31119-4 
R82NA 181-31119-5 P1 
R82NA 181-31119-6 Pl 
181-31120-3 ΧΙ 
181-31120-4 ΧΙ 
181-31121-1 Μι 
181-31121-10 M1 
181-31121-11 Μι 
181-31121-12 M1 
181-31121-13 M1 
181-31121-14 M1 
181-31121-15 M1 
181-31121-16 ΜΙ 
181-31121-17 M1 
181-31121-18 M1 
181-31121-19 M1 
181-31121-2 M1 
181-31121-21 M1 
181-31121-23 M1 
181-31121-25 M1 
181-31121-27 M1 
181-31121-29 M1 
181-31121-3 Μι 
181-31121-31 Μι 
181-31121-33 Μι 
181-31121-34 M1 
181-31121-35 ΜΙ 
181-31121-36 M1 
181-31121-37 M1 
181-31121-39 M1 
* 181-31121-4 Μι 
181-31121-41 M1 
181-31121-43 Μι 
181-31121-45 M1 
181-31121-47 Μι 
181-31121-49 Μι 
181-31121-5 Μι 
181-31121-51 M 
181-31121-53 Μι 
181-31121-55 Μι 
181-31121-57 M1 
181-31121-59 Μι 
181-31121-6 Μι 
181-31121-61 M1 
181-31121-63 M1 
181-31121-65 M1 
181-31121-67 M1 
/ 181-31121-69 Mi 
181-31121-71 Μι 
181-31121-73 Mi 
181-31121-75 M1 
181-31121-77 M1 


181-31121-79 
181-31121-81 
181-31121-83 


181-31121-9 Μι 
181-31122-3 M1 
181-31122-5 MI 
181-31122-7 Μι 
181-31122-9 - M1 
181-31123 M1 
181-31123-11 M1 
181-31123-13 M1 
181-31123-15 Μι 
181-31123-17 M1 
181-31123-19 M1 
181-31123-21 M1 
181-31123-23 Μι 
181-31123-3 M1 
181-31123-5 M1 
181-31123-7 M1 
181-31123-9 M1 
181-31124 M1 


181-31124-11 Mi 
181-31124-13 MI 
181-31124-15 M1 
181-31124-17 M1 
181-31124-19 M1 


Revised 15 September 1953 


SECURITY INFORMATION — RESTRICTED 
AN 01-60JKB-4 


FIGURE & 
INDEX NUMBER 


B, 


τὸ 


73-23. 


73 


TOTAL 
ΟΤΥ 


MICRO- STOCK 


FILM NUMBER 


RESTRICTED 


PART 
NUMBER 


181-31124-3 
181-31124-5 
181-31124-7 
181-31124-9 
181-31125 
181-31125-10 
181-31125-11 
181-31125-13 
181-31125-15 
181-31125-16 
181-31125-21 
181-31125-23 
181-31125-25 
181-31125-27 
181-31125-29 
181-31125-3 
181-31125-31 
181-31125-33 
181-31125-34 
181-31125-35 
181-31125-36 
181-31125-37 
181-31125-39 
181-31125-40 
181-31125-41 
181-31125-42 
181-31125-43 
181-31125-45 
181-31125-47 
181-31125-49 
181-31125-55 
181-31125-59 
181-31125-60 
181-31125-61 
181 -31125-63 
181-31125-64 
181-31125-65 
181-31125-66 
181-31125-67 
181-31125-68 
181-31125-69 
181-31125-71 
181-31125-73 
181-31125-75 
181-31125-77 
181-31125-78 
181-31125-79 
181-31125-80 
181-31125-81 
181-31125-82 
181-31125-83 
181-31125-85 
181-31125-87 
181-31125-9 
181-31126-1 
181-31126-2 
181-31127-1 
181-31127-2 
181-31128 
181-31129-1 
181-31129-2 
181-31129-3 
181—31129-4 
181-31130 
181-31131 
181-31131-3 
181-31131-5 
181-31131-7 
181-31132 
181-31132-3 
181-31132-5 
181-31133-1 
181-31133-2 
181-31134-1 
181-31134-2 
1815311835 
181-31137-1 
181-31137-2 
181-31138-1 
181-31138-2 
181-31139 
181-31140 


181-31141 
181-31142 
181—31143-1 
181-31143-2 
181-31144-1 
181-31144-2 
181-31145 
181-31146 


SOURCE 
CODE 


FIGURE & 
INDEX NUMBER 


Section lll 


TOTAL 


QTY 


P bt μὲ = Ó DO N ƏN 


OO IÓ pei μα pud à =. i rà rà kn P pa 2 i: DO. + μα μα e I ja pd uà i κα άμα a a μα μα Ó = μα i a = μα μα HÀ a = P 2 š a ed pad jud jud + + jud =, = = to þad pah F de pa jud pb IND 5 ed Ped Pà à jud μπὲ Pa je μὰ Pa + μὰ 


Numerical Index of Contractor Parts 


A MICRO- 


FILM 


537 


Section lll 


Numerical Index of Contractor Parts. 


STOCK 
NUMBER 


R82NA 


538 


PART 
NUMBER 


181-31146-3 
181-31146-5 
181-31147 
181-31147-11 
181-31147-3 
181-31147-5 
181-31147-7 
181-31147-9 
181-31148 
181-31148-3 
181-31149-2 
181-31140-3 
181-31150-5 
181-31151 
181-31151-11 
181-31151-13 
181-31151-15 
181-31151-17 
181-31151-3 
181-31151-5 
181-31151-7 
181-31151-9 
181-31152 


181-31152-11 ' 


181-31152-13 
181-31152-15 
181-31152-17 
181-31152-3 
181-31152-5 
181-31152-7 
181-31152-9 
181-31153 
181-31154 
181-31155-1 
181-31155-2 
181-31156 
181-31158-1 
181-31158-2 
181-31159-1 
181-31159-2 
181-31159-3 
181-31159-4 
181-31159-5 
181-31159-6 
181-31160-1 
181-31160-10 
181-31160-3 
181-31160-4 
181-31160-5 
181-31160-6 
181-31160-7 
181-31160-8 
181-31160-9 
181-31161-1 
181-31161-2 
181-31162-3 
181-31162-4 
181-31162-5 
181-31162-7 
181-31163 
181-31164-3 
181-31164-5 
181-31165 
181-31165-3 
181-31166-3 
181-31166-4 
181-31166-5 
181-31166-6 
181-31166-7 
181-31166-8 
181-31167-1 
181-31167-2 
181-31168-1 
181-31168-2 
181-31169-1 
181-31169-2 
181-31170-1 
181-31170-2 
181-31171-1 
181-31171-2 
181-31172 
181-31174 
181-31174-5 
181-31175-1 
181-31175-2 
181-31175-3 
181-31175-4 
181-31176 
181-31177-1 
181-31177-2 
181-31178 


SOURCE 
CODE 


M1 
Μι 
Μι 
ΜΙ 
ΜΙ 
Μι 
Μι 
ΜΙ 
Μι 
ΜΙ 
Μι 
ΧΙ 
ΜΙ 
Μι 
Μι 
ΜΙ 
MI 
M1 
Μι 
ΜΙ 
Xi 
Μι 
Μι 
M1 
M1 
M1 
M1 
M1 
M1 
M1 
M1 
M1 
M1 
M1 
Μι 
Μι 


M1 
M1 


SECURITY INFORMATION — RESTRICTED 
AN 01-60JKB-4 


FIGURE & 
INDEX NUMBER 


71 


73 


73 


TOTAL 
QTY 


Q0 A à OP à ji. ου A ph A pd peA b pi ped p ph pad CS IND 4 i: 2 IND = ed i: a pek pe pb pei pab pai el I a = pah pab ped pad pai pd pad pd pah pah pet = E HA E HR 2 + I + E E e He e eo i. n 


MICRO- STOCK 
FILM NUMBER 
R82NA 


RESTRICTED 


PART 
NUMBER 


181-31178-3 
181-31179-1 
181-31179-2 
181-31180 
181-31181-10 
181-31181-11 
181-31181-12 
181-31181-13 
181-31181-14 
181-31181-3 
181-31181-4 
181-31181-5 
181-31181-6 
181-31181-7 
181-31181-8 
181-31181-9 
181-31182 
181-31182-1 
181-31182-2 
181-31183-1 
181-31183-2 
181-31184-3 
181-31184-4 
181-31184-5 
181-31184-6 
181-31185-3 
181-31185-4 
181-31185-5 
181-31185-6 
181-31186-1 
181-31186-2 
181-31186-3 
181-31186-4 
181-31186-5 
181-31186-6 
181-31187-1 
181-31187-2 
181-31188 
181-31189-1 
181-31189-2 
181-31190-3 
181-31190-4 
181-31190-5 
181-31190-6 
181-31191-3 
181-31191-4 
181-31191-5 
181-31191-6 
181-31192-3 
181-31192-4 
181-31192-5 
181-31192-6 
181-31193-3 
181-31133-4 
181-31193-5 
181-31193-6 
181-31194 
181-31194-3 
181-31194-5 
181-31195-1 
181-31195-2 
181-31196 
181-31197-3 
181-31197-5 
181-31198-1 
181-31198-2 
181-31198-3 
181-31198-4 
181-31198-5 
181-31198-6 
181-31199 
181-31201 
181-31201-11 
181-31201-13 
181-31201-15 
181-31201-17 
181-31201-19 
181-31201-21 
181-31201-23 
181-31201-25 
181-31201-27 
181-31201-3 
181-31201-31 
181-31201-5 
181-31201-7 
181-31201-9 
181-31202 
181-31202-11 
181-31202-13 
181-31202-15 
181-31202-17 


SOURCE 
CODE 


FIGURE & TOTAL MICRO- 
INDEX NUMBER QTY FILM 


73 


94-4 


B ουσ ου οσο ου ου ο ο ο et at pad ped ea ad pt at at ett et tet pt ped eet ett et et et ke et tt et tk t DD pet n e i io e | n o n NN oo 


Revised 15 September 1953 


STOCK PART SOURCE 

NUMBER NUMBER CODE 
181-31202-19 M1 
` : 181-31202-21 M1 
181-31202-23 ΜΙ 
181-31202-25 ΜΙ 
181—-31202-27 Μι 
181-31202-29 M1 

181-31202-3 Ml. 
181-31202-31 M1 
181-31202-33 M1 


, 181-31202-35 Μι 
181-31202-37 
181-31202-39: 
181-31202-41 
181-31202-43 
181-31202-45 
181-31202-47 


181-31202-5 MI 
181-31202-51 M1 
181-31202-53 M1 
181-31202-7 ΜΙ 
181-31202-9 M1 
181-31203 .M1 
181-31205 M1 
181-31206-1 M1 
181-31206-2 M1 
181-31207-1 M1 
181-31207-2 M1 
181-31208 M1 
181-31209 M1 
181-31210-3 M1 
181-31210-5 M1 
181-31210-7 M1 
181-312101 M1 
181-312102 M1 
181-312102-3 Μι 
181-312103 ΜΙ 
181-312105 Μι 
181-312106 Μι 
181-312107 Mi 
181-312108 M1 
181-312109 ΜΙ 
181-31211 Μι 
181-31211-11 M1 
181-31211-12 M1 
181-31211-13 Μι 


181-31211-14 M1 
181-31211-15 M1 


181-31211-17 M1 
181-31211-19 M1 
181-31211-21 M1 
181-31211-23 ΜΙ 
181-31211-25 M1 
ἰ 181-31211-27 MI 
. 181-31211-3 M1 
181-31211-31 Mi 
181-31211-33 Mi 
181-31211-35 MI 
181-31211-37 M1 
181-31211-39 Μι 
181-31211-40 
181-31211-41 M1 


181-31211-43 ΜΙ 
181-31211-45 Μι 
181-31211-47 M1 
181-31211-49 Μι 


181-31211-5 Μι 
181-31211-50 
181-31211-51 Μι 


181-31211-53 M1 
181-31211-55 Mi 
181-31211-57 Μι 


181-31211-59 ΜΙ 
181-31211-6 Μι 
181-31211-61 Mi 


181-31211-63 Mł 
181-31211-65 M1 


181-31211-67 M1 
181-31211-7 M1 
181-31211-71 M1 
181-31211-73 Μι 
181-31211-75 Μι 
181-31211-77 M1 
181-31211-79 M1 
181-31211-81 M1 
181-31211-83 MI 
181-31211-85 M1 


181-31211-87 
181-31211-89 
181-31211-9 M1 
181-31211-91 Μι 
181-31211-93 


Revised 15 September 1953 


SECURITY INFORMATION — RESTRICTED 


FIGURE & ` 


INDEX NUMBER 


75 


75 


75 


75-67 


75-41 


TOTAL 
QTY 


τομ ο ολο [τὲ ΓΘ R N IO 2 a pab peh μπὰ pad pd pad pd pb DNS pt pai pd pd ee > = μιὰ μα ped pad RÀ [μὰ à x μα μὰ μα μα = = = = = à = = = at = Pak = λα μα μὰ μά μα κα μα μά =: μα 


AN 01-60JKB-4 


MICRO- STOCK 
FILM NUMBER 
RESTRICTED 


PART 
NUMBER 


181-31211-95 
181-31211-97 
181-312110 
181-312111 
181-312112 
181-312113 
181-312113-1 
181-312113-2 
181-312114 
181-312115 
181-312116-1 
181-312116-2 
181-312117 
181-312118 
181-312118-3 
181-312118-7 
181-312119 
181-31212 
181-31212-3 
181-31212-40 


181-31212-50 
181-312120-1 


181-312120-2 , 


181-312121 
181-312122-1 
181-312122-2 
181-312123 
181-312124-1 
181-312124-2 
181-312125-1 
181-312125-2 
181-312126 
181-312127 
181-312128-1 
181-312128-2 
181-312129 
181-31213 
181-312130 
181-312131 
181-312132 
181-312133 
181-312134 
181-312135-1 
181-312135-2 
181-312135-3 
181-312135-4 
181-312135-5 
181-312136-1 
181-312136-10 
181-312136-11 
181-312136-12 
181-312136-13 
181-312136-14 
181-312136-15 
181-312136-16 
181-312136-17 
181-312136-19 
181-312136-2 
181-312136-21 
181-312136-23 
181-312136-24 
181-312136-25 
181-312136-3 
181-312136-4 
181-312136-5 
181-312136-51 
181-312136-6 
181-312136-7 
181-312136-8 
181-312136-9 
181-312137-1 
181-312137-2 
181-312138 
181-312139-1 
181-312139-2 
181-31214 
181-312140-1 
181-312140-2 
181-312141-1 
181-312141-2 
181-312142-1 
181-312142-2 
181-312142-3 
181-312142-4 
181-312142-5 
181-312143-1 
181-312143-2 
181-312144-1 
181-312144-2 


SOURCE 
CODE 


FIGURE & 


INDEX NUMBER 


75-29 
75 


78 


78 


78-24 


Section Ill 
Numerical Index of Contractor Parts 


TOTAL 
QTY 


He e pet Pee λος S m iR RENN mN 1 πὶ πὶ μα μα 1 (Q IN N t I I I πὶ l ιδ ar εὸ U μα μα μα με 2 μα 2 μα μα μα μὲ κα eee μα μὲ κα μα Pa 


^ 


MICRO- 
FILM 


539 


Section Hl ` 
Numerical Index of Contractor Parts 


STOCK 
NUMBER 


540 


PART 
NUMBER 


181-312144-3 
181-312144-4 
181-312145 
181-312146 
181-312146-3 
181-312146-5 
181-312146-7 
181-312147-1 
181-312147-2 
181-312148 
181-312149 
181-31215 
181-31215-11 
181-31215-12 
181-31215-13 
181-31215-14 
181-31215-3 
181-31215-5 
181-31215-7 
181-31215-8 
181-31215-9 
181-312150 
181-312150-11 
181-312150-13 
181-312150-15 
181-312150-17 
181-312150-3 
181-312150-40 


181-312150-5 


181-312150-50 


181-312150-7 
181-312150-9 
181-312151-1 
181-312151-2 
181-312151-3 
181-312151-4 
181-312151-5 
181-312151-6 
181-312152-1 
181-312152-2 
181-312153-1 
181-312153-2 
181-312154-1 
181-312154-2 
181-312155-1 
181-312155-2 
181-312156-1 
181-312156-2 
181-312157-1 
181-312157-2 
181-312158 
181-312159-1 
181-312159-2 
181-312159-3 
181-312159-4 
181-312159-5 
181-312159-6 
181-31216 
181-31216-10 
181-31216-11 
181-31216-13 
181-31216-15 
181-31216-17 
181-31216-3 
181-31216-5 
181-31216-7 
181-31216-8 
181-31216-9 
181-312160 
181-312161 
181-312162 
181-312162-3 
181-312163 
181-312164 
181-312164-3 
181-312164-5 
181-312165 
181-312165-3 
181-312165-5 
181-312166 
181-312166-3 
181-312166-5 
181-312167-3 
181-312167-4 
181-312168 
181-312168-3 
181-312169 
181-312169-3 
181-312169-5 


SOURCE 
CODE 


SECURITY INFORMATION — RESTRICTED 


FIGURE & 


INDEX NUMBER 


| 84-6 


78 


84-1 


78-63 


TOTAL 
QTY 


m a IQ I I PA gà je Pel I a ee a =, ol d jn + ped a peah + el pad pah à + =: = + + i: =: to IND to IN DEVE ΙΕ pd pd pd pd poh p pad pd pd ph paad pad pd νὰ μα 


AN 01-60JKB-4 


MICRO-. STOCK 

FILM NUMBER 
R82NA 

RESTRICTED 


PART 

NUMBER 
181-31217-1 
181-31217-2 
181-31217-3 
181-31217-4 
181-31217-5 
181-31217-7 
181-312171 
181-312171-3 
181-312176 
181-312176-3 
181-312177-1 
181-312177-2 
181-312177-3 
181-312177-4 
181-312178-1 
181-312178-2 
181-312179-1 


181-312179-2 _ 


181-31218-1 
181-31218-2 
181-31218-3 
181-31218-4 
181-312180 
181-312181-1 
181-312181-2 
181-312181-3 
181-312181-4 
181-312182 ` 


181-312182-13 


181-312182-3 
181-312182-5 
181-312182-7 
181-312182-9 
181-312183 
181-312183-3 
181-312183-5 
181-312184-3 
181-312184-5 
181-312185 
181-312186 
181-312187 
181-312188 


181-312189 
181-312189-3 
181-312189-5 
181-31219-1 
181-31219-2 
181-312190 
181-312191 
181-312192 
181-312193 
181-312194-1 
181-312194-2 
181-312195-1 
181-312195-2 
181-312196 
181-312197 
181-312198-1 
181-312198-2. 
181-312199 
181-312199-3 
181-312193-5 
181-312199-7 
181-31220-3 
181-31220-4 
181-312201-1 
181-312201-2 
181-312202 
181-312202-3 
181-312202-5 
181-312203-1 
181-312203-2 
181-312204-3 
181-312204-5 
181-312205 
181-312205-3 
181-312206 
181-312206-3 
181-312207 
181-312207-11 
181-312207-13 
181-312207-15 
181-312207-17 
181-312207-19 
181-312207-21 
181-312207-23 
181-312207-25 
181-312207-27 
181-312207-3 
181-312207-5 


SOURCE 
CODE 


ΜΙ 
ΜΙ. 
Μι 
MI 
MI 
M1 
P1 
ΧΙ 
MI 


FIGURE & TOTAL MICRO- 
INDEX NUMBER QTY FILM 
78-21 1 
78 1 
1 
1 
: 2 
2 
76-19 6 
6 
1 
1 
1 
(01 
1 
1 
1 
1 
77-4 1 
77 1 
78 1 
78 1 
1 
1 
77-5 2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
2 
1 
2 
4 
85-40 16 
78-61 

1 
1 
1 
82-18 1 
82 1 
1 
1 
1 
2 
| 2 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
78-29 1 
78 1 
15-42 1 
75-43 1 
1 
1 
1 
75-38 1 
75-39 1 
1 
- 1 
75-71 1 
1 
75 1 
1 
2 
2 

1 5 
1 
1 
1 
1 
1 
1 
1 
2 
5 


Revised 15 September 1953 


STOCK PART 
NUMBER NUMBER 


181-312207-7 
181-312207-9 
181-312208 
181-312209 
181-31221-1 
181-31221-2 
181-312210-1 
181-312210-2 
181-312210-3 
181-312210-4 
181-312210-5 
181-312210-7 
181-312210-8 
181-312211 
181-312212-1 
181-312212-2 
181-312213 
181-312214-1 
181-312214-2 
181-312215 
181-31222-3 
181-31222-4 
181-31223-1 
181-31223-2 
181-31224-1 
181-31224-2 
181-31224-3 
181-31224-4 
181-31224-5 
181-31224-6 
181-31225-1 
181-31225-2 
181-31226 
181-31227-1 
181-31227-2 
181-31228-1 
181-31228-2 
181-31224-1 
181-31229-1 
181-31229-10 
181-31229-12 
181-31229-2 
181-31229-3 
181-31229-4 
181-31229-5 
181-31229-7 
181-31229-8 
181-31230-1 
, 181-31230-11 
181-31230-12 
181-31230-13 
181-31230-14 
181-31230-2 
181-31230-3- 
181-31230-4 
181-31230-5 
181-31230-6 
181-31230-7 
181-31230-8 
181-31230-9 
181-31231-1 
181-31231-101 
181-31231-102 
181-31231-11 
181-31231-13 
181-31231-15 
181-31231-17 
181-31231-18 
181-31231-19 
181-31231-2 
181-31231-20 
181-31231-21 
181-31231-22 
181-31231-23 
181-31231-25 
181-31231-27 
181-31231-29 
181-31231-3 
181-31231-33 
181-31231-35 
181-31231-37 
181-31231-38 
_ 181-31231-39 
181-31231-4 
181-31231-41 
181-31231-42 
181-31231-43 
181-31231-45 
181-31231-47 
181-31231-49 
181-31231-5 


Revised 15 September 1953 


SOURCE 
CODE 


M1 
M1 
M1 
M1 


SECURITY INFORMATION — RESTRICTED 


FIGURE & 


INDEX NUMBER 


82--17 
82 


77-40 


78 


78 


78 
78 
78 


78 


TOTAL 
QTY 


mi a ο eh R4 el πὲ ἐπα tk at pad ak pb peh ολ NO ω μὰ καὶ Oe ee σι 


ΑΝ 01-60JKB-4 


MICRO- STOCK 


FILM NUMBER 
RESTRICTED 


PART 
NUMBER 


181-31231-50 
181-31231-51 
181-31231-52 
181-31231-53 
181-31231-54 
181-31231-6 
181-31231-7 
181-31231-8 
181-31231-9 
181-31232-1 
181-31232-2 
181-31233-1 
181-31233-2 
181-31234-1 
181-31234-2 
181-31235-1 
181-31235-10 
181-31235-11 
181-31235-12 
181-31235-2 
181-31235-3 
181-31235-4 
181-31235-5 
181-31235-6 
181-31235-7 
181-31235-8 
181-31235-9 
181-31236-1 
181-31236-2 
181-31237-1 
181-31237-2 
181-31238-1 
181-31238-2 
181-31239 
181-31239-11 
181-31239-19 
181-31239-21 
181-31239-23 
181-31239-25 
181-31239-29 
181-31239-3 
181-31239-31 
181-31239-33 
181-31239-5 
181-31239-7 
181-31239-9 
181-31240 


181-31240-13 
181-31240-17 
181-31240-19 
181-31240-21 
181-31240-23 
181-31240-25 
181—-31240-27 
181-31240-29 
181-31240-3 
181-31240-31 
181-31240-33 
181-31240-5 
181-31240-7 
181-31240-9 
181-31241-1 
181-31241-2 
181-31242-1 
181-31242-2 
181-31243 
181-31244 
181-31245 
181-31245-11 
181-31245-13 
181-31245-15 
181-31245-17 
181-31245-19 
181-31245-21 
181-31246 
181-31247-1 
181-31247-2 
181-31247-3 
181-31247-4 
181-31247-5 
181-31247-6 
181-31248 
181-31249-1 
181-31249-2 
181-31250-1 
181-31250-10 
181-31250-11 
181-31250-12 
181-31250-13 
181-31250-2 
181-31250-3 


SOURCE 
CODE 


. 
FIGURE & 


INDEX NUMBER 


81-12 
80-29 


82-16 


78-23 


78 


Section lll 
Numerical Index of Contractor Parts 


TOTAL 
QTY 


= ` ς 
μπε σε σα πὸ κα Κα [κα μα μα Naata F = [-α = = = = = = = = μὰ [μὰ [πὰ F4 RÀ [πὰ EA λα αὶ μοὶ Fa μα [μὰ μα [πὰ μά + à μὰ [μά + |- μα I+ nb + μα + μα Ph = + 


MICRO- 
FILM 


541 


Section Ill SECURITY INFORMATION — RESTRICTED 


Numerical Index of Contractor Parts AN 01-60JKB-4 
STOCK I PART SOURCE FIGURE ὃς TOTAL MICRO- STOCK PART SOURCE FIGURE & TOTAL MICRO- 
NUMBER NUMBER CODE INDEX NUMBER QTY FILM NUMBER NUMBER CODE INDEX NUMBER QTY FILM 
181-31250-4 M1 1 '181-31260 Μι 1 
181-31250-5 Μι 1 181-31261 Μι 2 
181-31250-6 Μι 1 181-31262-1 Μι 1 
181-31250-7 Μι 1 181-31262-2 M1 1 
181-31250-8 M1 1 181-31262-3 M1 1 
181-31250-9 M1 1 181-31262-4 M1 1 
181-31251-1 M1 1 181-31262-5 M1 1 
181-31251-2 M1 1 181-31262-6 M1 1 
181-31252-1 M1 1 181-31263 M1 1 
181-31252-2 M1 1 181-31263-3 M1 1 
181-31253 Μι 1 181-31264 M1 1 
181-31253-11 ΜΙ 1 181-31265 M1 1 
181-31253-127 Μι 2 18-31265-3 M1 1 
181-31253-13 M1 1 181-31265-5 . M1 1 
181-31253-15 Mi 1 181-31266 MI 1 
181-31253-16 M1 1 181-31266-7 M1 1 d 
181-31253-17 Mi 1 181-31267 M1 1 
181-31253-18 Μι 1 181-31267-3 M1 1 
181-31253-19  ' 1 181-31268-1 M1 1 
181-31253-20 M1 1 181-31268-2 M1 ‘1 
181-31253-21 Μι 1 181-31269-1 i 
181-31253-23 Μι 1 181-31269-2 Μι 1 
181-31253-24 Μι 1 181-31271 Μι 1 
181-31253-25 M1 1 181-31271-11 M1 1 
181-31253-26 Μι 1 181-31271-3 M1 1 
181-31253-27 M1 - 1 181-31271-5 M1 1 
181-31253-28 M1 Š 1 181-31271-7 ` M1 1 
181-31253-29 Μι 1 181-31271-9 M1 1 
181-31253-3 Μι 1 181-31272 M1 81 1 
181-31253-30 M1 1 181-31272-11 M1 1 
181-31253-31 Μι 1 181-31272-13 M1 .1 
181-31253-33 M1 1 ' 181-31272-15 M1 1 
181-31253-35 M1 1 181-31272-17 M1 1 
181-31253-37 M1 1 181-31272-19 M1 1 
181-31253-39 M1 1 181-31272-21 M1 1 
181-31253-41 ΜΙ 1 181-31272-23 M1 1 
181-31253-43 M1 1 181-31272-25 M1 1 
181-31253-45 M1 1 181-31272-27 M1 1 
181-31253-47 M1 1 181-31272-3 M1 1 
181-31253-49 Μι “1 181-31272-5 Μι 1 
181-31253-5 M1 1 181-31272-7 ΜΙ 1 
181-31253-51 M1 1 181-31272-9 M1 1 
181-31253-53 M1 b 1 181-31273 M1 1 
181-31253-55 Μι 1 181-31273-3 M1 1 
181-31253-57 M1 1 181-31273-5 1 
181-31253-59 Μι 1 181-31273-6 Μι 1 
181-31253-61 Mi 1 181-31274 Μι 1 
181-31253-63 Mi 1 181-31275-1 Μι 1 
181-31253-65 M1 1 181-31275-2 M1 1 
181-31253-67 Mi 1 181-31276 M1 1 
181-31253-69 Μι 2 181-31276-3 M1 1 
181-31253-7 Μι 1 181-31276-4 M1 1 
181-31253-71 Μι 1 181-31277-1 M1 1 
181-31253-73 M1 1 181-31277-2 M1 1 
181-31253-75 M1 2 181-31278 M1 1 
181-31253-77 Μι 1 181-31278-10 M1 1 
181-31253-78 M1 1 181-31278-11 M1 1 
181-31253-79 Mi 1 181-31278-3 M1 1 
181-31253-81 Mi 1 181-31278-5 M1 1 
181-31253-83 M1 1 181-31278-7 Mi 1 
181-31253-85 M1 1 181-31278-9 M1 1 
181-31253-86 ΜΙ 1 181-31279-1 ΜΙ 1 
181-31253-87 M1 2 181-31279-2 M1 1 
181-31253-89 M1 2 181-31280 M1 1 
181-31253-9 ΜΙ 1 181-31280-11 ΜΙ 1 
181-31253-1 M1 1 181-31280-15 M1 1 
181-31254-2 Μι 1 181-31280-17 Mi 1 
181-31254-3 M1 1 181-31280-3 M1 1 
181-31254-4 M1 1 181-31280-5 ΜΙ 1 
181-31254-5 Μι 1 181-31280-7 M1 1 
181-31254-6 M1 1 181-31280-9 M1 1 
. 181-31255-1 Mi 1 181-31281 M1 1 
181-31255-2 Mi 1 181-31281-3 ΜΙ 1 
181-31256-1 Μι 1 181-31281-5 ME 1 
181-31256-2 Μι 1 181-31282 ME 1 
181-31256-3 ` M1 1 181-31282-11 M1 1 
181-31256-4 Μι 1 181-31282-13 M1. 1 
181-31256-5 MI 1 181-31282-15 1 
181-31256-6 Mi 1 181-31282-3 M1 1 
181-31257-1 M1 1 181-31282-5 Μι 1 
181-31257-2 Μι 1 181-31282-7 M1 1 
181-31258 MI 1 181-31282-9 M1 1 
181-31258-3 Μι 1 181-31283 Μι 1 
181-31259-10 1 181-31283-3 M1 1 
181-31259-21 1 181-31283-5 M1 1 
181-31259-3 ΜΙ 2 181-31284-1 Μι 1 
181-31259-31 1 181-31284-2 M1 1 
181-31259-41 1 181-31285 M1 1 
181-31259-5 Mi 1 181-31286 M1 84 1 
181-312593-7 Μι 1 181-31286-3 M1 1 
181-31259-9 1 181-31286-5 M1 1 
542 RESTRICTED Revised 15 September 1953 
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AN 01-60JKB-4 Numerical Index of Contractor Parts 

STOCK PART SOURCE FIGURE & TOTAL MICRO- STOCK PART SOURCE FIGURE & TOTAL MICRO- 

NUMBER NUMBER CODE INDEX NUMBER QTY FILM NUMBER NUMBER CODE INDEX NUMBER QTY FILM 

181-31286-7 M1 1 181-31301-6 M1 1 
181-31288 M1 1 181-31302-1 M1 1 
181-31290 M1 1 181-31302-2 M1 1 
181-31290-11 Mi 1 181-31302-3 Μι 1 
181-31290-13 Μι 2 181-31302-4 ΜΙ 1 
181-31290-15 M1 z 181-31302-5 M1 1 
181-31290-17 M1 ' 1 181-31302-6 M1 1 
181-31290-18 M1 1 181-31303-1 M1 1 
181-31290-19 M1 1 181-31303-2 M1 1 
181-31290-20 M1 1 181-31304-1 M1 1 
181-31290-21 Mi 1 181-31304-2 Μι 1 
181-31290-22 Μι 1 181-31305-10 Μι 1 
181-31290-23 Μι 1 181-31305-11 Μι 1 
181-31290-24 M1 1 181-31305-12 1 
181-31290-25 M1 1 181-31305-13 Μι 1 
181-31290-27 Μι 2 181-31305-14 ΜΙ 1 
181-31290-29 Mi 1 181-31305-15 M1 1 
181-31290-3 Μι 1 181-31305-16 Μι 1 
181-31290-31 Mi 1 181-31305-17 M1 1 
181-31290-32 Μι 1 181-31305-18 M1 1 
181-31290-33 Mi 1 181-31305-19 ΜΙ 1 
181-31290-34 M1 1 181-31305-20 M1 1 
181-31290-35 Mi 2 181-31305-21 ΜΙ 1 
` : 181-31290-37 M1 2 181-31305-22 M1 1 
181-31290-39 M1 1 181-31305-23 M1 1 
181-31290-4 M1 1 181-31305-24 M1 1 
181-31290-43 M1 1 181-31305-25 M1 2 
181-31290-45 Μι 2 181-31305-27 M1 2 
181-31290-47 M1 1 181-31305-29 M1 2 
181-31290-49 M1 2 181-31305-3 M1 2 
181-31290-5 M1 1 181-31305-5 M1 1 
181-31290-51 M1 2 181-31305-6 M1 1 
181-31290-53 M1 2 181-31305-7 M1 1 
181-31290-55 Μι. 3 181-31305-8 Mi 1 
181-31290-57 M1 1 181-31305-9 Μι 1 
181-31290-59 Μι 6 181-31306-1 M1 1 
181-31290-6 Μι 1 181-31306-11 M1 2 
181-31290-61 Μι 1 181-31306-13 ΜΙ 2 
181-31290-7 M1 1 181-31306-15 M1 1 
181-31290-8 M1 1 181-31306-16 M1 1 
181-31290-9 M1 2 181-31306-17 M1 1 
181-31291 M1 1 181-31306-18 M1 1 
181-31292-1 M1 1 181-31306-19 M1 1 
181-31292-2 Μι 1 181-31306-2 M1 85 1 
181-31292-3 Μι 1 181-31306-20 Μι 1 
181-31292-4 Mi 1 181-31306-21 Mi 1 
181-31293 Μι 1 181-31306-22 ` M1 1 
181-31293-3 Μι 1 181-31306-23 . M1 1 
181-31234-3 M1 1 181-31306-24 M1 1 
ἱ 181-31294-4 Μι 1 181-31306-25 Μι 1 
181-31294-5 1 181-31306-26 Μι 1 
181-31294-6 M1 1 181-31306-27 M1 1 
181-31296 M1 2 181-31306-28 M1 1 
181-31297 ` M1 1 181-31306-29 M1 1 
181-31299-1 M1 1 181-31306-3 M1 1 
181-31299-10 M1 1 181-31306-30 Μι 1 
181-31299-11 Μι 1 181-31306-31 Μι 1 
181-31299-12 Μι 1 181-31306-32 M1 1 
181-31299-13 Μι 1 181-31306-33 Μι 1 
181-31299-14 M1 1 181-31306-34 M1 1 
181-31299-15 M1 1 181-31306-35 M1 1 
181-31299-16 M1 1 181-31306-36 ΜΙ 1 
181-31239-17 Μι 1 ` 181-31306-4 M1 1 
181-31299-18 Mi 1 181-31306-5 Μι 1 
181-31299-19 Mi 1 181-31306-6 Μι 1 
181-31299-2 Μι 1 181-31307 M1 1 
181-31299-20 M1 1 4 181-31307-3 M1 H 
181-31299-21 Μι 2 181-31308-1 Μι 1 
181-31299-23 Mi 1 181-31308-2 M1 1 
181-31299-24 Μι 1 181-31309 1 
181-31299-25 M1 2 181-31310-1 M1 84 1 
181-31299-27 Mi 2 181-31310-2 M1 84 1 
181-31299-3 Μι 1 181-31310-3 Μι 1 
181-31239-35 1 181-31310-4 M1 1 
181-31299-37 1 181-313109 ΜΙ 4 
181-31299-38 1 181-31311-1 M1 1 
181-31299-39 2 181-31311-2 ΜΙ 1 
181-31299-4 Μι 1 181-31312-1 Μι 1 
181-31299-41 Μι 1 181-31312-2 Μι 1 
181-31299-5 Μι 1 181-31313-1 ΜΙ 1 
181-31299-6 Μι 1 181-31313-2 Μι 1 
181-31299-7 Μι 1 181-31313-3 Μι 1 
` 181-31299-8 M1 1 181-31313-4 M1 1 
181-31299-9 M1 1 181-313135-2 1 
181-31300-1 Μι 1 181-31314-1 M1 1 
181-31300-2 Μι 1 181-31314-2 ΜΙ 1 
181-31301-1 Μι 1 181-31315-1 M1 1 
181-31301-2 M1 1 181-31315-2 M1 1 
181-31301-3 Μι 1 181-31316 . M1 85 1 

181-31301-4 Μι 1 181-31316-10 M1 1 ` 
181-31301-5 - Μι 1 181-31316-11 Μι 1 
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NUMBER 


181-31316-12 
181-31316-13 
181-31316-14 
181-31316-15 
181-31316-17 
181-31316-18 
181-31316-19 
181-31316-21 
181-31316-27 
181-31316-28 
181-31316-29 
181-31316-3 

181-31316-30 
181-31316-31 
181-31316-32 


181-31316-33 


181-31316-35 
181-31316-37 
181-31316-39 
181-31316-40 
181-31316-41 
181-31316-47 
181-31316-49 
181-31316-5 
181-31316-51 
181-31316-52 
181-31316-53 
181-31316-54 
181-31316-57 
181-31316-59 
181-31316-6 
181-31316-61 
181-31316-63 
181-31316-65 
181-31316-67 
181-31316-69 
181-31316-7 
181-31316-71 
181-31316-9 
181-31317 
181-31317-11 
181-31317-13 
181-31317-14 
181-31317-15 
181-31317-16 
181-31317-17 
181-31317-18 
181-31317-19 
181-31317-20 
181-31317-21 
181-31317-23 
181-31317-25 
181-31317-27 
181-31317-29 
181-31317-3 
181-31317-5 
181-31317-6 
181-31317-7 
181-31317-9 
181-31318 
181-31319 
181-31320-1 
181-31320-2 
181-31320-3 
181-31320-4 
181-31320-5 
181-31320-7 
181-31320-8 
181-31320-9 
181-31321-1 
181-31321-2 
181-31322 
181-31323-1 
181-31323-2 
181-31323-3 
181-31323-4 
181-31324-1 
181-31324-2 
181-31325 
181-31325-11 
181-31325-13 
181-31325-14 
181-31325-15 
181-31325-17 
181-31325-19 
181-31325-20 
181-31325-21 
181-31325-23 
181-31325-25 
181-31325-27 


SOURCE 
CODE 
Μι 
Μι 
M1 
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86 


85 


TOTAL 
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AN 01-60JKB-4 


MICRO- STOCK 


FILM NUMBER 
RESTRICTED 


PART 
NUMBER 


181-31325-29 
181-31325-3 
181-31325-31 
181-31325-33 
181-31325-35 
181-31325-37 
181-31325-39 
181-31325-41 
181-31325-43 
181-31325-45 
181-31325-46 
181-31325-47 
181-31325-49 
181-31325-5 
181-31325-51 
181-31325-53 
181-31325-55 
181-31325-7 
181-31325-9 
181-31326 
181-31327-1 
181-31327-2 
181-31327-3 
181-31328 
181-31328-3 
181-31328-5 
181-31328-7 
181-31328-9 
181-31329 
181-31329-3 
181-31329-5 
181-31329-7 
181-31329-9 
181-31330 
181-31330-3 
181-31330-5 
181-31331 
181-31332-1 


181-31332-2 


181-31334-1 
181-31334-2 
181-31334-3 
181-31334-4 
181-31335-1 
181-31335-2 
181-31335-3 
181-31335-4 
181-31335-5 
181-31335-6 
181-31335-7 
181-31335-8 
181-31335-9 
181-31336 
181-31336-3 
181-31337-1 
181-31337-2 
181-31338-1 
181-31338-2 
181-31339-1 
181-31339-2 
181-31340 
181-31340-3 
181-31341 
181-31342-1 
181-31342-2 
181-31342-2 
181-31342-4 
181-31343-1 
181-31343-2 
181-31343-3 
181-31343-4 
181-31344-1 
181-31344-2 
181-31345 
181-31345-11 
181-31345-13 
181-31345-15 
181-31345-3 
181-31345-5 
181-31345-7 
181-31345-8 
181-31345-9 
181-31346 
181-31346-3 
181-31347-1 
181-31347-2 
181-31348-1 
181-31348-2 
181-31349 


SOURCE 
CODE 


FIGURE & TOTAL MICRO- 
INDEX NUMBER QTY FILM 


75-10 
75 


N N) pb pob pod + 4 + de + W ji et jn = e [4 ὃν (Q Ο) NN a 


(Use 181-313101) 
(Use 181-313101) 


1 
1 
84-7 1 
84 1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
H 
1 
zs 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
72-48 2 
72-10 2 
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AN 01-60JKB-4 Numerical Index of Contractor Parts: 
STOCK PART SOURCE FIGURE & TOTAL MICRO- STOCK PART SOURCE FIGURE & TOTAL MICRO- 
NUMBER NUMBER CODE INDEX NUMBER QTY FILM NUMBER NUMBER CODE INDEX NUMBER QTY FILM 
181-31350 Μι 2 : 181-31396-3 M1 1 
181-31351 M1 1 181-31396-5 Μι 1 
181-31353 1 181-31397-3 Μι 1 
181-31354-1 Μι 1 181-31397-5 Μι 1 
181-31354-2 M1 1 181-31399-3 Mi 1 
181-31355-1 Mi 1 181-31399-4 ΜΙ 1 
181-31355-2 Mi 1 181-31399-5 M1 1 
181-31356-1 M1 1 181-31399-6 M1 1 
181-31356-2 M1 1 181-31402 x2 1 
181-31357-1 Μι 1 181-31403 Χ2 1 
181-31357-2 Μι 1 181-31404-3 Μι 4 
181-31358-1 M1 1 181-31404-4 M1 4 
181-31358-2 M1 1 181-31404-5 ΜΙ 1 
181-31359-1 M1 1 181-31404-6 M1 1 
181-31359-2 M1 1 181-31405-3 M1 90-5 4 
181-31360-1 M1 1 181-31405-5 4-13 2 
181-31360-2 Μι 1 181-31407-1 M1 1 
181-31361-1 M1 1 181-31407-2 Μι 1 
181-31361-2 Μι 1 181-31407-3 1 
181-31362-1 Mi 1 181-31407-4 1 
181-31362-2 Μι 1 181-31408-3 M1 1 
181-31363-1 M1 1 181-31408-5 M1 1 
181-31363-2 M1 1 181-31409-1 M1 1 
181-31364-1 M1 1 181-31409-2 M1 1 
181-31364-2 M1 1 181-31410 x2 1 
181-31365-1 M1 1 181-31410-3 xi 1 
181-31365-2 M1 1 181-31410-5 xi 1 
181-31366-1 MI 1 181-314101-3 ΜΙ 1 
181-31366-2 M1 1 — 181-314101-5 M1 1 
181-31367-1 ΜΙ 1 181-314102-1 M1 1 
181-31367-2 M1 1 181-314102-2 Μι 1 
181-31367-3 ΜΙ 1 181-314102-3 Μι 1 
181-31367-4 Mi 1 181-314102-4 . ΜΙ 1 
181-31368-3 Μι 1 181-314102-5 M1 1 
181-31368-5 M1 2 181-314102-6 Μι 1 
181-31368-7 Mi 1 181-314103-1 M1 1 
181-31368-9 M1 . 2 181-314103-2 M1 1 
181-31369 ΜΙ ; 1 181-314104-1 ΜΙ 1 
181-31370 M1 2 181-314104-2 M1 1 
181-31371-1 M1 1 181-314105 M1 1 
181-31371-2 M1 1 181-314106-1 M1 1. 
181-31372-1 M1 1 181-314106-2 M1 1 
181-31372-2 Μι 1 181-314107 M1 1 
181-31373 M1 2 181-314108-1 M1 1 
181-31374-1 M1 1 181-314108-2 M1 1 
181-31374-2 M1 1 181-314109-1 M1 1 
181-31375 M 2 181-314109-2 1 
181-31376-1, Mi 1 181-31411 88 2. 
181-31376-2 M1 1 181-31411-101 87 2 
R82NA 181-31377 P1 1 88 
R82NA 181-31378 P1 1 181-31411-5 M1 1 
181-31379-3 2- 181-31411-51 87 2 
181-31379-5 M1 3 88 
181-31380-1 M1 1 181-31411-7 ΜΙ 1 
181-31380-2 M1 1 181-314110-1 M1 1 
181-31381-1 Mi 1 181-314110-2 M1 1 
181-31381-2 M1 1 181-314111-1 ΜΙ 1 
181-31381-3 M1 1 ‘ 181-314111-2 Μι 1 
181-31381-4 Μι 1- : 181-314112 Mi 1 
181-31381-5 M1 1 181-314113 Μι 1 
181-31381-6 M : 1 181-314114 Mi 1 
181-31381-7 M1 1 181-314114-11 M1 1 
181-31381-8 ΜΙ 1 181-314114-3 Μι 1 
181-31382-1 M1 τα 181-314114-5 M1 1 
181-31382-2 M1 ; 1 181-314114-7 M1 1 
181-31382-3 M1 1 181-314114-9 M1 1 
181-31382-4 M1 1 181-314115 M1 1 
181-31382-5 M1 2 181-314115-3 M1 1 
181-31384-1 ΜΙ 1 181-314115-3 M1 1 
181-31384-2 Μι 1 181-314115-7 M1 1 
181-31384-3 M1 1 181-314115-9 M1 1 
181-31384-4 M1 1 181-314116 Μι 1 
181-31384-5 2 181-314117 M1 88-47 2 
181-31385 Μι 1 181-314118 1 
181-31386 Μι 2 181-314119 M1 1 
181-31387-1 M1 1 181-31412 M1 89 1 
181-31387-2 ΜΙ e 181-31412-13 Μι 1 
. 181-31388-1 ΜΙ 1 : 181-31412-15 M1 1 
181-31388-2 Mi 1: 181-31412-17 ΜΙ 1 
181-31389 M1 85 1 181-31412-19 M1 1 
181-31389-3 Mi 1 181-31412-201 89 1 
181-31389-5 M1 - 85-45 1 181-31412-301 91 1 
181-31390 Μι š 1 181-31412-21 M1 1 
181-31390-3 Μι . 1 181-31412-3 M1 1 
181-31391-1 Μι . 1 181-31412-31 M1 1 
181-31391-2 M1 1 181-314121-3 M1 2 ¢ 
181-31392-1 1 7 - 181-314121-5 x2 2 
181-31392-2 1 181-314121-7 M1 2 
181-31393 Μι 1. 181-314121-9 2 
181-31394 Μι 1 181-314122-1 M1 1 
181-31395 Μι 1 181-314122-2 Μι 1 
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181-314126-1 
181-314126-2 
181-314126-3 
181-314126-4 
181-314126-5 
181-314126-7 
181-314126-8 
181-314126-9 
181-314127-1 
181-314127-2 
181-314129-1 
181-314129-2 
181-31413 
181-31413-101 
181-31413-11 
181-31413-13 
181-31413-17 
181-31413-19 
181-31413-201 
181-31413-21 
181-31413-23 
181-31413-3 
181-314130 
181-314131-1 
181-314131-2 
181-314132 
181-314133-1 
181-314133-2 
181-314134 
181-314135 
181-314136 
181-314137 
181-314137-3 
181-314137-5 
181-314137-7 
181-314137-9 
181-314138 
181-314138-3 
181-314139 
181-31414 
181-31414-101 
181-314141-1 
181-314141-2 
181-314142-1 
181-314142-2 
181-314143-1 
181-314143-2 
181-314144-1 
181-314144-2 
181-314145 


181-314146-1 , 


181-314146-2 
181-314147 
181-314148 
181-314149 
181-31415 
181-31415-11 
181-31415-13 
181-31415-15 
181-31415-17 
181-31415-19 
181-31415-21 
181-31415-23 
181-31415-25 
181-31415-27 
181-31415-29 
181-31415-3 
181-31415-31 
181-31415-33 
181-31415-35 
181-31415-5 
181-31415-7 
181-31415-9 
181-314150 
181-314151 


181-314152 


181-31416 
181-31416-11 


` 181-31416-13 


181-31416-15 
181-31416-17 
181-31416-19 
181-31416-21 
181-31416-3 
181-31416-5 
181-31416-7 
181-31416-8 
181-31416-9 
181-31418-1 
181-31418-2 
181-31418-3 


SOURCE 
CODE 
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FIGURE & 
INDEX NUMBER 


91 
91 


91-1 


89 
89 


91 


92-33 


88-48 


88 


88 


88 


TOTAL 
QTY 


ΠῚ. τ + pd pad + + + pmd + + pd +, Ë pd pd pd 4 pand pod o i pad + el r pod p + iÓ pb μα pah + 


d - 
τι Mà Hà μα μα μα μα μα μα μὲ μὲ + μά μά μὲ N to CO κα μα μά μπα μα μα μα κα [κα [κα [κα [μα eo μὰ μα μα 


ΑΝ 01-60JKB-4 


MICRO- STOCK 
FILM NUMBER 
` 
/ 
1 
RESTRICTED 


^ PART SOURCE 
NUMBER CODE 
181-31418-4 xi 
181-31419-1 . 
181-31419-2 Mi 
181-31420-3 X1 
181-31420-4 Χι 
181-31420-5 x2 
181-31420-6 x2 
181-31421 
181-31421-3 
181-31421-5 
181-31422-1 Μι 
181-31422-2 M1 
` 181-31423-1 M1 
181-31423-2 M1 
181-31424-3 X2 
181-31424-4 x2 
181-31425-1 Μι 
181-31125-2 M1 
181-31425-3 Μι 
181-31425-4 M1 
181-31425-5 Μι 
. 181-31425-6 Μι 
181-31426-1 M1 
181-31426-10 M1 
181-31426-11 M1 
181-31426-13 Mi . 
181-31426-2 M1 
181-31426-3 M1 
181-31426-4 Mi 
181-31426-5 M1 
181-31426-7 Μι 
181-31426-8 M1 
181-31426-9 M 
181-31427 M1 
181-31427-3 Μι 
181-31427-5 M1 
181-31428 M1 
181-31429-1 M1 
181-31429-2 M1 
181-31430 M1 
181-31430-3 M1 
181-31430-5 Μι 
181-31430-7 M1 
181-31431-1 Μι 
181-31431-2 M1 
181-31432-1 X2 
181-31432-2 X2 
181-31433 M1 
. 181-31433-101 
181-31433-11 M1 
181-32433-13 ΜΙ 
181-31433-25 M1 
181-31433-27 - M1 
181-31433-29 Μι 
181-31433-3 M1 


181-31433-31 M1 
181-31433-33 M1 
181-31433-35 Mi 
181-31433-37 ' M1 
181-31433-39 
181-31433-41 


181-31433-5 ΜΙ 
181-31433-7 M1 
181-31433-9 Μι 
181-31434 X2 
181-31434-101 
181-31434-11 M1 
- 181-31434-13 Μι 
181-31434-15 M1 
181-31434-17 M1 
181-31434-19 M1 
181-31434-21 ΜΙ 
181-31434-23 M1 
181-31434-27 M1 
181-31434-29 M1 
181-31434-3 M1 
181-31434-33 M1 
181-31434-35 M1 


181-31434-37 Μι 
181-31434-39 M1 


181-31434-5 M1 
181-31434-9 -M1 
181-31435-1 X2 
181-31435-2 x2 
181-31437-1 

181-31437-2 Μι 
181-31438-1 

181-31438-2 M1 
181-31433 M1 
181-31440-1 M1 
181-31440-2 M1 


FIGURE & 
INDEX NUMBER 


90 


90-4 
90 


90-9 
90 


91 
91 


91-15 
91 


TOTAL 
QTY 
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FILM 
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SECURITY INFORMATION — RESTRICTED Section Ill 


AN 01-60JKB-4 Numerical Index of Contractor Parts 

STOCK PART SOURCE FIGURE & TOTAL MICRO- STOCK PART SOURCE FIGURE ὃς TOTAL MICRO- 

NUMBER NUMBER CODE INDEX NUMBER ΟΤΥ FILM NUMBER NUMBER CODE INDEX NUMBER QTY FILM 
181-31441-1 X2 1 181-31476-9 Μι 1 
181-31441-11 1 181-31477 M1 2 
181-31441-12 M1 1 181-31478 M1 ' 98-30 1 
181-31441-13 M1 2 181-31478-3 M1 1 
181-31441-2 x2 1 181-31479 M1 88-45 1 
181-31441-3 xi 1 181-31479-3 ΜΙ 1 
181-31441-4 xi 1 181-31479-5 1 
181-31441-5 xi 1 181-31481-1 M1 1 
181-31441-6 ` X1 1 181-31481-2 M1 1 
181-31441-7 Μι 2 181-31483-3 M1 1 
181-31441-9 Μι 2 181-31483-5 M1 1 
181-31442 M1 1 181-31484 ΜΙ 1 
181-31442-3 M1 1 181-31484-3 M1 1 
181-31442-5 . ΜΙ 1 181-31484-5 Μι d 1 
181-31443 Mi 1 181-31484-7 M 1 
181-31444-1 MI 1 181-31484-9 M 1 
181-31444-2 M1 1 181-31485 M1 12 
181-31445 ΜΙ 1 181-31486 M1 1 
181-31446 Μι 90 1 181-31486-3 Μι 1 
181-31446-3 Μι 1 181-31486-5 Μι 1 
181-31446-5 Μι 1 181-31487 M1 1 
181-31447 M1 90-6 1 181-31488-1 M1 1 
181-31447-3 M1 1 181-31488-2 M1 1 
181-31447-5 ΜΙ 1 181-31490 Μι 1 
181-31448-1 Χ2 90-8 m 181-31490-3 M1 1 
181-31448-2 x2 90 1 181-31490-5 M1 1 
181-31449 ` 90-15 2 181-31490-6 Μι 1 
181-31449-1 Μι 1 181-31490-7 M1 1 
181-31449-2 M1 90 1 181-31490-8 ΜΙ 1 
181-31449-3 M1 1 181-31491 M1 1 
181-31449-4 M1 1 181-31491-11 ΜΙ 1 
181-91449-5 ΜΙ 1 181-31491-12 M1 1 
181-31449-6 M1 1 181-31491-13 M1 1 
181-31451-1 Μι 1 181-31491-15 M1 1 
181-31451-2 Mi 1 181-31491-17 M1 1 
181-31452 M1 1 181-31491-19 M1 1 
181-31452-3 Mi 1 181-31491-21 M1 1 
181-31452-5 Μι 1 181-31491-3 M1 1 
181-31452-6 M1 1 181-31491-5 M1 1 
181-31452-7 M1 2 181-31491-6 ΜΙ 1 
181-31453 M1 1 181-31491-7 Μι 1 
181-31453-3 M1 - 1 181-31491-9 M1 1 
181-31454 Μι 1 181-31492 Μι 1 
181-31454-3 Μι 1 181-31493 M1 E 1 
181-31454-5 ΜΙ 1 181-31494 M1 1 
181-31454-6 Μι 1 181-31494-11 M1 1 
181-31455 Mi 1 181-31494-12 Mi 1 
181-31456 E 181-31494-13 Μι 1 
181-31457 1 181-31494-15 M1 1 
181-31463-1 Μι 1 181-31494-17 M1 1 
181-31463-2 ΜΙ 1 181-31494-19 M1 1 
181-31464 Μι 1 181-31494-21 M1 1 
181-31465-10 M1 1 181-31494-3 M1 1 
181-31465-3 M1 1 181-31496 . Mi 1 
181-31465-9 M1 1 181-31496-3 M1 1 
181-31466-1 1 181-31496-5 M1 1 
181-31466-2 1 181-31436-7 M1 1 
181-31467 2 181-31496-9 M1 1 
181-31467-3 2 181-31497-1 M1 1 
181-31467-5 2 181-31497-2 M1 1 
181-31468-1 M1 1 181-31498 Μι 1 
181-31468-2 Mi 1 181-31499 Mi 90-7 4 
181-31468-3 ΜΙ 1 181-31501 Μι 89 1 
181-31468-4 ΜΙ 1 181-31501-3 M1 2 
181-31468-5 Μι 1 181-31502 M1 2 
181-31468-6 Μι 1 181-31503 Mi 1 
181-31469 Mi 88 1 181-31504 Μι 1 
181-31470-3 x2 91-3 1 181-31505 Μι 1 
181-31470-4 Xi 91 1 1 181-31505-3 Μι 1 
181-31471-1 Μι 1 181-31505-5 Μι 1 
181-31471-2 M1 1 181-31506. Mi 1 
181-31472-1 2, 181-31506-3: Μι 1 
181-31472-2 Μι 2 181-31506-8 ‘1 
181-31473 ΜΙ 1 181-31507-1 M1 1 
181-31474-1 Μι 1 181-31507-2 M1 1 
181-31474-2 Mı 1 181-31507-3 M1 1 
181-31475 M1 88 1 181-31507-4 Μι 1 
181-31475-11 Μι 1 181-31508-1 M1 1 
181-31475-13 M1 1 181-31508-2 Μι 1 
181-31475-15 Μι 1 181-31508-3 Μι 1 
181-31475-17 Μι 1 181-31508-4 Μι 1 
181-31475-3 Μι 1 181-31509-3 Μι 1 
181-31475-5 Μι 1 181-31509-5 M1 1 
181-31475-7 Μι 1 181-31510 Μι 1. 
181-31475-9 Mi 1 181-31510-3 M1 1 
181-31476 Μι 1 181-31510-5 Mi 1 
181-31476-11 Μι. 1 181-315100 Μι 1 
181-31476-13 Μι 1 181-315100-11 ΜΙ 1 
181-31476-3 M1 1 181-315100-3 M1 1 
181-31476-5 Μι 1 181-315100-5 Μι 1 
181-31476-7 M1 1 181-315100-7 Μι 1 
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Section Il! SECURITY INFORMATION — RESTRICTED 
Numerical Index of Contractor Parts AN 01-60JKB-4 


STOCK PART SOURCE FIGURE & . TOTAL MICRO- STOCK PART SOURCE FIGURE & TOTAL MICRO- 
NUMBER NUMBER CODE INDEX NUMBER ΟΤΥ FILM NUMBER NUMBER CODE INDEX NUMBER QTY FILM 
181-315100-9 Μι 1 181-315121-2 Μι 1 
181-315101 Μι 1 181-815122-1 M1 1 
181-315102-1 Mi 1 181-315122-2 M1 1 
181-315102-2 M1 1 : 181-315123-1 M1 1 
181-315103 M1 1 181-315123-2 M1 1 
181-315104 M1 1 181-315124-1 M1 ' 1 
181-315105 Μι 1 181-315124-2 M1 1 
181-315106 M1 1 181-315125 M1 4 
181-315107 M1 1 181-315127 M1 1 
181-315108 M1 4 181-315128-1 M1 1 
181-315108-1 1 181-315128-2 ΜΙ 1 
181-315108-2 1 -181-315129-1 M1 1 
181-315108-3 1 181-315129-2 1 
181-315108-4 1 181-31513 M1 1 
181-315109 1 181-31513-101 90 1 
181-315109-3 1 181-31513-11 Μι 1 
181-315109-5 1 181-31513-13 M1 1 
181-31511 x 88 1 181-31513-15 ΜΙ 1 
181-81511-101 88 2 181-31513-17 M1 1 
89 181-31513-19 M1 90-42 1 
181-31511-11 Mi 1 181-31513-21 Mi 1 
181-31511-12 Mi 1 181-31513-23 M1 1 
181-31511-13 .M1 1 181-31513-25 M1 1 
181-31511-15 Μι 1 181-81513-21 Mi 1 
181-31511-7 Mi 1 181-31513-29 Μι 1 
181-31511-19 Μι 1 181-31513-3 M1 1 
181-31511-201 88 2 181-31513-31 M1 2 
89 181-31513-33 Mi 1 
181-31511-21 M1 1 181-31513-35 M1 1 
181-31511-22 M1 1 181-31513-37 M1 1 
181-31511-27 Μι 1 181-31513-5 M1 1 
181-31511-28 Mi 1 181-315130 1 
181-31511-29 Μι 2 181-315131 2 
181-31511-3 2 181-315132-1 Μι , 1 
181-31511-5 M1 1 181-315132-2 M1 1 
181-31511-6 Μι 1 181-315133-1 ΜΙ 1 
181-31511-7 M1 1 181-315133-2 ΜΙ 1 
181-31511-9 Μι 1 181-315133-3 Μι 1 
181-315110 Mi 2 181-315133-4 M1 1 
181-315111-1 Μι 1 181-315133-5 M1 1 
181-315111-10 M1 1 181-315133-6 M1 1 
181-315111-11 Μι 9 181-315134-1 M1 1 
1818151112 ΜΙ 1 181-315134-2 1 
181-315111-3 M1 1 181-315135 M1 2 
181-315111-4 M1 1 181-315136-1 M1 1 
181-315111-5 M1 1 181-315136-2 M1 1 
181-315111-6 M1 1 181-315138 M1 4 
181-315111-7 M1 1 181-31514 Mi 89-52 1 
181-315111-8 M1 1 181-31514-101 89 2 
181-315111-9 Μι 1 95 
181-315112-1 M1 89-29 1 181-31514-10 M1 1 
181-315112-10 M1 ` 1 181-31514-11 M1 1 
181-315112-11 ΜΙ 1 181-31514-13 Mi 2 
181-315112-12 M1 1 181-31514-15 M1 1 
181-315112-2 M1 89 1 181-31514-17 M1 i2 
181-315112-3 M1 1 181-31514-19 Μι 1 
181-315112-4 M1 1 181-31514-20 Mi 1 
181-315112-5 Mi 1 181-31514-201 | 89 2 
181-315112-6 M1 1 92 
181-315112-7 M1 1 181-31514-21 Μι 1 
181-315112-8 Mi 1 181-31514-22 M1 1 
181-315112-9 M1 1 181-31514-23 M1 2 
181-315113-3 M 92-3 1 181-31514-25 M1 1 
181-315113-5 M 92-6 1 181-31514-26 Mi 1 
181-315113-7 M 92-5 2 181-31514-27 Mi 1 ` 
181-315113-9 M 92-4 1 181-31514-29 M1 2 
R82NA 181-315114 P 71-1 8 181-31514-3 1 
181-315114-3 ΜΙ 4 181-31514-31 M1 1 
181-315114-5 M 4 181-31514-33 M1 1 
181-315115 M1 87-65 1 181-31514-35 M1 1 
181-315116 M1 1 181-31514-37 M1 1 
181-315117 M1 1- 181-31514-39 Μι 2 
181-315118 M1 1 181-31514-4 1 
181-315119 Μι 1 181-31514-43 M 1 
181-31512 Mi 91 1 181-31514-5 Mi 1 
181-31512-101 90 1 181-31514-7 M1 1 
181-31512-11 ΜΙ 1 181-31514-8 Mi 1 
181-31512-13 ΜΙ 1 181-31514-9 Mi 1 
181-31512-15 Μι 1 181-315141-1 M1 1 
181-31512-19 M1 1 181-315141-2 M1 1 
181-31512-21 Μι 1 - 181-315142-1 ΜΙ 1 
181-31512-23 MI 1 181-315142-2 Mi 1 
181-31512-25 Μι 1 181-315143 Mi 8 
i 181-31512-27 M1 1 181-315144 M1 90-2 2 
181-31512-3 M1 1 181-315145 ΜΙ 1 
181-31512-31 M1 1 181-315146 8 
181-31512-5 Μι 1 181-315146-1 Mi 1 
181-31512-7 M1 1 181-315146-10 M1 1 
181-31512-9 M1 1 181-315146-11 M1 1 
181-315120 Μι 4 181-315146-13 Mi 1 
181-315121-1 M1 1: 181-315146-15 Μι ΄ 1 
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STOCK 


NUMBER 


R82NA 


R82NA 
R82NA 


R82NA 
R82NA 


. R82NA 
R82NA 
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PART 
NUMBER 


181-315146-17 
181-315146-19 
181-315146-2 
181-315146-21 
181-315146-23 
181-315146-25 
181-315146-3 
181-315146-4 
181-315146-5 
181-315146-7 
181-315146-9 
181-315147 
181-315148 
181-315149 
181-31515 
181-31515-3 
181-31515-5 
181-315150-1 
181-315150-2 
181-315150-3 
181-315151-10 
181-315151-11 
181-315151-12 
181-315151-13 
181-315151-3 
181-315151-4 
181-315151-5 
181-315151-6 
181-315151-7 
181-315151-8 
181-315151-9 
181-315152-1 
181-315152-2 
181-315153 
181-315154-1 
181-315154-2 
181-315155-1 
181-315155-2 
181-315156 
181-315157 
181-315158 
181-315159 
181-315160 
181-315164-1 
181-315164-2 
181-315165 
181-315165-1 
181-315165-2 
181-315166 
181-315167 
181-315168 
181-315169 
181-315184 
181-315185 
181-315186 
181-315187 
181-315189 
181-315190 
181-31517-1 


'181-31517-2 


181-315170 

181-315171 

181-315171-3 
181-315172-1 
181-315172-2 
181-315173-1 
181-315173-2 
181-315174-1 
181-315174-2 
181-315175 


.181—315176-1 


181-315176-2 
181-315176-3 
181-5151Τ6-4 
181-315177-11 
181-315177-15 
181-315177-3 
181-315177-5 
181-315177-7 
181-315177-9 
181-315178-11 
181-315178-13 
181-315178-3 
181-315178-5 
181-315178-7 
181-315178-9 
181-315179-1 
181-315179-2 
181-315180-1 
181-315180-2 
181-31521 


SOURCE 
CODE 


SECURITY INFORMATION — RESTRICTED 
AN 01-60JKB-4 


FIGURE & 


INDEX NUMBER 


90-46 
89 


81-12 


87 


81 


81-64 
89-36 
89 


TOTAL 
QTY 
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MICRO- STOCK 
FILM NUMBER 
D 
' 
RESTRICTED 


PART 
NUMBER 


181-31522 
181-31523-1 
181-31523-2 
181-31524-1 
181-31524-2 
181-31525-1 
181-31525-2 
181-31526 
181-31527 
181-31528 
181-31529 
181-31530 
181-31531 
181-31532 
181-31533 
181-31533-17 
181-31535-1 
181-31535-2 
181-31536-1 
181-31536-2 
181-31536-3 
181-31536-4 
181-31537 
181-31537-11 
181-31537-13 
181-31537-15 
181-31537-17 
181-31537-19 
181-31537-21 
181-31537-22 
181-31537-23 
181-31537-24 
181-31537-25 


181-31537-26 


181-31537-21 
181-31537-28 
181-31537-29 
181-31537-3 
181-31537-30 
181-31537-31 
181-31537-33 
181-31537-35 
181-31537-37 
181-31537-39 
181-31537-4 
181-31537-5 
181-31537-7 
181-31537-9 


181-31538-1 


181-31538-2 
181-31538-3 
181-31538-4 
181-31538-5 
181-31538-7 
181-31538-8 
181-31539 

181-31540 

181-31541 

181-31542-1 
181-31542-2 
181-31543-1 
181-31543-2 
181-31544-1 
181-31544-2 


,181-31545-1 


181-31545-2 
181-31546 
181-31546-3 
181-31546-5 
181-31547 
181-31547-3 
181-31547-5 
181-31548 
181-31548-11 
181-31549 


- 181-31549-3 


181-31549-5 
181-31549-9 
181-31550 
181-31550-11 
181-31550-3 
181-31551-1 
181-31551-2 
181-31551-3 
181-31551-4 
181-31552 
181-31552-3 
181-31552-5 
181-31553 
181-31554-1 
181-31554-2 


SOURCE 
CODE 


FIGURE & 
INDEX NUMBER 


89-53 


92 
92-2 
92-1 


` 


Section lll 
Numerical Index of Contractor Parts 


TOTAL 
QTY 
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MICRO- 
FILM 
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Section HI . SECURITY INFORMATION — RESTRICTED 


Numerical Index of Contractor Parts AN 01-60JKB-4 
STOCK PART SOURCE FIGURE & TOTAL MICRO- STOCK PART SOURCE Ë FIGURE & TOTAL MICRO- 
NUMBER NUMBER CODE INDEX NUMBER ΟΤΥ FILM NUMBER NUMBER CODE INDEX NUMBER ΟΤΥ FILM 
181-31555-1 M1 1 181-31580-11 M1 1 
181-31555-2 Μι 1 181-31580-3 ΄ ΜΙ 81-36 1 
181-31556 Μι 1 181-31580-5 Μι 87-37 1 
181-31556-11 M1 1 181-31580-7 M1 1 
181-31556-13 ΜΙ 1 181-31580-9 Μι 1 
181-31556-3 Μι 1 181-31581 Mi 1 
181-31556-5 M1 1 181-31582-2 M1 1 
181-31556-7 M1 1 181 s1531 w 1 
1-31556-. 1 = = 
1812315569 — Mi 1 181-31585-1 MI 1 
181-31557 MI 1 181-31585-2 Μι 1 
181-31557-11 M1 1 181-31586 M1 1 
181-31557-13 M1 2 181-31587-1 M1 1 
181-31557-15 M1 1 181-31587-2 M1 1: 
181-31557-17 M1 1 181-31588-1 M1 1 
181-31557-19 M1 1 181-31588-2 `M1 1 
181-31557-21 Μι 1 181-31589 Μι 1 
181-31557-22 Μι 1 181-31590 Μι 1 
181-31557-23 Mi 1 ΠΚ ΠΡ E l 
181-31557-24 i 1 ~ 
181-31557-3 MI 1 R82NA 181-31595 P1 90-45 1 
181-31557-5 Μι 1 181-31596 M1 1 
181-31557-7 M1 1 181-31597 Μι 1 
181-31557-9 Μι 1 181-31598-1 ΜΙ 1 
181-31558-1 Μι 1 181-31598-2 M1 1 
! nisi m ἢ i 
181-31558-14 M1 1 - 
181-31558-16 Μι ae | Ee A I 
181-31558-17 M1 1 τ 
181-31558-19 M1 1 181-31599-5 ` M1 1 
181-31558-2 M1 1 181-31599-6 Ml 1 
181-31558-3 M1 1 181-31599-7 Μι 1 
1913133875 M : 181-31601-101 71 1 
1817 3155876 MI : 181-31601-11 M1 1 
1817315584 MI i G 181-31601-15 Μι 1 
1615815588 Mı : ^ 381-31601-17 Μι 1 
181-31558-9 ΜΙ 1 ΠΕΡ -17 - 
181-31559-1 M1 1 81-31601-3 ΜΙ 1 
181-31601-5 M1 1 
181-31559-2 M1 1 πας d i 
181-31560 M1 92 1 SL 316010 -— l 
181-31560-10 Μι 1 πες iis : 
181-31560-101 92 1 18191603101 i n Š 
181-31560-11 M1 1 n S s 
181-3156053 x : 1 181-31603 ΑΙ 72-1 2 
1817313605 Mt pl 181-31603-101 : 72 2 
181-31560-7 Μι 1 73 
181-31560-9 M1 
181-31561 ΜΙ 92-13 1 "men im 2 
181-31561-3 M ἃ 1 15 
181-31562-1 Αι 8 1 
181-31562-2 Al 83 1 181-31604-30 τ 2 
181-31563-3 x2 89-6 1 181-31605 Al 72-3 ` 1 
181-31563-4 x2 89 1 181-31605-101 72: 2 
R82NA 181-31564-3 P1 89-7 2 87 
181-31565 M1 90-17 2 181-31605-51 72 2 
181-31566 M1 1 87 
181-31566-11 Mi 4 181-31606 xi 96-1 1 
181-31566-13 ΜΙ 2 181-31606-101 96 r 
Dro ES 2 ist 3606-7 
F R82NA 181-31607 P 96-27 1 
181-31566-19 Μι 1 181-31607-1 96 1 
181-31566-3 Μι 1 181-31607-101 95-31 1 
181-31566-5 Μι 1 181-31608 1 
181-31566-7 Mi 6 181-31608-3 1 
181-31566-9 - M1 6 181-31608-5 1 
181-31567 M1 1 181-31608—7 1 
181-31568 ΜΙ 1 181-316101 ΜΙ 1 
181-31569-1 Μι 1 181-316102 Μι 1 
181-31569-2 M1 1 * 181-316103 ΜΙ 1 
181-31570-1 Μι 1 181-316104 Μι 1 
181-31570-2 M1 1 181-316105 Μι 1 
181-31570-3 ΜΙ 1 181-316106 Μι 95 1 
181-31570-4 Μι 1 181-316106-11 Mi ; 1 
181-31571 Mi 1 181-316106-3 M1 1 
181-31572 2 M1 89-82 1 181-316106-5 M1 1 
181-31572-3 M1 1 181-316106-7 M1 1 
181-31572-5 Mi 1 181-316106-9 MI 1 
181-31573-3 1, 181-316107-1 ΜΙ 1 
181-31573-4 X1 1 181-316107-2 M1 95 1 
181-31573-5 90-1 1 181-316109 MI ` 1 
181-31573-6 x2 90 1 181-31611 M1 96 1 
181-31575 Μι 1 181-31611-101 95 1 
181-31576-1 89 1 181-31611-3 1 
181-31576-2 89 1 181-31611-4 1 
181-31577 Μι 1 181-31611-5 1 
181-31578-3 xi 90-16 1 181-31611-7 1 
181-31578-4 "xi 90 1 181-316110-1 M1 1 
181-31579-1 Μι 1 181-316110-2 M1 1 
181-31579-2 Μι 1 181-316111 Mi 1 
181-31580 M1 87 1 181-316113 M1 1 
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SECURITY INFORMATION — RESTRICTED Section lll 


AN 01-60JKB-4 Numerical Index of Contractor Parts 
STOCK PART SOURCE FIGURE & TOTAL MICRO- STOCK PART SOURCE . FIGURE δι TOTAL MICRO- 
š NUMBER NUMBER CODE INDEX NUMBER ΟΤΥ FILM NUMBER NUMBER CODE INDEX NUMBER QTY FILM 
181-316113-3 Mi 1 181-316130-2 Μι 
181-316114-1 M1 1 181-316131-1 M1, 
181-316114-2 M1 1 181-316131-2 M1 
181-316115-1 M1 1 181-316132-1 Mi 
181-316115-2 M1 1 181-316132-2 Mi 
181-316116-1 Mi 1 181-316133-1 M1 
181-316116-2 Mi 1 181-316133-2 M1 
181-316117-1 Mi 1 .181-316134-1 Mi 
181-316117-2 ΜΙ 1 181-316134-2 Μι 
181-316118-1 MI 1 181-316135-1 ΜΙ 
181-316118-2 Μι 1 181-316136-1 M1 
181-316118-3 M1 1 181-316136-2 M1 
181-316118-4 M1 1 181-316137-1 Μι 
181-316119-1 Μι 1 181-316137-2 Mi 
181-316119-2 M1 1 181-316138-1 M1 
181-316119-3 1 181-316138-2 M1 
181-316119-4 NE 1 181-316139-1 Μι 
181-31612 M1 95-1 1 181-316139-2 M1 
181-31612-101 95 2 181-31614 Μι 95 
97 181-31614-101 95 
181-31612-11 M1 181-31614-11 M1 I 
181-31612-13 Μι 181-31614-12 M1 
181-31612-15 M1 181-31614-13 M1 
181-31612-17 M1 181-31614-14 M1 
181-31612-19 M1 181-31614-27 M1 
181-31612-21 M1 181-31614-3 M1 
181-31612-23 M1 181-31614-31 M1 
181-31612-25 M1 181-31614-32 M1 
181-31612-27 M1 181-31614-33 M1 
181-31612-29 Μι 181-31614-34 M1 
181-31612-3 M1 181-31614-39 
181-31612-31 M1 181-31614-40 
181-31612-33 . ΜΙ 181-31614-45 
181-31612-35 M1 181-31614-46 
181-31612-37 ΜΙ 181-31614-5 Mi 
181-31612-39 M1 181-31614-51 
181-31612-41 181-31614-53 
181-31612-5 M1 181-31614-55 
181-31612-7 M1 181-31614-57 
181-31612-9 M1 181-31614-59 
: 181-316122-1 ΜΙ 181-31614-7 Μι 
181-316122-2 M1 181-31614-9 M1 


181-316140-1 M1 
181-316140-2 Μι 


181-316123-1 M1 
181-316123-2 M1 


181-316124 181-316141 M1 
- 181-316125 ΜΙ 181-316142-1 `M1 
181-316125-3 ` Mi 181-316142-2 M1 
181-316126 M1 181-316143-1 M1 


181-316143-2 Μι 
181-316144-1 M1 
181-316144-2 M1 


181-316126-3 M1 
181-316126-5 M1 
181-316126-7 M1. 


ΓΙ... N pd ed = pab pah Pd = = tQ tQ pt = = = DO = = = el + = + = 
m a ο ουσ ρω πὶ μι μι μι μὲ κα μα μὲ tQ κα ου + μὲ ο πὶ κα tQ + Ra bo t DO P μά + 1κα κα to to CO C3 CO a τα P, κα et ett 2 πὶ [κά [ΓΑ ea ea à Hà à et à à et et F: a κά E E E et μὰ κα eH πὸ e eh NIIS 


181-316126-9 Μι i 181-316145-1 M1 
181-316127-1 M1 97-23 181-316145-2 M1 
181-316127-11 M1 181-316146-1 Μι 
Š d 181-316127-13 M1 181-316146-2 Mi 
181-316127-14 M1 181-316147-1 ΜΙ 
181-316127-15 M1 181-316147-2 M1 
181-316127-16 Μι 181-316148-1 Μι 
181-316127-17 M1 181-316148-2 M1 
181-316127-18 M1 181-316149 M1 
181-316127-2 M1 97 181-31615 M1 95 
181-316127-3 M1 181-31615-101 95 
181-316127-4 Mi 181-31615-11 M1 
181—316127-5 Μι 181-31615-13 M1 
181-316127-7 ΜΙ 181-31615-14 M1 
181-316127-9 M1 181-31615-15 M1 
181-316128-1 Mi 181-31615-17 M1 
181-316128-2 Μι 181-31615-19 Μι : 95-32 
181-316129-1 M1 181-31615-21 ΜΙ $ 
181-316129-2 ` M1 181-31615-23 Mi 
181-31613 M1 95-2 181-31615-24 Mi 
181-31613-101 95 181-31615-25 Μι 
97 ^ 181-31615-26 M1 
181-31613-11 Μι 1 181-31615-27 Μι 
$ - 181-31613-13 M1 1 181-31615-28 Μι 
181-31613-15 M1 1 181-31615-29 M1 
181-31613-17 Μι 1 181-31615-3 Μι 
181-31613-19 Μι 1 181-31615-30 M1 
181-31613-21 M1 1 181-31615-31 Mi 
181-31613-23 Mi 1 181-31615-33 Mi 
181-31613-25 M1 1 181-31615-4 Mi 
181-31613-27 M1 1 181-31615-5 Μι 
181-31613-29 Μι 2 181-31615-6 Mi 
181-31613-3 M1 1 181-31615-7 ΜΙ 
181-31613-31 M1 2 181-31615-9 M1 
181-31613-33 M1 2 181-316150-4 M1 
181-31613-35 à 1 181-316150-2 Μι 
181-31613-5 Μι 1 181-316151-1 Μι ΄ 
181-31613-7 Μι 1 181-316151-2 Mi 
181-31613-9 Mi 1 181-316152-1 M1 
181-316130-1 X1 2 181-316152-2 M1 
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Section Ill f 
Numerical Index of Contractor Parts 


STOCK 


NUMBER 


552 


PART 

'NUMBER 
181-316153-1 
181-316153-2 
181-316155-1 
181-316155-2 
181-316156-1 
181-316156-2 
181-316157 
181-316158 
181-31616 
181-31616-11 
181-31616-13 
181-91616-15 
181-31616-17 
181—31616-19 
181-31616-20 
181-31616-21 
181-31616-22 
181-31616-23 
181-31616-25 
181-31616-27 
181-31616-29 
181—-31616-3 
181-31616-31 
181-31616-33 
181-31616-34 
181-31616-35 
181-31616-37 
181-31616-38 
181-31616-5 
181-31616-7 
181-31616-9 
181-316160 
181-316161-1 
181-316161-2 
181-316162 
181-316163-1 
181-316163-2 


:181-316164-1 


181-316164-2 
181-316165-1 
181-316165-2 
181-316166 
181-316167 
181-316168 
181-316169-3 
181-316169-5 
181-316169-7 
181-31617-1 
181-31617-2 
181-31617-3 
181-31617-4 
181-31617-5 
181-31617-6 
181-31617-7 
181-31617-8 
181-316170-1 
181-316170-2 
181-316171-3 
181-316171-5 
181-316171-7 
181-316171-9 
181-316172-1 
181-316172-2 
181-316173-1 
181-316173-2 
181-316174-1 
181-316174-2 
181-316175-1 
181-316175-2 
181-316175-3 
181-316175-4 
181-316175-5 
181-316175-6 
181-316175-7 
181-316176-1 
181-316176-2 
181-316177-1 
181-316177-2 
181-316178-1 
181-316178-2 
181-316179-1 
181-316179-2 
181-31618-1 
181-31618-2 
181-31618-3 
181-31618-4 
181-31618-5 
181-31618-6 
181-316180 
181-316181-1 
181-316181-2 


SOURCE 
CODE 
M1 
M1 
M1 
M1 
M1 
M1 
Mi 
Μι 


SECURITY INFORMATION — RESTRICTE 


FIGURE & 


INDEX NUMBER 


95 


97 
97 


97 
97 


TOTAL 
orv 
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AN 01-60JKB-4 


MICRO- STOCK 
FILM NUMBER 
V 
Z 
RESTRICTED 


PART 
NUMBER 


181-316182 
181-316183 
181-316184-1 
181-316184-2 
181-316185-1 
181-316185-2 
181-316186 
181-316187-1 
181-316187-2 
181-316188 
181-316189-1 
181-316189-2 
181-31619-1 
181-31619-2 
181-31619-3 
181-31619-4 
181-316190 
181-316191-1 
181-316191-2 
181-316192 
181-316193 
181-316194-1 
181-316194-2 
181-316195-1 
181-316195-2 
181-316196 
181-316197 
181-316198 
181-316199-1 
181-316199-2 
181-316200-1 
181-316200-2 
181-316201-1 
181-316202-2 
181-316202-1 
181-316202-2 
181-316203-1 
181-316203-2 
181-316204-1 
181-316204-2 
181-316205 
181-316206 
181-316207 
181-316208-1 
181-316208-2 
181-316209-1 
181-316209-2 
181-316210-1 
181-316210-2 
181-316211-1 
181-316211-2 
181-316212-1 
181-316212-2 
181-316213-1 
181-316213-2 
181-316214-1 
181-316214-2 
181-316215-1 
181-316215-2 
181-316216-1 
181-316216-2 
181-316217-1 
181-316217-2 
181-316218-1 
181-316218-2 
181-316213-1 
181-316219-2 
181-316220-1 
181-316220-2 
181-316221 
181-316222-1 
181-316222-2 
181-316223-3 
181-316223-4 
181-316223-5 
181-316223-6 
181-316224 
181-316224-3 
181-316224-5 
181-316226-1 
181-316226-2 
181-316228-1 
181-316228-2 
181-316230 
181-316231-1 
181—316231-2 
181-316232-1 
181-316232-2 
181—316233-1 
181-316233-2 
181-316233-3 


SOURCE 
CODE 
μι 
Μι 
Mi 
M1 
M1 
M1 
Μι. 


FIGURE & TOTAL MICRO- 
INDEX NUMBER QTY ΕΜ 

1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
2 
2 
97 1 
97 1 
1 
1 
4 
1 
1 
1 
1 
τ 1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 

1-. 
I. 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
d 1 
š 1 

l 
1 
1 
1 
1 
1 
i 
95-72 1 
95 1 
1 
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SECURITY INFORMATION — RESTRICTED Section Ill 


AN 01-60JKB-4 Numerical Index of Contractor Parts ` 
STOCK PART SOURCE FIGURE & TOTAL MICRO- STOCK PART SOURCE d. δὲ TOTAL MICRO- 
NUMBER NUMBER CODE INDEX NUMBER QTY FILM NUMBER NUMBER CODE 1 EX NUMBER QTY FILM 
181-316233-4 M1 1 181-31628-9 Μι 1 
181-316233-5 Μι 3 181-316288-2 1 
181-316233-7 - Μι 2 181-31629 Μι 1 
181-316234-1 Μι 95-13 1 181-31629-11 Μι 1 
181-316234-2 M1 95 1 181-31629-13 Μι - 1 
Σ 181-316234-3 Μι 1 181-31629-15 Μι 1 
181-316234-4 Μι 1 181-31629-17 M1 1 
181-316234-5 Μι 2 181-31629-19 M1 1 
181-316234-7 Mi 2 181-31629-3 M1 1 
181-316235 M1 1 181-31629-5 ` M1 1 
R82NA 181-316236 P1 a 95-30 1 181-31629-7 Mi L^ 
181-316237 Mi 2 181-31629-9 Μι 1 
181-316239 Μι 1 181-31630 Μι 1 
181-31624-1 Mi 1 181-31630-10 M1 1 
181-31624-2 M1 1 181-31630-11 M1 1 
181-31624-3 Μι 1 181-31630-12 Μι 1 
181-31624-4 Mi 1 181-31630-13 M1 1 
181-31624-5 1 181-31630-14 M1 1 
181-316240 Mi 2 181-31630-15 1 
181-316241-1 M1 1 181-31630-19 1 
181-316241-2 Mi 1 181-31630-3 Μι 1 
181-316242-1 Μι 1 181-31630-5 Μι 1 
181-916242-2 Μι 1 181-31630-7 M1 1 
181-316243 M1 : 2 181-31630-9 M1 1 
181-316244 M1 1 181-31631 M1 1 
181-316244-3 M1 1 181-31631-11 Μι i 1 
181-316244-5 M1 1 181-31631-13 M1 1 
181-316245 M1 1 181-31631-15 M1 1 
181-316246 Μι 1 181-31631-17 M1 95 1 
181-316247-1 M1 1 181-31631-19 M1 1 ` 
181-316247-2 M1 1 181-31631-20 Μι 1 
181-316247-3 M1 1 181-31631-21 M1 1 
181-316247-4 M1 1 181-31631-23 M1 1 
181-316247-5 M1 1 181-31631-25 M1 1 
181-316247-6 ^ ΜΙ 1 181-31631-26 M1 1 
181-316248-1 M1 1 181-31631-27 M1 1 
181-316248-2 Μι 1 181-31631-29 Μι 1 
181-316249-1 Mi 1 181-31631-3 Mi 1 
181-316249-2* M1 1 181-31631-31 Μι 1 
181-31625 Μι 1 181-31631-33 Μι 1 
181-31625-3 M1 1 181-31631-35 M1 1 
181-316250 Μι : 1 181-31631-37 Μι 1 
181-316251 Μι 1 181-31631-39 M1 1 
181-316252-1 M1 1 ; 181-31631-5 1 
181-316252-2 Mi 1 181-31631-7 1 
181-316253-1 Μι 1 181-31631-8 1 
181-316253-2 Μι 1 181-31631-9 1 
181-316254 . MI 2 181-31632-1 Μι 1 
181-316255 Μι 2 181-31632-2 Μι 1 
181-316256-1 1 181-31633-1 Μι 1 
181-316256-2 1 181-31633-10 M1 1 
181-316257-1 1 181-31633-11 M1 1 
181-316257-2 1 181-31633-12 M1 1 
181-316258-1 M1 1 181—31633-13 M1 1 
181-316259-1 Mi 1 181-31633-14 Ml: 1 
181-316259-2 Mi 1 181-31633-2 Μι 1 
181-31626 2 181-31633-3 M1 1 
181-316260-1 Μι 1 .181-31633-4 Μι 1 
181-316260-2 M1 1 181-31633-5 M1 1 
181-316261 1 181-31633-6 Μι 1 
181-316262 95-74 1 181-31633-7 M1 1 
181-316263 1° 181-31633-8 M1 1 
181-316264-3 1 181-31633-9 M1 1 
181-316264-5 1. .181-31634 M1 1 
181-316264-7 1 181-31634-11 M1 1 
181-316264-9 1 181-31634-3 M1 1 
181-316265 M1 1 181-31634-5 M1 1 
181-316266 1 181-31634-6 M1 1 
181-316267-1 1 181-31634-9 M1 1 
181-316267-2 1 181-31635-1 ΜΙ 1 
181-316268-1 1 181-31635-2 Μι 1 
181-316268-2 1 - 181-31636-1 Μι 1 
181-316269 1 181-31636-2 Mi 1 
181-31627-1 Μι 1 181-31637-1 M1 1 
181-31627-2 Μι 1 181-31637-2 Mi 1 
181-31627-3 Mi 1 181-31637-3 M1 1. 
181-31627-4 Μι 1 181-31637-4 M1 1 
181-31627-5 Mi 2 181-31637-5 M1 1 
181-316270-1 1 181-31637-6 M1 1 
181-316270-2 1 181-31637-7 M1 "mE! 
181-316271 1 181-31637-8 1 
181-316272 1 181-31638 - Μι 1 
181-31628 Mi 1 181-31638-11 1 
181-31628-11 Mi 1 181-31638-3 M1 1 
181-31628-13 Mi |1 181-31638-5 M1 1 
181-31628-15 Μι £ 1 181-31638-6 M1 1 
181-31628-17 - M1 1 181-31638-9 M1 1 
181-31628-19 M1 1 181-31639-1 M1 1 
181-31628-3 Μι 1 181-31639-2 M1 1 
181-31628-5 Mi 1 181-31640 M1 1 
181-31628-7 Mi 1 181-31640-3 ΜΙ 1 
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Numerical Index of Contractor Parts AN 01-60JKB-4 
STOCK PART SOURCE FIGURE & TOTAL MICRO- STOCK PART SOURCE FIGURE & TOTAL MICRO- 
NUMBER NUMBER CODE INDEX NUMBER QTY FILM NUMBER NUMBER ` CODE INDZX NUMBER QTY FILM 
181-31640-5 Mi 1 181-31651-2 M ` 1 
181-31640-7 M1 1 181-31651-3 M1 1 
181-31641 ΜΙ 1 181-31651-4 M1 1 
181-31641-3 M1 1 181-31651-5 M1 1 
181-31641-5 M1 1 181-31651-6 Μι 1 
181-31641-7 Μι 1 181-31652 - ΜΙ 1 
181-31642 Μι 1 181-31652-3 Μι 1 
.181-31642-10 M1 1 181-31652-5 Μι 2o 
181-31642-11 M1 1 181-31652-7 M1 1 
181-31642-12 M1 1 181-31653-1 Μι 1 
181-31642-3 Μι 1 181-31653-2 M1 1 
181-31642-5 M1 1 181-31654-1 M1 1 
181-31642-7 M1 1 181-31654-2 Μι 1 
181-31642-9 Μι 1 181-31654-3 M1 1 
181-31643 Μι 1 181-31654-4 Μι 1 
181-31643-10 Μι 1 181-31654-5 Μι 1 
181-31643-11 M1 1 181-31654-6 M1 1 
181-31643-13 Mi 1 181-31655 Μι 1 
181-31643-15 Μι 1 181-31655-3, M1 1 
181-31643-17 Μι 1 181-31655-5 M1 1 
181-31643-18 M1 1 181-31656-1 M1 1 
181-31643-3 Mi 1 181-31656-2 M1 1 
181-31643-5 M1 1 181-31657-1 Μι 1 
181-31643-7 Mi 1 181-31657-2 Mi 1 
181-31643-8 M1 1 181-31657-3 M1 1 
181-31643-9 M1 1 181-31657-4 M1 1 
181-31644 97-24 2 181-31657-5 1 
181-31645-1 M1 97 1 181-31657-6 1 
181-31645-10 Μι 1 181-31657-7 ΜΙ 2 
181-31645-11 Μι 1 181-31658 Μι 96-9 1 
181-31645-13 Μι 1 181-31659 ΜΙ : 1 
181-31645-15 M1 1 181-31659-3 M1 1 
181-31645-17 ΜΙ 1 181-31659-5 Μι 1 
181-31645-2 Μι 1 181-31660-1 M1 1 
181-31645-3 M1 1 181-31660-2 M1 1 
181-31645-4 M1 1 181-31661-1 M1 1 
181-31645-5 M1 1 181-31661-11 M1 2 
181-31645-7 Μι 1 181-31661-13 ΜΙ 2 
181-31645-8 M1 1 181-31661-15 M1 1 
181-31645-9 ΜΙ 1 181-31661-16 Μι 1 
181-31646 M1 1 181-31661-17 ΜΙ 1 
» 181-31646-10 Μι 1 181-31661-18 M1 1 
181-31646-11 Μι 1 181-31661-19 M1 1 
181-31646-13 Μι 1 181-31661-2 Μι 1 
181-31646-14 ΜΙ 1 181-31661-20 M1 1 
181-31646-15 Μι 1 181-31661-21 Mi 1 
181-31646-3 M1 1 181-31661-22 ΜΙ 1 
181-31646-5 M1 1 181-31661-23 M1 1 
181-31646-7 M1 1 181-31661-24 Μι 1 
181-31646-8 Μι 1 181-31661-25 M1 1 
181-31646-9 Mi 1 181-31661-26 M1 1 
181-31647 M1 1 181-31661-27 ΜΙ 2 
181-31647-10 Mi 1 181-31661-3 Mi 1 
181-31647-11 Mi 1 181-31661-4 Μι 1 
181-31647-12 M1 1 181-31661-5 Μι 1 
181-31647-13 ΜΙ 1 181-31661-6 Mi 1 
181-31647-14 Μι 1 181-31661-7 M1 1 
181-31647-15 ΜΙ 1 181-31661-8 M1 1 
181-31647-3 M1 1 181-31661-9 M1 2 
181-31647-5 M1 1 181-31662 M1 95 1 
181-31647-7 ΜΙ 1 181-31662-11 Μι 1 
181-31647-9 M1 1 181-31662-13 M1 1 
181-31648 M1 1 181-31662-15 Mi 1 
181-31649-1 M1 1 181-31662-3 Mi UE 
181-31649-10 Mi 1 181-31662-5 Mi 1 
/ 181-31649-11 M1 1 181-31662-7 M1 1. 
181-31649-12 . M1 1 181-31662-9 M1 1 
181-31649-13 Μι 1 181-31663 M1 1 
181-31649-14 Mi 1 181-31663-11 M1 1 
181-31649-15 M1 1 181-31663-13 M1 1 
181-31649-16 Μι 1 181-31663-3 M1 1 
181-31649-17 M1 1 181-31663-5 M1 2^ 
181-31649-19 Μι 1 181-31663-8 Mi 1 
181-31649 2 ΜΙ 1 181-31663-9 Μι 1 
181-31649-20 Mi 1 181-31664-1 M1 1 
181-31649-21 ΜΙ 2 181-31664-11 M1 1 
181-31649-23 Μι 1 181-31664-12 M1 1. 
181-31649-3 M1 1 181-31664-13 M1 1 
181-31649-4 M1 1, 181-31664-14 M1 1 
181—31649-5 Μι 1 `181-31664-15 M1 1 
181-31649-6 M1 1 181-31664-16 M1 1 
181-31649-7 MI 1 181-31664-17 M1 2 
181-31649-8 Μι 1 181-31664-19 Μι 2 
181-31649-9 ΜΙ 1 181-31664-2 Μι 1 
181-31650 Μι 1 181-31664-21 M1 2 
181-31650-11 Μι 2 181--31664-3 ΜΙ 1. 
181-31650-3 Mi 1 181-31664-4 Mi 1 
181-31650-5 M1 1 181-31664-5 M1 1 
181-31650-7 Μι 1 181-31664-6 ΜΙ 1 
181-31650-9 Μι 1 181-31664-7 Μι 1 
181-31651-1 Μι 1 181-31664-9 Μι 1 
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AN 01-60JKB-4 Numerical Index of Contractor Parts 

STOCK PART SOURCE FIGURE & TOTAL MICRO- STOCK ` PART SOURCE FIGURE & TOTAL MICRO- 

NUMBER NUMBER CODE INDEX NUMBER QTY FILM NUMBER NUMBER CODE INDEX NUMBER QTY FILM 
181-31665-1 M1 1 181-31691-1 M1 1 
181-31665-10 M1 1 181-31691-10 M1 1 
181-31665-11 M1 1 181-31691-11 M1 1 
181-31665-12 M1 1 181-31691-12 M1 1 
181-31665-13 Μι 1 181-31691-13 Μι 1 
181-31665-14 M1 1 181-31691-14 M1 1 
181-31665-2 Μι 1 181-31691-15 M1 1 
181-31665-3 Mi 1 181-31691-16 M1 1 
181-31665-4 Μι 1 181-31691-17 M1 1 
181-31665-5 Μι 1 181-31691-18 Mi 1 
181-31665-6 M1 1 181-31691-2 Μι 1 
181-31665-7 M1 1 181-31691-3 Μι 1 
181-31665-8 Μι 1 181-31691-4 M1 1 
181-31665-9 Mi 1 181-31691-5 Μι 1 
181-31666; M1 1 181-31691-6 M1 1 
181-31666-11 M1 1 181-31691-7 M1 1 
181-31666-3 Μι: 1 181-31691-8 M1 1 
181-31666-5 Μι 1 181-31691-9 M1 1 
181-31666-7 M1 1 181-31692 Μι 1 
181-31666-9 Μι 1 181-31692-11 ΜΙ 1 
181-31667 Mi 1 181-31692-13 M1 1 
181-31667-3 M1 1 181-31692-15 M1 1 
181-31667-5 M1 1 181-31692-17 M1 1 
181-31667-7 Mi 1 181-31692-19 M1 1 
181-31668 M1 1 181-31692-21 ΜΙ ` 1 
181-31668-3 ΜΙ 1 181-31692-23 M1 τα 
181-31668-5 M1 2 181-31692-25 Μι -ᾱ 
181-31669 Μι 1 181-31692-27 Μι 1 
181-31670-3 x2 97-14 1 181-31692-3 M1 1 
181-31670-4 x2 97 1 181-31692-5 Μι 1 
181-31671-3 x2 97-20 1 181-31692-7 M1 1 
181-31671-4 X2 97 1 181-31692-9 M1 1 
181-31672-3 z . 97-15 1 181-31693 M1 1 
181-31672-4 X2 97 1 181-31694-1 M1 1 
181-31673-3 x2 97-22 1 181-31694-2 M1 1 
181-31673-4 X2 97 1 181-31694-3 M1 1 
181-31674-1 M1 Ë 1 181-31694-4 M1 1 
181-31674-2 Μι 1 t81-31694-5 M1 4 
181-31675-1 M1 I 181-31695-1 M1 97 1 
181-31675-2 M1 1 181-31695-2 M1 97 1 
181-31676-1 Μι 1 181-31695-3 M1 1 
181-31676-2 Mi 1 181-31695-4 Μι 1 
181-31677-1 Μι 97-21 1 181-31695-5 M1 4 
181-31677-2 Mi 97 1 181-31695-7 M1 97-25 1 
R82NA 181-31678-3 x2 95-54 1 181-31695-8 Μι 97 1 
R82NA 181-31678-4 x2 95-55. 1 181-31696 M1 1 
181-31679-1 M1 1° 181-31696-10 M1 1 
181-31679-3 M1 1 181-31696-11 M1 1 
181-31679-4 Mi 1 181-31696-13 M1 1 
181-31679-5 M1 1 181-31696-15 M1 1 
181-31680-1 M1 1 181-31696-17 M1 1 
181-31680-2 Μι 1 181-31696-19 Mı 1 
181-31680-3 M1 1 181-31696-21 M1 1 
181-31680-4 Μι 1 181-31696-23 M1 1 
181-31680-5 M1 1 181-31696-25 Μι 1 
181-31680-6 Μι 1 181-21696-27 Μι 1 
181-31681 Μι 1 181-31696-29 M1 1 
181-31681-3 ) M1 1 181-31696-3 Μι 1 
181-31681-5 M1 1 181-31696-31 M1 1 
181-31682 Μι 1 181-31696-32 M1 1 
181-31683-1 ` M1 1 181-31696-33 M1 1 
181-31683-2 M1 1 181-31696-35 1 
181-31683-3 Μι 1 181-31696-37 1 
181-31683-4 Μι 1 181-31696-39 3 1 
181-31683-5 Mi 1 181-31696-5 M1 1 
181-31683-6 Mi 1 181-31696-7 Μι 1 
181-31683-7 M1 1 181-31696-8 M1 1 
181-31683-8 Mi EX | :181-31696-9 M1 1 
181-31684 M1 ` 1 181-31699 M1 1 
181-31684-10 Μι 1 181-31701-3 Χο 98-1 1 
181-31684-3 M1 1 181-31701-4 X2 98 1 
181-31684-5 M1 2 181-31702-3 x2 98-2 1 
181-21684-7 M1 1 181-31702-4 x2 98 1 
181-31684-9 Μι 1 181-31706-3 x2 . 98-3 1 
181-31685 Mi 1 181-31706-4 x2 98 1 
181-31685-3 M1 1 181-31711 Μι 96 1 
181-31685-5 M1 1 181-31711-10 M1 1 
181-31685-7 Μι 1 181-31711-101 96 2 

181-31685-8 M1 1 98 

181-31686 Μι 1 181-31711-11 M1 2 
181-31687-1 M 1 181-31711-13 M1 1 
181-31687-2 M1 1 181-31711-15 M1 1 
181-31690-1 M1 1 181-31711-17 M1 £ 
181-31690-2 M1 1 181-31711-19 Mi 1 
181-31690-3 Μι 1 181-31711-23 2 
181-31690-4 1 181-31711-3 M1 1 
181-31690-5 1 181-31711-5 M1 2 
181-31690-6 1 181-31711-7 Μι 2 
181-31690-7 1 181-31711-9 Μι 1 
181-31690-8 1 181-31712-1 X1 98 1 
181-31690-9 2 181-31712-101 98 i 
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STOCK 
NUMBER 
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PART 

NUMBER 
181-31712-102 
181-31712-2 
181-31712-3 
181-31712-4 
181-31712-5 
181-31712-6 
181-31712-7 
181-31712-8 
181-31714 
181-31714-10 
181-31714-101 
181-31714-11 
181-31714-12 
181-31714-13 
181-31714-15 
181-31714-17 
181-31714-19 
181-31714-21 


181-31714-23 . 


181-31714-24 
181-31714-25 
181-31714-26 
181-31714-27 
181-31714-3 
181-31714-5 
181-31714-7 
181-31714-8 
181-31714-9 
181-31715 
181-31715-101 
181-31715-11 
181-31715-12 
181-31715-13 
181-31715-14 
181-31715-15 
181-31715-16 
181-31715-17 
181-31715-18 
181-31715-19 
181-31715-20 
181-31715-21 
181-31715-25 
181-31715-26 
181-31715-29 
181-31715-3 
181-31715-30 
181-31715-31 
181-31715-33 
181-31715-4 
181-31715-5 
181-31715-7 
181-31715-8 
181-31715-9 
181-31717-1 
181-31717-2 
181-31717-3 
181-31717-4 
181-31717-5 
181-31717-6 
181-31718-1 
181-31718-2 
181-31718-3 
181-31718-4 
181-31718-5 
181-31719 
181-31719-11 
181-31719-13 
181-31719-15 
181-31719-17 
181-31719-18 
181-31719-19 
181-31719-21 
181-31719-23 
181-31719-24 
181-31719-25 
181-31719-26 
181-31719-27 
181-31719-29 
181-31719-3 
181-31719-5 
181-31719-7 
181-31719-8 
181-31719-9 


1181-31720-1 


181-31720-10 
181-31720-11 
181—31720-12 
181-31720-13 
181-31720-14 
181-31720-2 

181-21720-3 


SOURCE 
CODE 


SECURITY INFORMATION — RESTRICTED 


FIGURE & 
INDEX NUMBER 


98 
98 


98 


98 


98 
98 


98 


98 


98 


98 


TOTAL 
ΟΤΥ 


` 
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R82NA 


R82 NA 
R82NA 


R82NA 


RESTRICTED 


PART 
NUMBER 


181-31720-4 
181-31720-5 
181-31720-6 
181-31720-7 
181-31720-8 
181-31720-9 
181-31721 
181-31721-3 
181-31721-5 
181-31721-7 
181-31722-1 
181-31722-2 
181-31723 
181-31723-3 
181-31723-5 
181-31723-6 
181-31724-4 
181-31724-5 
181-31725 
181-31725-3 
181-31725-5 
181-31725-6 
181-31725-7 
181-31725-8 
181-31726 
181-31727 
181-31728-1 
181-31728-2 
181-31729-1 
181-31729-2 
181-31730 
181-31730-3 
181-31730-5 
181-31731 
181-31732 
181-31732-11 
181-31732-3 
181-31732-5 
181-31732-1 
181-31732-9 
181-31733 
181-31733-11 
181-31733-3 
181-31733-5 
181-31733-7 
181-31733-9 
181-31734-1 
181-31734-2 
181-31734-3 
181-31734-4 
181-31735-1 
181-31735-2 


181-31736 


181-31736-3 
181-31736-5 
181-31736-7 
181-31737-1 
181-31737-2 
181-31738-1 
181-31738-2 
181-31739-1 
181-31739-2 
181-31739-3 
181-31739-4 
181-31739-5 
181-31739-6 
181-31739-7 
181-31740 
181-31740-3 
181-31740-5 
181-31740-7 
181-31741 
181-31741-11 
181-31741-13 
181-31741-14 
181-31741-15 
181-31741-17 
181-31741-21 
181-31741-22 
181-31741-23 
181-31741-24 
181-31741-25 
181-31741-27 
181-31741-29 
181-31741-3 


181-31741-31 


181-31741-33 
181-31741-34 
181-31741-35 
181-31741-36 
181-31741-37 


SOURCE 
CODE 


` κι 


FIGURE δι TOTAL MICRO- 
INDEX NUMBER QTY FILM 


` 


98-56 
98 


98 


96-28 | ` 
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STOCK PART 
NUMBER NUMBER 


181-31741-38 
181-31741-39 
181-31741-41 
181-31741-43 
181-31741-45 
181-31741-46 
181-31741-47 
181-31741-49 
181-31741-5 
181-31741-51 
181-31741-52 
181-31741-53 
181-31741-55 
181-31741-57 
181-31741-6 
181-31741-7 
181-31741-8 
181-31741-9 
181-31742 
181-31743 
181-31744-1 
181-31744-2 
181-31745-1 
181-31745-2 
181-31746 
181-31746-101 
181-31746-3 
181-31746-5 
181-31747 
181-31747-3 
181-31747-5 
181-31747-6 
181-31747-1 
181-31747-8 
181-31748 
181-31749 
181-31750-1 
181-31750-2 
181-31751-1 
181-31751-2 
181-31752 
181-31753-1 
181-31753-2 
181-31753-3 
181-31753-4 
181-31753-5 
181-31754-1 
181-31754-2 
181-31755-1 
181-31755-2 
181-31756-1 
181-31756-2 
181-31757-1 
181-31757-2 
181-31758-1 
181-31758-2 
181-31759-1 
181-31759-2 
181-31760 
181-31761 
181-31761-3 
181-31761-5 
181-31762-1 
181-31762-2 
181-31763-1 
181-31763-2 
181-31764 

` 181-31765-1 
181-31765-2 
181-31766 
181-31767-1 
181-31767-2 
181-31768-1 
181-31768-2 
181-31769-1 
181-31769-2 
181-31770-1 
181-31770-2 
181-31771-1 
181-31771-2 
181-31772 
181-31774 
181-31774-10 
181-31774-11 
181-31774-12 
181-31774-13 
181-31774-15 

` 181-31774-17 
181-31774-19 
181-31774-3 
181-31774-5 
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SOURCE 
CODE 
X1 
X1 
X1 
M1 
Μι 
Μι 
Μι 
Μι 
Μι 
Μι 
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FIGURE & 
INDEX NUMBER 


98 
98 


98-34 
98 


98-66 
98 


TOTAL 
ΟΤΥ 
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AN 01-60JKB-4 


MICRO- STOCK 
FILM NUMBER 


R82NA 


R82NA 


R82NA 


R82NA 
R82NA 


R82NA 
R82NA 
R82NA 
R82NA 


R82NA 


RESTRICTED 


PART 
NUMBER 
181-31774-6 
181-31774-7 
181-31774-8 
181-31774-9 
181-31776-1 
181-31776-2 
181-31777-1 


-181-31777-2 


181-31777-3 
181-31771-4 
181-31778 
181-31779-1 
181-31779-2 
181-31780 
181-31780-3 
181-31781-1 
181-31781-2 
181-31782 
181-31783 
181-31784-1 
181-31784-2 
181-31785-1 
181-31785-2 
181-31786-1 
181-31786-2 
181-31787-1 
181-31787-2 
181-31788 
181-31789 
181-31790 
181-31791 
181-31792-1 
181-31792-2 
181-31794-1 
181-31794-2 
181-31795-1 
181-31795-2 
181-31796-1 
181-31796-2 
181-31797 
181-31797-11 
181-31979-3 
181-31979-4 
181-31797-5 
181-31797-7 
181-31797-9 
181-31801 
181-31801-3 
181-31802 
181-31802-11 
181-31802-13 
181-31802-3 
181-31802-5 
181-31802-51 
181-31802-7 
181-31802-9 
181-31803 
181-31803-10 
181-31803-3 
181-31803-5 
181-31803-7 
181-31803-9 
181-31804 
181-31804-11 
181-31804-13 
181-31804-15 
181-31804-21 
181-31804-23 
181-31804-25 
181-31804-27 
181-31804-3 
181-31804-35 
181-31804-37 
181-31804-39 
181-31804-43 
181-31804-7 
181-31805 
181-31806 
181-31806-3 
181-31807 
181-31808 
181-31808-3 
181-31809-3 
181-31809-4 
181-31809-5 
181-31809-6 
181-318100 


181-318100-3 
181-318101 
181-318102 


SOURCE 
CODE 
M1 
M1 
Μι 
-M1 
M1 


FIGURE & 
INDEX NUMBER 


98 


71 
102-1 


103-1 


103-45 


103-53 
103-54 
103-55 
103-63 
103-56 


100-1 
100 
103-3 
103 
102-2 
103-54 


102-4 
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MICRO- 
FILM 
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Numerical Index of Contractor Parts AN 01-60JKB-4 
STOCK PART SOURCE FIGURE & TOTAL MICRO- STOCK PART SOURCE FIGURE & TOTAL MICRO- 
NUMBER NUMBER CODE INDEX NUMBER QTY FILM NUMBER NUMBER CODE INDEX NUMBER QTY FILI. 
181-318103 Μι 104-3 2 181-31814-2 Μι 103 1 
181-318104-3 x2 104-7 2 181-31814-3 Μι 1 
181-318105 Μι 104-11 3 181-31814-4 Mi 1 
181-318106 Μι 104-13 2 181-31814-5 M1 1 
181-318106-3 Μι 2 181-31814-6 ΜΙ 1 
181-318107 Μι 104-18 2 181-31814-7 M1 2 
181-318108 M 102-5 1 R82NA 181-318141-1 P1 103-13 1 
181-318108-3 M 1 R82NA 181-318141-2 103 1 
181-318108-5 M 1 181-318142-1 A 103-12 2 1 
181-318109 MI 104-23 2 181-318142-2 A 103 1 
181-31811 Μι 105 1 181-318142-3 M1 1 
181-31811-3 M1 1 181-318142-4 Μι 1 
181-31811-4 Μι 1c 181-318142-5 M1 103-18 1 
181-31811-5 Μι 1 181-318142-6 Mi 103 1 
181-31811-6 Μι 1 181-318142-7 M1 1 
181-31811-7 Μι 1 181-318142-8 Μι 1 
R82NA 181-318110 P 82-8 2 181-318143 M1 103-23 2 
'181-318111 104-27 1 181-318144-1 M1 1 
181-318112 Μι 102-10 1 181-318144-2 Μι 1 
181-318113 2 181-318145-1 M1 1 
181-318114 . 102 Ref 181-318145-2 Μι 1 
181-318115 1 181-31815 M1 1 
181-318115-103 M1 1 181-31815-3 M1 1 
181-318115-107 M1 1 181-31816 M1 1 
181-318115-109 M1 1 181-31816-3 : M1 1 
181-318115-11 1 181-31817 M1 1 
181-318115-117 M1 1 181-31818 M1 1 
181-318115-119 M 1 181-31818-3 M1 1 
181-318115-121 M1 1 181-31819-1 M1 1 
181-318115-123 ΜΙ 1 181-31819-2 M1 1 
181-318115-13 1 181-31819-3 Ml: 1 
181-318115-15 1 181-31819-4 Μι 1 
181-318115-17 M1 1 181-31820 M1 1 
181-318115-19 M 1 181-31820-3 -M1 1 
181-318115-21 M1 1 181-3182 Μι 1 
181-318115-23 M1 1 μα. M1 i 
181-318115-3 M1 105-6 1 E T 
181-31820-8 M1 1 
181-318115-33 105-9 1 181 31820 9 M1 2 
μα l 181-31821 104-1 1 
181-318115-7 M1 105-7 1 102.14 i 
181-318115-9 M1 1 181-31822 1 
181-318118 M1 92-24 1 181-31823 M1 1 
1817318119 MI se : 181-31824 M1 - 103-6 1 
181-318119-3 Μι 92-29 1 181-31825-1 ΜΙ 1 
181-318119-5 M1 92-28 1 181-31825-2 M1 1 
181-318119-7 Μι . 1 181: 318254 M1 1 
181-31812-11 xi 1 
ND 181-31826-1 M1 82-1 1 
ο ο 1 181-31826-2 ΜΙ 82 1 
181-31812-17 X1 1 : R 
181-31812-19 xi 181531827 Mı : 
81- - 1 R82NA 181-31828 P1 103-70 2 
181-31812-21 X1 1 i 
181-31829 M1 86-62 2 
181-31812-3 xi 1 181-31830 ΜΙ 1 
181-31812-5 xi 1 2 T 
181-31831 M1 92-25 1 
181-31812-7 xi 1 E E 
181-31831-3 M1 1 
1815918129 xl 1 181-31831-5 ΜΙ 2 
R82NA 181-318121 Mi 1 
181-31832 ΜΙ 1 
181-318121-3 Μι 1 
181-31833-1 M1 1 
181-318122 M 102-20 . 1 
181-31833-2 M1 1 
181-318122-3 Μι 102-23 2 
181-31834-1 M1 1 
181-318122-5 M1 102-24 2 
181-31834-2 Μι 1 
181-318123 M1 104-28 1 
181-31835 M1 103-71 1 
181-318124 A 102-27 1 
181 31812 181-31836-1 Μι 1 
- 5-1 M1 1 
181-318125-2 Μι 1 181-31836-2 M 1 
181-318126-1 ΜΙ 1 181-31836-3 MI 1 
181-318126-2 M1 1 181-31836-4 Mi 1 
181-318127 ΜΙ 82-4 19 181-31837-1 ME 1 
181-318128 ΜΙ 1 181-31837-2 Mi 1 
181-318129 M1 82-11 2 181-31838 ΜΙ 1 
u g 181-31839-1 M1 1 
181-31813 82-2 2 
181-318130-1 M1 1 181-31839-2 M1 1 
181-318130-2 M1 1 181-31840-1 Mi 1 
181-318131-1 Μι 1 181-31840-2 M1 1 
181-318131-2 Μι 1 181-31841-1 Mi 1 
181-318131-3 M1 1 181-31841-2 Mi 1 
181—318131-4 Μι 1 181-31842-1 M1 1 
181-318131-5 ΜΙ 1 181-31842-2 Μι 1 
181-318131-6 Μι 1 181-31843-1 M1 1 
181-318132 Mi 104-32 3 181-31843-2 M 1 
181-318132-3 Mi 3 R82NA 181-31844-1 103-67 1 
181-318133 Μι 104-19 2 R82NA 181-31844-2 103 1 
181-318134 M1 82-7 2 181-31845-1 M1 1 
181-318135 M1 2 181-31845-2 M1 1 
181-318136-1 M1 1 181-31846 M1 1 
181-318136-2 Μι 1 R82NA 181-31847 F1 103-72 1 
R82NA 181-318137 P1 103-73 1 181-31847-3 xi 1 
181-318138-1 M1 1 181-31847-5 xi 1 
181-318138-2 Μι 1 181-31847-7 xi 1 
181-318139 ` M1 102-28 2 181-31848-1 M1 1 
1814181398. ΜΙ 2 181-31848-2 Mi 1 
181-31814-1 Μι 103-2 1 181-31849-1 Μι 1 
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AN 01-60JKB-4 Numerical Index of Contractor Parts 
STOCK PART SOURCE FIGURE & TOTAL MICRO- STOCK PART SOURCE FIGURE ὃς TOTAL MICRO- 
NUMBER NUMBER CODE INDEX NUMBER QTY FILM NUMBER NUMBER CODE INDEX NUMBER QTY FILM 
181-31849-2 Μι 1 : ` 181-31889-2 M1 1 
181-31851 71 1 181-31889-3 M1 Ὃν 1 
R82NA 181-31852 P1 - 101 1 181-31889-4 Μι 1 
181-31852-11 Μ 101 1 181-31890-1 Μι 101-11 1 
181-31852-13 M 101 1 181-31890-2 M1 101-12 1 
181-31852-15 M 101 1 181-31891 A 101 1 
181-31852-17 M 101 1 181-31891-3 M 101-5 1 
181-31852-19 M 101 1 181-31891-4 M 101-6 1 
181-31852-21 M 101 2 181-31891-5 M 101-7 1 
181-31852-3 M 101 1 181-31891-6 M 101-8 1 
181-31852-4 M ` 101 1 181-31892 Μι 100 1 
181-31852-5 Μ 101 1 181-31892-3 Μι 1 
181-31852-6 Μ 101 1 181-31892-5 M1 1 
181-31852-7 M 101 2 181-31892-7 M 100-21 1 
181-31852-9 M 101 2 181-31892-9 M 100-20 1 
181-31853 M1 101-1 1 181-31893 ΜΙ d 1 
181-31853-3 M1 1 181-31894-1 Μι 1 
181-31853-4 Μι 1 181-31894-2 M1 1 
R82NA 181-31854 P1 101-4 1 181-31894-3 M1 1 
R82NA = 181-31855-1 P1 101-9 1 181-31894-4 M1 1 
R82NA 181-31855-2 P1 101-10 1 181-31895 99-25 1 
181-31856 x2 100-7 1 181-31895-3 1 
181-31856-3 M1 1 181-31895-31 99 1 
181-31857 M1 1 181-31895-5 1 
181-31857-3 M1 1 181-31895-7 1 
181-31857-5 M1 1 181-31895-9 Mi 1 
181-31857-6 M1 1 181-31836 * 71 Ref 
181-31857-7 ΜΙ 1 181-31897-1 1 
181-31858-1 M1 1 181-31897-2 1 
181-31858-2 M1 1 181-32139 79 1 
181-31858-3 M1 1 181-33001-1 1-2 1 
181-31858-4 M1 1 15 a 
181-31858-5 `M1 1 181-33001-2 1-2 1 
181-31859-1 M1 1 15 
181-31859-2 Μι 1 181-33031-1 1 1 
181-31859-3 Μι 1 181-33031-2 1 1 
181-31859-4 M1 1 181-33101-1. Α 246-108 1 
181-31859-5 1 181-33101-2 A 246 1 
181-31859-6 : 1 181-33121-3 X1 7-1 1 
181-31861-1 M1 2 181-33121-4 xi 7 1 
181-31861-2 M1 2 R82NA 181-33121-5 P1 7 1 
181-31862-1 M1 100-8 1 R82NA 181-33121-6 P1 7 1 
181-31862-2 M1 100 2 R82NA 181-33122 P1 7-2 2 
181-31862-3 M1 1 R82NA 181-33123 P1 7-3 2, 
181-31862-4 M1 1 R82NA 181-33130 P1 246 ‘ 2 
181-31862-5 M1 1 181-33130-3 X1 246-68 2 
181-31862-6 Μι 1 R82NA 181-33133 P 7-18 4 
181-31862-8 Mi 1 181-33301 P1 1 
: 181-31864 M1 1 R82NA 181-33301-1 P1 252-1 1 
181-31864-3 M1 1 R82NA 181-33301-10 P1. 1 
181-31865 M1 2 181-33301-101 X1 1 
181-31866 μι 1 181-33301-102 Χι 253 1 
R82NA 181-31867 x2 101-2 1 181—33301-11 1 
181-31868-1 Mi 1 181-33301-12 1 
181-31868-2 M1 1 181-33301-13 1 
181-31869 M1 ‘101-17 1 181-33301-14 1 
181-31870 M1 100-11 1 181-33301-15 1 
181-31870-11 M1 1 181-33301-16 1 
181-31870-3 M1 1 181-33301-17 1 
181-31870-5 Μι 1 181-33301-18 1 
181-31870-7 . Μι 1 181-33301-19 P1 1 
181-31871 Mi 1 R82NA 181-33301-2 P1 1 
181-31872-1 Μι 1 R82NA 181-33301-20 P1 1 
181-31872-2 Μι 1 181-33301-21 1 
181-31873 Mi 100-14 1 181-33301-22 Μι 1 
181-31874-1 M1 1 181-33301-23 M1 1 
181-31874-2 Μι 1 181-33301-24 Μι 1 
181-31874-3 M1 1 181-33301-25 Ml 1 
181-31874-4 Μι 1 181—33301-26 Μι 1 
181-31877-1 Μι 101-13 1 181-33301-27 M1 1 
181-31877-2 M1 101-14 1 181--33301-28 M1 1 
181-31878 M1 100-10 1 181—33301-29 M1 1 
181-31879 ` ` M1 100-9 1 181-33301-3 M1 1 
181-31880 M1 100-15 1 181-33301-30 ^ Μι 1 
181-31880-3 M1 1 181-33301-31 M1 2 
181-31881-1. Μι 1 181-33301-32 1 
181-31881-2 M1 Y «5 181-33301-33 Μι 3 
181-31882-1 Μι 1 181-33301-35 M1 252-27 2 
181-31882-2 Μι 1 181-33301-4 Mi 1 
181-31883-1 Ml. 1 181-33301-5 Μι 1 
181-31883-2 M1 1 181-33301-6 1 
181-31884 M1 1 181-33301-7 1 
181-31885 M1 1 181-33301-8 1 
181-31885-3 1 181—-33301-9 1 
181-31886-1 Μι 1 181-33302 M — 252-21 2 
181-31886-2 M1 1 181-33302-3 M1 2 
181-31887-1 M1 1 R82NA 181-33303 P1 252-24 2 
181-31887-2 Μι 1 R82NA 181-33304-1 P1 252-19 4 
181-31888-1 Μι 101-15 1 R82NA 181-33304-3 P1 252-20 4 
181-31888-2 Mi 101-16 1 R82NA 181-33351-1 P1 246-1 1 
181-31889-1 M1 1 R82NA 181-33351-10 Μι 1 
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Numerical Index of Contractor Parts AN 01-60JKB-4 
STOCK PART. SOURCE FIGURE & TOTAL MICRO- STOCK PART SOURCE FIGURE-& TOTAL MICRO- 
NUMBER NUMBER CODE INDEX NUMBER QTY FILM NUMBER NUMBER CODE INDEX NUMBER QTY FILM 
- 181-33351-101 246 1 R82NA 14181-33521 P1 246-41 2 
181-33351-102 246 1 181-33526-3 X1 : 246-63 1 
181-33351-11 Μι 1 181-33526-4 X1 246 1 
181-33351-12 M1 1 R82NA 181-33526-5 P1 246 1 
181-33351-13 ` Mi 1 R82NA 181-33526-6 P1 246 1 
181-33351-14 M1 1 R82NA 181-33527 P1 246-56 2 
181-33351-15 M1 1 R82NA 181-33528 P 246-54 2 
181—33351-16 Μι 1 R82NA 181-33529 P 246 2 
181-33351-17 M1 2 181-33529-3 M1 246-50 2 
181-33351-19 M1 2 R82NA 181-33530 P (Use 181-33539) 
R82NA 181-33351-2 P1 246 1 181-33530-3 Mi 246-45 2 
^ 181-33351-21 Μι 2 R82NA 181-33531 . P 1-21 2 
181-33351-23 Μι 2 181-33551-3 X1 246-104 1 
181-33351-25 M1 1 181-33551-4 ΧΙ 246 1 
181-33351-26 M1 1 R82NA 181-33551-5 P1 246 1 
181-33351-27 M1 1 R82NA 181-33551-6 P1 246 1 
181-33351-28 M1 ` 1 181-33552-1 246 1 
181-33351-29 M1 1 181-33552-2 246 1 
181-33351-3 Μι 2 181-33552-3 X1 246-99 1 
181-33351-30 M1 2 181-33552-4 X1 246 1 
181-33351-31 M1 1 R82NA 181-33552-5 Pl š ` 1 
181-33351-32 M1 1 R82NA 181-33552-6 P1 1 
181-33351-33 X1 1 R82NA 181-33553 Pi 246-80 2 
181-33351-34 X1 1 181-33553-3 ΧΙ : 245 2 
181-33351-5 M1 1 181-33554 X1 245-8 2 
181-33351-6 M1 1 181-33555 X1 245-6 2 
181-33351-7 M1 1 181-33556 X1 245-7 2 
181-33351-8 `` ΜΙ 1 181-33557 X1 245-5 2 
181-33351-9 M1 1 181-33558 M1 2 
R82NA 181-33371-1 P1 246-11 1 181-33559 Μι ` 246-93 2 
R82NA 181-33371-2 P1 246 1 181-33559-3 M1 2 
181-33371-3 M1 1 R82NA 181-33560 “Pl 246-81 2 
181-33371-4 Μι 1 181-33560-3 ΧΙ 5245 1 
181-33371-5 M1 1 181-33561-3 ΧΙ 245-18 2 
181-33371-6 Μι 1 181-33562 X1 245 2 
181-33371-7 M1 1 181-33562-3 M1 245-14 2 
181-33371-8 M1 1 181-33563 X1 245-16 2 
R82NA 181-33372-1 Pl 246-12 1 " 181-33563-3 xi 2 
R82NA 181-33372-2 P1 246 1 R82NA 181-33563-5 ΧΙ 2 
R82NA  181-33373-1 P1 246-13 1 R82NA 181-33564 P1 245-17 2 
R82NA 181-33373-2 P1 246 1 R82NA 181-33565-3 Pl 246-86 1 
R82NA 181-33374 P1 246 2 R82NA 181-33565-4 P1 246 1 
181-33374-3 X1 246-26 2 R82NA 181-33566-1 P1 246-87 1 
181-33374-5 X1 246-23 2 R82NA 181-33566-2 P1 246 1 
181-33375 246-17 2 181-33567 M1 246-90 2 
R82NA 181-33381-1 M1 246-29 1 181-33572-3 X1 2 
181-33381-11 M1 246-38 2 R82NA 181-33572-5 P1 251-79 2 
R82NA 181-33381-2 M1 246 1 181-33573 Μι 251-69 2 
181-33381-21 246 1 181-33573-3 M1 251-71 2 
181-33381-22 246 1 181-33574 M1 251-73 2 
181-33381-3 M1 1 181-33575 M1 251-74 2 
181-33381-4 Μι 1 181-33576 ` Μι 251-78 2 
181-33381-5 M1 1 R82NA 181-33577 P1 253-4 1 
181-33381-6 M1 1 R82NA 181-33577-1 1 
181-33381-7 Mi 1 R82NA 181-33577-2 1 
181-33381-8 M1 1 R82NA 181-33578-1 P1 251-56 1 
181-33381-9 M1 2 R82NA 181-33578-2 P1 251 1 
181-33383-3 Μι 246-38 3 T 181-33580-1 A 251-30 1 
246-6 181-33580-2 A 251 1 
181-33383-5 4 R82NA 181-33581-1 P1 251-31 1 
181-33383-7 š 246-34 4 R82NA 181-33581-2 P1 251 1 
181-33384 M1 246-35 8 181-33582-3 ΧΙ 2 
181-33480 1 R82NA 181-33582-5 P1 251-40 2 
R82NA 181-33501-1 P1 246-109 1 181-33583 M1 251-46 2 
R82NA 181-33501-2 P1 246 1 181-33583-3 M1 ` 251-50 2 
181-33502-3 X1 248-41 1 181-33583-5 M1 2 
181-33502-4 X1 248 1 181-33584 M1 251-51 2 
R82NA 181-33502-5 P1 248 1 181-33584-3 M1 2 
R82NA 181-33502-6 Pl 248 1 181-33585 Μι 251-41 2 
181-33503-3 ΧΙ 248-14 1 181-33585-3 M1 2 
181-33503-4 ΧΙ 248 1 181-33585-5 251 2 
R82NA 181-33503-5 P1 248 1 181-33586 M1 251-49 2 
R82NA 181-33503-6 P1 248 1 181-33587 M1 251-45 2 
R82NA 181-33504 P1 248 2 181-33588 M1 251-36 2 
181-33504-3 X1 248-3 2 181-33589 M1 253-28 2 
R82NA 181-33505 P1 248-13 2 181-33600-1 A 251-16 1 
R82NA 181-33506 P1 248-1 4 181—33600-2 A 251 1 
R82NA 181-33507 P1 248-11 2 181-33601 Mi 253-16 2 
R82NA 181-33508 P1 248-10 2 181-33601-3 Mi 2 
R82NA 181-33509 P1 248-12 2 181-33601-5 M1 2 
R82NA 181-33510 P 248-16 2 181-33602 Mi 253-17 2 
R82NA 181-33511 P1 248-43 2 181-33603 Μι 253-27 2 
. 181-33511-3 X1 5 2 R82NA 181-33604-1 P1 251-42 1 
181-33511-5 X1 2 š 251-4 
181-33512 1 R82NA 181-33604-2 P1 & 251 1 
181-33513 Ç 1 R82NA 181-33605 P1 251-8 2 
R82NA 181-33514 P1 248-40 2 R82NA 181-33606-1 Pi 253-19 1 
R82NA 181-33515 P 248-38 2 R82NA 181-33606-2 P1 253 1 
R82NA 181-33516 P1 248 2 181-33607 Μι 251-20 2 
181-33516-3 X1 248-35 2 R82NA 181-33608 P 251-68 2 
181-33517 M1 248-31 2 R82NA 181-33610-1 P1 251-61 1 
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PART 
NUMBER 


181-33610-2 
181-33611 


181-33612-1 
181-33612-2 
181-33613-1 
181-33613-2 
181-33614-1 
181-33614-2 
181-33615-1 
181-33615-2 
181-33617 
181-33739 
181-33740-3 
181-33740-5 
181-33741 
181-33742 
181-33743 
181-33744 
181-33744-3 
181-33744-5 
181-33745 
181-33745-3 
181-33145-5 
181-33746 
181-33746-3 
181-33746-5 
181-33746-7 
181-33747 
181-33747-3 
181~33747-5 
181-33747-7 
181-33748 
181-33748-3 
181-33748-5 
181-33749 
181-33749-3 
181-33749-5 
181-33750 
181-33150-3 
181-33150-5 
181-33751 
181-33754 
181-33754-11 
181-33154-13 
181-33754-15 
181-33754-3 
181-33754-5 
181-33754-7 
181-33754-9 
181-33756 
181-33756-3 
181-33158 
181-33158-3 
181-33158-5 
181-33760 
181-33760-3 
181-33764 
181-33764-3 
181-33765 
181-33765-3 
181-33767 
181-33767-3 
181-33767-5 
181-33768 
181-33768-3 
181-33768-5 
181-33769 
181-33769-3 
181-33769-5 
181-33770 
181-33770-3 
181-33770-5 
181-33771 
181-33771-3 
181-33771-5 
181-33772 
181-33772-3 
181-33772-5 
181-33773 
181-33773-3 
181-33773-5 
181-33774 
181-33774-3 
181-33774-5 
181-33775-11 
181-33775-13 
181-33775-3 
181-33775-5 
181-33775-1 
181-33775-9 
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P1 
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181-33776 
181-33776-3 
181-33776-5 
181-33776-7 
181-33779 
181-33779-3 
181-33779-5 
181-33780 
181-33780-11 
181-33780-3 
181-33780-5. 
181-33781 


181-33782 
181-33782-3 
181-33782-5 
181-33784 
181-33784-11 
181-33784-13 
181-33784-15 
181-33784-17 
181-33784-18 
181-33784-19 
181-33784-21 
181-33784-23 
181-33784-25 
181-33784-27 
181-33784-3 
181-33784-5 . 
181-33784-7 
181-337884-9 
181-33785 
181-33785-3 
181-33785-5 
181-33786 
181-33786-3 
181-33786-5 
181-33787 
181-33787-3 
181-33787-5 
18133788 
181-33788-3 
181-33788-5 
181-33789 
181-33789-3 
181-33789-5 
181-33789-7 
181-33790 
181-33790-3 
181-33790-5 
181-33791 
181-33791-3 
181-33791-5 
181-33792 
181-33792-3 
181-33792-5 
181-33793 
181-33794 
181-33794-3 
181-33734-5 
181-33794-7 
181-33795 
181-33795-3 
181-33796 
181-33796-3 
181-33797 
181-33797-3 
181-33798 
181-33799 
181-33800 
181-34001 


181-34101 
181-34121-3 
181-34121-5 
181-34122-3 
181-34122-5 
181-34123 
181-34124 
181-34131-3 
181-34131-5 
181-34132-3 
181-34132-5 
181-34210-3 
181-34214 
181-34215 
181-34216 
181-34217 
181-34301 
181-34301-101 
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Numerical Index of Contractor Parts AN. 01-60JKB-4 
STOCK PART SOURCE FIGURE & TOTAL MICRO- STOCK PART SOURCE FIGURE & TOTAL MICRO- 
NUMBER NUMBER CODE INDEX NUMBER QTY FILM NUMBER , NUMBER CODE INDEX NUMBER ΟΤΥ FILM 
181-34303-3 xi 21 181-34568-3 Μι 260 1 
R82NA 181-34304 P1 264-13 1 R82NA 181-34570-3 P1 260-7 1 
- 181-34304-3 1 181-34571 X2 255-77 1 
R82NA 181-34305 P1 264-17 1 181-34572 1 
R82NA 181-34306 P1 264-16 1 . 181-34572-3 ΧΙ 1 
R82NA 181-34307 P1 264-18 4 R82NA 181-34572-5 : " 12-4 1 
181-34309 Μι 1 R82NA 181-34516-1 P 255-102 1 
R82NA 181-34351 P1 264-1 1 181-34576-11 Μι 255-92 1 
5 255-1 R82NA 181-34576-3 P 255-89 1 
181-34351-11 Μι 1 181-34576-5 - 1 
181-34351-12 Μι 1 181-34576-7 M1 1 
181-34351-13 M1 1 181-34576-9 M1 255-105 1 
181-34351-15 M1 1 R82NA 181-34577 P 255-98 1 
181-34351-17 Μι 1 181-34577-3 . ΜΙ 1 
181-34351-19 Μι 264 1 181-34577-5 M1 1 
181-34351-21 1 181-34577-7 ΜΙ 1 
181-34351-22 1 R82NA 181-34578 x2 . 255-100 1 
181-34351-3 M1 1 181-34579 A 255-93 1 
181-34351-5 MI 1 181-34580 Μι 255-105 4 
181-34351-7 - ΜΙ 1 255-92 
181-34351-9 ΜΙ 1 181-34581 A 255-106 1 
R82NA 181-34352-1 P1 264-4 1 R82NA 181-34582 P1 260-33 1 
R82NA 181-34352-2 ΣΡΙ 264-5 '1 181-34583-3 ΧΙ 260 1 
`181-34352-3 X1 1 R82NA 181-34583-5 P1 260-31 1 
181-34352-4 ΧΙ 1 181-34590-1 M1 1 
181-34352-5 xi 2 181-34590-2 M1 1 
R82NA 181-34353 P 264-8 1 181-34590-3 Μι 1 
181-34501 (Use 181-34501-10) 181-34590-4 1 
181-34502 257-1 1 181-34590-5 Mi A 2 
181-34502-3 ΧΙ 257 1 181-34590-7 ΜΙ 1 
R82NA 181-34502-5 P1 1 181-34590-8 . 1 
181-34503-3 xi 1 181-34701 96 1 
R82NA 181-34503-5 P1 258-1 1 181-34702-3 . ΧΙ 276-42 1 
R83NA 181-34505 P1 257-30 1 R82NA 181-34702-5 P1 276 1 
181-34507 251-43 2. - R82NA 181-34706 Pl 276 1 
R82NA 181-34509 P1 258-12 1 181-34706-3 xi 216-72 1 
181-34511-3 257 1 181-34706-5 X1 216-13 1 
181-34511-5 x2 251-54 1 181-34708 Mi 216-85 1 
R82NA 181-34512 P1 257-65 1 181-34710-3 Xl 216-81 1 
R82NA 181-34513 Pl 257-61 1 R82NA iun = τ "X I 
82NA 181- - - £ " 
x οσα Ri ΕΡΕ SPISI R82NA 181-34711-5 P1 276 1 
181-34516-5 X2 257 1 R82NA 181-34712-3 Pl 276-57 1 
R82NA 1181-34520 P1 255-57 1 181-34713 Mi 276 1 
R82NA 181-34523 P1 ° 259-6 1 181-34713-3 M1 276-36 1 
R82NA  181-34524 P1 259-7 1 R82NA  181-34715 Pl 276 1 
181-34524-3 X1 259 1 181-34715-3 X1 276-80 1 
181- 44505 Μι 259-11 1 R82NA 181-34716 P 216-6 1 
181-34526 M1 259-1 1 R82NA 181-34717 P 276-7 2 
181-34527 M1 - 259-10 2 R82NA 181-34718 P 216-38 1 
181-34528 Μι 257 1 R82NA 181-34719 P 276-41 £ 
181-34530 A 255-40 1 R82NA 181-34720 P 216-71 1 
181-34531-3 ΧΙ 1 181-34722 M1 98-33 1 
181-34531-5 X2 255-47 1 ; 181-34723 Mi 276-77 1 
R82NA 181-34532 Pl 255-50 1 R82NA 181-34731 P 276-1 1 
181-34533 74-11 1 R82NA 181-34732 278 1 
181-34534 M1 255-44 1 181-34732-3 xi 278-17 1 
181-34535 M1 255-59 1 R82NA 181-34733 P1 278-32 1 
181-34536  . 74-12 1 181-34733-3 Xi 1 
R82NA 181-34543 * P 255-37 1 181-34733-5 X1 1 
181-34544 255-34 1 R82NA 181-34734 P1 278 1 
181-34544-1, 1 181-34734-3 . xi 218-4 1 
R82NA 181-34544-3 P 255-35 1 R82NA 181-34135 P 218-21 1 
181-34545 M1 259-21 1 R82NA 181-34736 Pl 278-16 1 
R82NA 181-34546 P 259-20 1 R82NA 181-34737 P 278-31 1 
R82NA 181-34541 P 255-22 1 R82NA 181-34738 P 278-22 1 
181-34548 213 1 181-34739 Μι . 1 
R82NA 181-34548-3 M1 255-29 1 R82NA 181-34740 P1 278-21 1. 
181-34549 ΜΙ 1 R82NA 181-34741 P 278-29 1 
181-34549-3 Mi 1 181-34742 ` M1 ` 278-18 2. 
181-34549-5 1 181-34751 A1 276-18 1 
181-34549-7 1 181-34751-3 M1 1 
181-34549-9 1 181-34751-5 M1 1 
R82NA 181-34550 P1 255-24 1 181-34751-7 Μι 2 
181-34553 M1 259-16 1. 181-34752 X1 1 
181-34553-3 M1 259 1 'R82NA — 181-34752-3 Pl 276-23 1 
181-34558 213-26 1 181-34753 Μι . 276 2 
181-34559 213-24 1 181-34753-3 Μι 216-26 2 
181-34561 Mi 255-65 1 | R82NA  181-34754 P 216-17 1 
181-34562 A 260-1 1 f 181-34756-3 xi 216-24 1 
181-34563-3 X1 260 To 181-34756-5 x2 276 1 
R82NA 181-34563-5 ΡΙ 260-19 1. 181-34760-3 x1 98-43 1 
181-34565 M1 260-3 2 181-34760-5 x2 98-42 1 
R82NA  181-34566 | Pl 255-68 1 R82NA 181-34761 Pl 98-46 1 
181-34567 MI. 260-8 1 181-34762-3 - X1 98-54 1 
181-34567-11 Μι 260 1 R82NA 181-34162-5 ΡΙ 98-50 1 
181-34567-3 Μι 1 R82NA 181-34765-3 P1 98-22 1 
181-34567-5 Mi 1 181-39001 96 1 
181-34567-7 M1 1 R82NA 181-39002-1 P1 107-15 1 
181-34567-9 . M1 1 R82NA 181-39002-10 Μι 1 
R82NA 181-34568 P 260-16 1 181-39002-11 Mi. 1 
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x AN 01-60JKB-4 Numerical Index of Contractor Parts 
STOCK PART SOURCE FIGURE & TOTAL MICRO- STOCK PART SOURCE FIGURE & TOTAL MICRO- 
NUMBER NUMBER ᾿ CODE INDEX NUMBER QTY FILM NUMBER NUMBER CODE ^ INDEX NUMBER QTY FILM 
181-39002-12 M1 1 181-39011-6 M1 1 
181-39002-13 Μι 1 181-39011-7 Μι 1 
181-39002-14 M1 1 181-39011-8 M1 1 
181-39002-15 ΜΙ. 1 181-39011-9 M1 97-27 1' 
181-39002-16 M1 1 181-39012 Mi 97-29 2 
181-39002-17 Μι 1 181-39013-1 Μι 97-34 1 
181-39002-18 Μι 1 181-39013-2 M1 97 1 
181-39002-19 M1 ; 1 181-39013-3 M1 97-35 1 
R82NA 181-39002-2 P1 107 1 181-39013-4 M1 97 1 
R82NA 181-39002-20 M1 1 181-39014 . M1 2 
181-39002-21 Μι 1 181-39015 107 1 
181-39002-22 Μι 1 R82NA 181-39015-1 P1 107-28 1 
181-39002-23 Μι 1 R82NA 181-39015-2 ΡΙ 1 
181-39002-24 M1 1 181-39016 M ` 97-65 2 
181-39002-25 M1 2 181-39017-1 M1 1 
181-39002-3 M1 1 181-39017-2 M1 1 
181-39002-4 ΜΙ 1 181-39018-3 M1 2 
181-39002-5 M1 1 181-39018-5 M1 6 
181-39002-6 M1 1 181-39019-1 ` M1 1 
181-39002-7 M1 1 181-39019-2 M1 1 
181-39002-8 Μι 1 181-39020-1 M1 1 
181-39002-9 ΜΙ 1 181-39020-2 ΜΙ 1 
181-39003-1 - Μι 101 pi 181-39020-3 Μι 1 
181-39003-10 Μι 1 181-39020-4 M1 1 
181-39003-11 M1 1 181-39020-5 Μι 2 
ç 181-39003-12 M1 1 181-39021-1 Mi 1 
181-39003-13 M1 1 181-39021-2 M1 1 
181-39003-14 M1 1 181-39022-1 M1 1 
181-39003-15 M1 1 
181-39022-2 M1 1 
181-39003-16 M1 1 8323902321 Mi l 
181-39003-17 M1 1 181-39023-2 Μι 1 
181-39003-18 M1 1 181-39024-1 M1 1 
181-39003-2 Μι 107 1 181-39024-2 Mi 1 
181-39003-3 M1 : 1 181-39024-3 ΜΙ 1 
181-39003-4 M1 1 
181-39003-5 ΜΙ 1 ΕΒ Mi H 
181-39003-6 M1 1 151 39054 ὃ ΜΙ 1 
151 οσα MI 1 181-39024-7 M1 ç 1 
181-39003-8 ΜΙ 1 181-39024-8 ΜΙ 1 
181-39003-9 M1 1 
181-39004-1 ΜΙ 107 1 oe MI 1 
181-39004-11 ΜΙ 1 m s MI 1 
181-39004-12 M1 1 IB] Mi 1. 
181-39004-13 ΜΙ 1 1919902652 Mı : 
181-39027-1 M1 1 
181-39004-14 ΜΙ 1 ; 
181-39004-15 Μι 1. 181-39027-2 ΜΙ I 
181-39004-16 M1 1 181-39028-1 ΜΙ 1 
181-39004-17 M1 1 181-39028-2 MI 1 
181-39004-18 M1 1 181-39029-1 ΜΙ 1 
181-39004-19 M1 1 181-39029-2 ΜΙ 1 
181-39004-2 MI 107 1 181 -40001 1-7 1 
181-39004-20 Mi 1 R82NA 181-40002 P 280-1 1 
181-39004-21 M1 1 181-40002-3 M1 1 
181-39004-22 M1 1 181-40003 M1 97-69 1 
181-39004-23 M1 1 181-40003-3 ΜΙ 1 
181-39004-24 M1 1 181-40003-5 ΜΙ 1 
181- 3900405 M1 1 R82NA 181--40006-1 Ῥ 280-2 1 
181-39004-26 M1 1 n 181-40006-11 Μι 2 
181-39004-27 Μι 1 181-40006-13 Μι 2 
181-39004-28, ΜΙ 1 181-40006-15 M1 1 
181-39004-29 M1 2 181-40006-16 M1 1 
181-39004-3 Mi 1 R82NA 181-40006-2 Ρ 280 1 
181-39004-4 M1 1 181-40006-21 M1 2 
181-39004-5 Μι 1 181-40006-23 M1 2 
181-39004-6 ΜΙ 1 181-40006-3 Μι 2 
181-39004-7 Μι 4 181-40006-5 Μι 1 
181-39004-9 Μι 2 181-40006-6 ΜΙ 1 
181-39005-1 M1 1 181—40006-7 MI 2 
181-39005-2 M1 1 181-40006-9 M1 2 
181-39006-1 "Mi 107-25 1 181-40007 M1 1 
181-33006-2 Μι 107 1 181-40007-3 M1 1 
181-39007 107 2 181-40007-5 Μι 1 
181-39007-3 xi 107-22 2 181-40008 M1 89-32 1° 
R82NA 181-39007-5 P1 107 2 181-40008-3 Μι 1 
181-39008-1 Mi 107 1 181-40008-5 Μι 1 
181-39008-2 Μι 101 1 181-40008-7 1 
181-39008-3 M1 107-20 1 181-40008-9 1 
181-39008—4 M1 107 1 181-40009-1 M1 95-33 1 
R82NA 181-39009 P1 107-14 2 181-40009-2 Μι 95 1 
181-39010-1 : M1 1 181-40009-3 Μι 1 
181-39010-2 Mi 1 181-40009-4 Μι 1 
181-39010-3 Μι 1 181-40009-5 ΜΙ 1 
181-39010-4 M1 1 181-40009-6 ΜΙ 1 
181-39010-5 ΜΙ 1 181-40009—7 M1 1 
181-39010-6 M1 1 181-40009-8 M1 1 
181-39011-1 Μι 91-26 1 181-40011 Μι 95-34 1 
. . 181-39011-10 MI 97 1 181-40011-3 ΜΙ 1 
181-39011-2 Mi 97 1 181-40011-5 Μι 1 
181-39011-3 M1 1 181-40013-1 Μι 88-81 1 
z 181-39011-4 Μι 1 181-40013-2 Μι 88 1 
181-39011-5 Μι 1 181-40014 Μ 88-80 1 
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STOCK PART 


SOURCE FIGURE & TOTAL MICRO- STOCK PART 
NUMBER NUMBER CODE INDEX NUMBER QTY FILM NUMBER NUMBER 
181-40014-3 M 1 181-42007-13 
181-40014-5 Μ 1 181-42001-15 
181- 400147 Μ 1 181-42007-17 
181-40014-9 M 1 181-42007-19 
181-40015 Μι 95-35 1 181-42007-21 
181-40015-3 Μι 1 181-42007-23 
181-40015-5 Μι 1 181-42001-3 
181-40015-7 MI 1 181-42007-5 
R82NA. 181-40016 P 1 181-42007-7 
R82NA 181-40018 P. 280-8 1 181-42007-9 
181-42008 
181-42001 280 1 R82NA  181-42009 
181-42002-11 MI 1 181-42010-11 
181-42002-13 Ml 1 181-42010-13 
181-42002-15 Μι 13 181-42010-15 
181-42002-17 MI 1 
181-42002-18 ΜΙ 1 costs 
181-42002-19 M1 1 181-42010-21 
-181-42002-21 Μι 1 181-42010-3 
181-42002-23 Μι 1 181-42010-5 
. 181-42002-25 Μι 1 181-42010-7 
181-42002-27 Μι 1 181-42010-9 
181-42002-29 Μι 1 R82NA 181-42016 
181-42002-3 M1 281-6 1 181-42017 
181-42002-31 ΜΙ 13 181-42017-1 
181-42002-33 Μι 2 181-42017-3 
181-42002-35 Μι 2 181-42017-5 
181-42002-37 MI 1 
181-42002-38 Μι 1 ΠΡΙ, 
181 45002 39 Μι 2 181 42018. ὃ 
181-42002-41 Μι 281-7 1 ARI ος 
181-42002-43 ΜΙ 281-10 1 181 42020 
181-42002-5 Μι 281-9 1 
181-42002-65 M1 1 151 45029 
181-42002-67 Μι 1 Tue 
181-42002-68 M 1 181-42022-5 
181-42002-7 M1 1 181-42022-7 
; 181-42002-9 ΜΙ 1 181-42022-9 
R82NA  .181-42003 P 281-16 1 181 42023 
181-42003-11 ΜΙ 1 181-42023-3 
181-42003-13 M1 1 181-42023-5 
181-42003-3 M1 1 τ ü 
181-42024 
181-42003-5 M1 1 181-42025 
- 181-42003-7 M1 1 181-42026 
181-42003-9 M1 1 181-42027 
R82NA 181-42004 P 282-10 1 181 42028 
181-42004-3 Mi 1 181-42028-3 
181-42004-4 ΜΙ 1 181 420285 
181-42004-5 ΜΙ 1 181 40058 τ 
181-42004-7 M1 1 181-42028-9 
181-42006 1 181-43001 
181-42006-11 M1 1 181-43033 
181-42006-13 M1 1 
181-42006-15 Μι 1 1017430337, 
181-42006-17 Μι 1 18174303359 
181-42006-19 MI 1 181-430934 
181-42006-21 M1 1 181-43035 
181-42006-23 ΜΙ 1 181249035-11 
181-42006-24 Μι 1 1814202572 
181-42006-25 M1 1 181-43035-5 
181-43035-7 
181-42006-26 ΜΙ 1 181 43035 9 
181-42006-27 Μι 1 
ο. Mi 1 R82NA  181-43036 
ο Mi 1 R82NA 18143037 
R82NA 181-42006-3 M1 281-1 1 181-43038 
R82NA 181-42006-30 PI 1 181-43038-3 
181-42006-31 M1 1 181-43038-5 
181-42006-33 M1 1 181-43038-7 
181-42006-35 MI 1 181-43703 
181-42006-37 MI 1 181-43703-11 
181-42006-38 M1 1 181-43703-3 
181-42006-39 Μι 1 181-43703-5 
181-42006-40 M1 1 181-43703-7 
181-42006-41 MI 1 181-43703-9 
181-42006-43 MI 1 181-43704 
181-42006-45 M1 1 181-431043 
181-42006-47 M1 1 181-43704-5 
181-42006-49 ΜΙ 1 181-43705 
R82NA 181-42006-5 Μι 281-2 1 181-43705-3 
R82NA 181-42006-50 Pl 1 181-43706 
181-42006-51 ΜΙ 1 181-43706-3 
181-42006-55 M1 283-9 1 181-43706-5 
181-42006-57 MI 283-10 12 181-43707 
283-19 181-43707-3 
181-42006-59 ΜΙ 1 ο. 
181-42006-61 Μι 1 181-43708-11 
181-42006-63 M1 1 181-43708-13 
181—42006-65 ΜΙ 1 181-43708-3 
181-42006-7 Mi 1 181-43708-5 
181-42006-9 Mt 1 181-43708-7 
181-42007 Μι 284-27 1 181-43708-9 
181-42007-11 ΜΙ 1 181-43710 
564 RESTRICTED 


SOURCE ` 
CopE- 


FIGURE & 


TOTAL MICRO- 
INDEX NUMBER QTY FILM 
1 
1 
1 
E 
3 
1 
1 
1 
1 
1 
1 
282 1 
1 
1 
1. 
1 
1 
1 
1 
1 
| 1 
1 
: 1 
283-1 1 
, 1 
1 
1 
283-4 1 
1 
1 
1 
282-11 1 
282 8 
282-1 1 
2 
16 
2 
2 
282-24 1 
1 
.1 
1 
1 
1 
281-50 1 
280-9 1 
` 1 
1 
1 
1 
71 1 
179-12 1 
279-16 1 
1 
1 
1 
1 
1 
1 
1 
1 
279-5 1 
279-4 1 
279-6 1 
1 
1 
1 
79-18 1 
1 
1 
1 
1 
1 
79-24 1 
1 
1 
279-11 1 
1 
1 
* 1 
1 
1 
1 
91 1 
1 
1 
1 
1 
1 
: 1 
79 1 
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NUMBER 


181-43711 
181-43712 
181-44154-1 
181-46718 
181-47001 
181-47002 
181-47003 
181-47003-13 
181-47003-15 
181-47003-17 
181-47003-19 
181-47003-21 
181-47003-23 
181-47003-25 
181-47003-27 
181-47003-29 
181-47003-3 
181-47003-31 
181-47003-33 
181-47003-35 
181-47003-37 
181-47003-39 
181-47003-41 
181-47003-43 
181-47003-45 
181-47003-5 
181-47003-51 
181-47003-52 
181-47003-7 
181-47003-9 
181-47004 
181-47004-13 
181-47004-17 
181-47004-21 
181-47004-24 
181-47004-29 
181-47004-3 
181-47004-33 
181-47004-7 
181-47004-9 
181-47006 
181-47006-3 
181-47006-5 
181-47007 
181-47008 
181-47008-3 
181-47008-5 
181-47009 
181-47009-3 
181-47010 
181-47011 
181-47012 
181-47014 
181-47015 
181-47015-3 
181-47015-5 
181-47015-7 
181-47016 
181-47017 
181-47017-3 
181-47017-5 
181-47020 
181-47020-7 
181-47020-9 
181-47021 
181-47022 
181-47022-3 
181-47023 
181-47024 
181-47024-3 
181-47024-7 
181-47025 
181-47026 
181-47027 
181-47027-3 
181-47027-5 
181-47027-6 
181-47027-7 
181-47028 
181-47029 
181-47029-3 
181-47029-5 
181-47029-7 
181-47029-9 
181-47030 
181-47030-3 
181-47031 
181-47031-7 
181-47031-9 
181-47032 
181-47033 
181-47034 


` SOURCE 


CODE 


M1 


M1 
Μι 
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281-20 
286-10 
282-27 
286-18 


282-22 


287-7 


287-5 
287-16 


286-14 
287-17 
287-6 
287-10 
287 
286-2 
286-6 


287-31 


90-36 


287-40 


282-45 
286-7 


287 
287-21 
287-19 


281-22 
281 


287 
287-20 
287-41 
287 
90-34 


287 
287-11 
287-12 
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R82NA 


R82NA 


R82NA 


R82NA 
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PART 
NUMBER 


181-47034-3 
181-47035 
181-47036 
181-47037 
181-47038 
181-47038-3 
181-47039 
181-47041 
181-47041-3 
181-47041-5 
181-47041-7 
181-47042 
181-47042-11 
181-47042-13 
181-47042-3 
181-47042-5 
181-47042-7 
181-47043 
181-47044 
181-47044-3 
181-47044-5 
181-47045 
181-47047 
181-48001 
181-48002 
181-48002-11 
181-48002-13 
181-48002-15 
181-48002-17 
181-48002-19 
181-48002-21 
181-48002-23 
181-48002-25 
181-48002-27 
181-48002-29 


- 181-48002-3 


181-48002-31 
181-48002-33 
181-48002-35 
181-48002-37 
181 -48002-39 
181-48002-41 
181-48002-43 
181-48002-5 
181-48002-7 
181-48002-9 
181-48003 
181-48003-11 
181-48003-13 
181-48003-15 
181—-48003-17 
181-48003-19 
181-48003-23 
181-48003-27 
181-48003-29 
181-48003-3 
181-48003-31 
181-48003-33 
181-48003-35 
181-48002-37 
181-48003-39 
181-48003-5 
181-48003-7 
181-48003-9 
181-48004-1 
181-48004-11 
181-48004-13 
181-48004-15 
181-48004-17 
181-48004-19 
181-48004-2 
181-48004-21 
181-48004-23 
181-48004—-24 
181-48004-25 
181-48004-27 
181-48004-29 
181-48004-3 
181-48004-31 
181-48004-33 
181-48004-35 
181—-48004-37 
181-48004-39 
181-48004-41 
181-48004-43 
181-48004-45 
181-48004-47 
181-48004-49 
181-48004-5 
181-48004-7 
181-48004-9 


SOURCE 
CODE 


X1 
X1 


X1 


FIGURE & 


INDEX NUMBER 


287-14 
287-9 


287-18 


287-39 
287-29 


287-30 


116-1 


27-1 


27 
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Numerical Index of Contractor Parts ` AN O1-60JKB-4- 
STOCK PART SOURCE FIGURE & TOTAL MICRO- STOCK - PART SOURCE FIGURE & TOTAL MICRO- 
NUMBER NUMBER CODE > INDEX NUMBER QTY FILM NUMBER NUMBER CODE INDEX NUMBER QTY . FILM 
R82NA 181-48005 Xl ` 24 1 181-48058 x2 114-1 1 
181-48005-11 Xi 6 R82NA 181-48059 Pl ` 116-3 2 
181-48005-13 Xi 2 R82NA 181-48060 P 110 2 
181-48005-15 Χι 2 R82NA 181-48061 P1 B 1 
181-48005-17 ΧΙ 4 E 181-48062 Α 114 2 
181-48005-19 Xi 2 181—48063 χι 115-42 1 
181-48005-21 - X1 1 181-48065 - M1 115-20 2 
181-48005-23 xi 1 181-48066 MI 89-51 1 
181-48005-25 . X1 1 181-48066-3 M - 1 
181-48005-27 χι 4 181-48066-5 ΜΙ 1 
181-48005-29 Xi 1 181-48066-7 Μι 1 
181-48005-3 X1 1. R82NA 181-48067 P 1 
181-48005-31 ΧΙ i 2 ` 181-48067-3 M1 1 
181-48005-33 Xi 1 181-48067-5 Mi 1 
181-48005-35 Xi € 3 : 181-48067-7. . M1 1 
181-48005-37 X1 1 R82NA 181-48068 P 115-43 1 
181-48005-5 ΧΙ . 4 R83NA 181-48069 P1 115 1 
181-48005-7 -X1 2 181-48070 A 112-9 1 
181-48005-9 ΧΙ 1 181-48071 A. 114 1 
181-48013 23 1 181-48072 x2 114-10 1 
181-48014-1 15 1 181-48074 ` Μι (Use 181-48074-11) 
181-48014-2 15 1 181-48074-11 15-12 1 
R82NA 181-48015 P1 114-18 1 : 181—48074-3 Μι 1 
114-14 š 181-48074-5 Mi 1 
181-48016 114 1 181-48075 ΜΙ : 15-14 1 
181-48017 ` 1 181-48075-3 M1 75 1 
181-48019 25-4 1 181-48075-5 Μι 15 1 
181-48019-3 1 181-48075-7 M1 75 1 
181-48019-5 25-5 1 181-48076 110-72 2 
181-48019—7 1 181-48077 (Use 181-48077-11) 
181-48020 1 181-48077-11 109 2 
° 181-48021 89-45 1 110-73 
181-48021-3 1 181-48078 Μι : 118-18 3 
181-48021-5 1 181-48079 ΜΙ 118-19 4 
181-48022 1 181-48080 M1 118 2 
181-48023 x2 24-56 2 181-48081 ΜΙ 1 
181-48024 116-11 3 181-48082 Μι 112-10 1 
181-48025-1 22 1 181-48083 M1 112-11 1 
: 181-48025-2 22 1 181-48084 Μι 112 1: 
R82NA 181-48026 P 111-19 1 181-48084-3 M1 112-33 1 
181-48027 Μι ° 1 181-48084-5 Μι 112-34 1 
181-48028 ΜΙ . 3-20 2 181-48086 χι 24-15 2 
181-48028-3 M1 1 181-48087 A 112-46 1 
181-48028-5 M1 1 R82NA 181-48088 X2 91-7 1 
181-48029 M1 1 R82NA 181-48089 P 114-28 1 
181-48029-3 Μι 1 R83NA 181-48090 P1 24-19 2 
181-48030 Š 2 181-48091 κ 2 
i š 181-48031 71 1 181-48092 Χ2 112-55 1 
~ 181-48031-3 Μι 115-39 1 181-48093 x2 112-2 1 
181-48032 96 1 R82NA 181-48094 115-18 1 
181-48033 Μι ' 112-5 2 R82NA 181-48096 P1 (Use 181-48096-11) 
181-48034 Μι 112-58 2 R82NA 181-48096-11 ΡΙ 112-47 1 
R82NA 181-48035 M1 113-10 12 181—48097 Al 112 1 
27-8 12 181-48098 Μι 112-62 1 
181-48038 Mi 115-31 1 R82NA 181-48099 P 114-7 1 
181-48039 ΧΙ 115-25 1 181-48100 ᾿ Μι 112-63 2 
R83NA 181-48040 P1 115 1 R82NA 181-48102 P1 112-32 1 
R82NA 181-48041 Mi 24-2 1 R82NA 181-48103 P ; 1 
' 181-48041-3 Μι 1 R82NA 181-48104 Pl . 23-24 2 
181-48041-5 Μι 1 181-48106 Χι 112-19 1 
181-48041-7 Μι 24-3 2 R82NA 181-48108 P1 112 1 
181-48042 ΜΙ 113-2 1 R82NA 181-48110 -P1 : 113-14 1 
181-48042-3 M1 1 R82NA 181-48111 P 112-29 1 
181-48042-5 Μι. 1 R82NA 181-48112 P1 24-51 1 
181-48042-7 Mi 2 R82NA 181-48113 P | 112-25 1 
181-48042-9 M1 1 R82NA 181-48114 P 110 2 
181-48043 Μι ` 115-3 1 R83NA 181-48116 Pl 24-14 2 
181-48043-3 Μι . 1 R82NA 181-48117-1 P1 . 26-1 1 
181-48043-5 Μι 1 R82NA 181-48117-2 P1 26 1 
181-48043-7 M1 3 181-48118-1 X1 27-2 1 
18148044 . μι ` 118-13 8 181-48118-11 , ΜΙ : 2 
181-48045 M1 Ë 118-16 2 181-48118-13 Μι 4 
181-48054-3 116-13 1 181-48118-15 ΜΙ 6 
181-48050 A 110-40 1 181-48118-11 Μι 2 
R82NA 181-48051 P1 115-1 1 181-48118-2 xi 27. 1 
181-48052 Μι 1 181-48118-3 Μι 1 
181-48052-3 Μι 1 181-48118-4 M1 1 
181-48052-5 Μι 1 181-48118-5 Μι 1 
181-48053 ` - Μι 87-27 1 181-48118-6 ΜΙ 1 
181-48053-3 Μι 1 181-48118-7 M1 1 
181-48053-5 Μι 1 181-48118-8 ΜΙ 1 
18148054 Χ2 116-12 1 181-48118-9 Μι 2 
; 113-6 1 181-48119 M1 115-48 1 
181-48054-3 Μι 113-7 1 181-48120 M1 27-5 2 
R82NA 181-48055 P 87-28 1 181-48120-3 M1 2 
181-48055-3 Μι 1 181-48120-5 M1 8 
181-48055-5 Μι 1 181-48121  . M1 27-6 2 
181-48055-7 M1 1 181-48121-3 Μι 2 
181-48056 Μι 87-80 1 181-48121-5 Μι 4 
, 181-48056-3 Μι 1 181-48121-7 M1 4 
181-48056-5 MI 1 181-48122 Μι 27-7 2 


566 RESTRICTED Revised 15 September 1953 


STOCK 


NUMBER 


R82NA 


R82NA 
R82NA 


R82NA 


` R82NA 


R82NA 
R82NA 


R82NA 


R82NA 
R82NA 
R82NA 


R82NA 


Revised 15 September 1953 


PART 
NUMBER 


181-48122-3 
181-48122-5 
181-48123 . 
181-48124 
181-48125 
181-48126-1 
181-48126-2 
181-48127 
181-48130 
181-48131 
181-48132 
181-48133 
181-48134 
181-48135 
181-48135-3 
181-48135-5 
181-48136 
181-48137 
181-48137-3 
181-48137-5 
181-48137-7 
181-48138 
181-48139 
181-48140 
181-48141 
181-48142 
181-48143 
181-48143-3 
181-48144 
181-48144-3 
181-48144-5 
181-48144-7 
181-48145 
181-48145-3 
181-48145-5 
181-48146 ` 
181-48147 
181-48148 
181-48148-3 
181-48148-5 
181-48149 
181-48149-3 
181-48149-5 
181-48150 
181-48151-1 
181-48151-2 
181-48151-3 
181-48151-4 
181-48151-5 
181-48151-7 
181-48151-9 
181-48152 
181-48153 
181-48153-3 
181-48153-5 
181-48154 
181-48155 
181-48156 
181-48157 
181-48158 
181-48159-1 
181-48159-2 


:181-48160 


181-48161-1 
181-48161-2 
181-48162-3 
181-48162-5 
181-48163 

181-48163-3 
181-48163-5 
181-48164 

181-48164-3 
181-48164-5 
18148165 


181-48166 
181-48167 
181-48169 
181-48169-3 
181-48170 
181-48171 
181—48172 
181-48173 
181-48173-11 
181-48173-13 
181-48173-15 
181-48173-3 
181-48173-5 
181—48173-7 
181-48173-9 
181-48174 


SOURCE ΄ 
CODE 


SECURITY INFORMATION — RESTRICTED 
AN 01-60JKB-4 


` 


FIGURE.& 
INDEX NUMBER 


26-38 
26-49 
26-43 
26 


27-16 
110 
110 
120-14 
120-13 
112-42 


112-39 


' 110 


27-3 


26-44 


26-29 
26-45 
19-32 
19-39 
22-11 
22-12 
22 

30-17 


30-8 
30-7 


113-11 
27-4 

116-16 
24-43 


115-22 
24-1 
24-35 
24-38 


' 24-39 


TOTAL 
QTY 


N 


V» μα i H O t t DO I2 D BO IO. fO > BO tO i μα > BO Q b N tO IO I BO IS IO b DO t I BO IO IO R3 R4 LEO IQ RENN EO NO 2.0 HRN tO CO 03. G 2 I HI N) OOD 


- 


88 meee 


= 


= pet = μὲ pad κα μα Ó = tN μα μα = = = ΘᾺ 


MICRO- 


FILM 


STOCK 


NUMBER 


R82NA 
R82NA 


R83NA 
R83NA 


R83NA 


R82NA 


R82NA 


R82NA 
R82NA 
R82NA 


R82NA 
R82NA 


R82NA 


R82NA 
R82NA 
R82NA 
R82NA 


| R82NA 


R82NA 
R82NA 


RESTRICTED 


PART 
NUMBER 


181-48175 
181-48176 
181-48178 
181-48179 
181-48180 
181—-48180-3 
181 -48180-5 
181-48180-7 
181-48181 
181-48181-3 
181-48184 
181-48185 
181-48186 
181-48187 


' 181-48188 


181-48190 , 
181-48192 
181-48192-3 
181-48192-5 
181-48192-1 
181-48192-9 
181-48194 
181-48195 
181-48195-11 
181-48195-3 
181-48195-5 
181-48195-7 
181-48195-9 
181-48196-3 
181-48196-5 
181-48196-7 
181-48196-9 
181-48197 
181-48198 
181-48199 
181-48201-1 
181-48201-2 
181-48203 
181-48204 
181-48205-3 
181-48205-5 
181-48207 
181-48208-3 
181-48208-4 
181-48209 
181-48213 
181-48214 
181-48215 
181-48216 
181-48217 
181-48218 
181-48219 
181-48220 
181-48220-3 
181-48223 
181-48224 
18148225 
181-48226 
181-48221 
181-48228 


. 181-48229 


181-48230 
181-48231 
181-48232 
181-48233 
181-48234 
181-48235 
181-48236-3 
181-48236-5 
181-48237 
181-48237-3 
181-48237-5 
181-48237-7 
18148238 
181-48239-1 
181-48239-2 
181-48239-3 
181-48239-4 
181-48240 
181-48241-1 
181-48241-2 
181-48242 
181-48242-3 
181-48242-4 
181-48242-5 
181-48242-6 
181-48242-7 
181-48244 
181-48245 
181--48246 
181-48247 
181-48248 


SOURCE 
CODE 


FIGURE & 
INDEX NUMBER 


118-1 
118-31 
118-4 
118: 
118-28 


24-12 
24-27 
24-13 
24-22 
24 
4-14 
98-73 


98-74 


120-20 


28-56 
28-60 
28-26 
28-39 
28-5 


Section lll . 
Numerical Index of Contractor Parts 


TOTAL 
ΟΤΥ 


t to Ó IO IND I EER AN PRN BEE [κα [ο IO τὸ IS N τὸ tO UO DO tO i δ9 i P ID D D t IO D N DQ D Τὸ ΒΡ κα S NN N μά κα N κα μα Ñ N μα μα N μά πὶ καὶ κα μέ κα μα B κα μα κα κα μα μα μα μα μα μὰ b Pd μα καὶ κα κα μα κα κα μι μὲ μα μὲ κα κά κα 


MICRO- 


FILM 


567 


Section Ill 
Numerical Index of Contractor Parts 


STOCK 


NUMBER 


R82NA 


R82NA 


R82NA 


R82NA 


R82NA 
R82NA 


R82NA 


R82NA 


R82NA 


PART 
NUMBER 

181.-48249 
181-48250 
181-48251 
181-48251-3 
181-48251-5 
181-48251-7 
181-48251-9 
181-48252 
181-48252-11 
181-48252-13 
181-48252-15 
181-48252-3 
181-48252-5 
181-48252-7 
181-48252-9 
181-48253 
181—-48253-11 
181-48253-13 
181-48253-3 
181-48253-5 
181-48253-7 
181-48253-9 
181-48258 
181-48269 
181-48269-10 
181-48269-3 
181-48269-5 
181-48269-6 
181-48269-7 
181-48269-8 
181-48269-9 
181-48270 
181—48273 
181-48273-3 
181-48274 
181-48275 
181-48276 
181-48277 
181-48280-1 
181-48280-11 
181-48280-12 
181—48280-13 


181-48280-15- 


181-48280-16 
181-48280-17 
181-48280-19 
181-48280-2 
181-48280-3 
181-48280-4 
181-48280-5 
181-48280-6 
181-48280-7 
181-48280-9 
181-48282 
181-48283 
181—48283-3 
181-48283-5 
181-48285-3 
181-48285-5 
181-48288 
181-48288-3 
181-48288-5 
181-48288-7 
181-48292-1 
181-48292-11 
181-48292-13 
181-48292-15 
181-48292-16 
181—48292-2 
181-48292-3 
181-48292-4 
181-48292-5 
181-48292-7 
181-48292-9 
181-48293-1 
181-48293-10 
181-48293-11 
181-48293-13 
181-48293-15 
181-48293-16 
181—48293-2 
181-48293-3 
181—48293-4 
181-48293-5 
181-48293-6 
181—48293-7 
181-48293-8 
181—48293-9 
181—48294-3 
181-48294-5 
181-48295 


SOURCE 
CODE 


. SECURITY INFORMATION — RESTRICTED 


FIGURE δε. 


INDEX NUMBER 


28-18 
31-1 
32-3 


32-1 


34-1 


32 
33-4 


110-4 
34-8 


34-7 


32-46 
32-19 
31-5 


31 


.31-2 


31 


32-18 
33-5 


TOTAL 
ΟΤΥ 


NN NEP REE RH EER EEE ἣν i. Q tO EE HRS NN 00 tO tO tO tO O PE REE HANNE O tO bƏ tO = τ tQ το DN Q b κα D D τὸ τὸ 89 IE D D = b ΕΦ Τὸ IV RID D IN N b b τα κα DƏ τὸ 89 πὸ τὸ D τὸ 9 Αν 


AN 01-60JKB-4 


PART 
NUMBER 


181-48295-3 
181-48295-5 
181-48296-3 
181-48297 
181-48297-3 
181-48299 
181-48300 
181-48302 
181-48302-3 
181-48302-5 
181-48302-7 
181-48303 
181-48303-3 
181-48303-5 
181-48303-7 
181-48304 
181-48304-3 
181-48304-5 
181-48304-7 
181-48305 
181-48305-3 
181-48305-31 
181-48305-5 
181-48305-7 
181-48306 
181-48306-3 
181-48306-5 
181-48306-7 
181-48306-9 
181-48307 
181-48307-3 
181-48307-5 
181-48308 
181-48308-11 
181-48308-3 
181-48308-5 
181-48308-7 
181-48308-9 
181-48309 
181-48309-3 
181-48309-5 
181-48310 
181-58310--4 
181-48311 
181-48311-3 
181-48311-5 
181-48312 
181-48312-3 
181-48312-5 
181-48313 
181-48313-3 
181-48313-5 
181-48313-7 


^ 181-48314 


MICRO- STOCK 
FILM NUMBER 
R82NA 
R82NA 
RESTRICTED 


181-48314-3 
181-48315-10 
181—48315-12 
181-48315-14 
181-48315-16 
181-48315-17 
181-48315-18 
181-48315-19- 
181-48315-20 
181-48315-21 
181-48315-22 


181-48315-23 
181-48315-24 
181-48315-25 


` 181-48315-26 


181-48315-27 
181-48515 28 
181-48315-29 
181-48315-3 

181—48315-30 
181-48315-32 
181-48315-34 
181-48315-36 
181-48315-37 
181—48315-38 
181-48315-39 
181-48315-4 

181-48315-40 
181-48315-42 
181—48315-44 
181—48315-45 
181-48315-46 
181-48315-47 
181-48315-48 
181-48315-49 


SOURCE 
CODE 


M 


M. 


FIGURE & TOTAL MICRO- 
INDEX NUMBER QTY FILM 
34-6 2 
I 2 
2 
32-42 4 
32-34 1 
32-31 1 
31-27 2 
31-24 2 
110-1 1 
1 
1 
1 
110-9 1 
1 
1 
1 
110-8 1 
1 
1 
2 


"(Use 181-48305-31) 


1 

110-16 1 
1 

1 

110-15 1 
1 

1 

1 

1 

113-13 1 
1 

1 

110-2 1 
1 

1 

1 

1 

1 

115-2 1 
1 

1 

113 1 
2! 

24 1 
1 

1 

24-36 1 
1 

1 

110-10 1 
: 1 

1 

1 

30 1 
30-9 1 


(Use 181-48325) 
(Use 181-48270) , 


110-5 1 

110-17 1 

110-13 1 

1 

110-6 1 

1 

1 

310-26 2 
110-39 

30-11 1 

1 

30 1 

1 

30-12 1 

1 

30 1 

(Use 181-48430) 

110-72 1 

26-15 1 

26 1 

110-35 1 

110-30 1 

110-44 1 

1 

1 

1 

110-37 1 

110-36 : 

110-47 1 

1 

110-48 1 


Revised 15 September 1953 


STOCK 


NUMBER 


R82NA 


R82NA 


R82NA 


R82NA 
R82NA 
R82NA 
R82NA 


Revised 15 September 1953 


PART 
NUMBER 


181-48315-50 
181-48315-51 
181-48315-52 
181-48315-53 
181-48315-54 
181-48315-55 
181-48315-56 
181-48315-57 


` 181-48315-58 


181-48315-59 
181-48315-6 

181-48315-60 
181-48315-61 
181-48315-62 
181-48315-63 
181-48315-64 
181-48315-65 
181-48315-66 
181-48315-68 
181-48315-69 
181-48315-70 
181-48315-72 
181-48315-74 
181-48315-76 
181-48315-77 
181-48315-8 


181-48316 
181-48316-3 
181-48316-5 
181-48316-7 
181-48317 
181-48317-3 
181-48318 
181-48318-3 
181-48318-5 
181-48319 
181-48320 
181-48322 
181-48323 
181-48324 
181-48324-3 
181-48324-5 
181-48324-7 
181-48325 
181-48427 
181-48428 
181-48429 
181-48601-1 
181-48601-3 
181-48601-4 
181-48601-5 
181-48602-1 
181-48602-2 
181-48603 
181-48604 
181-48604-3 
181-48604-5 
181-48608-1 
181-48608-2 
181-48610 
181-48611 
181-48612 ` 
181-48616-3 
181-48617 . 
181-48617-3 
181-48617-5 
181-48618 
181-48618-3 
181-48618-5 
181-48619 
181-48620 
181-48620-11 
181-48620-13 
181-48620-15 
181-48620-17 
181-48620-19 
181-48620-3 
181-48620-5 
181-48620-7 
181-48620-9 
181-48622 
181-48622-1 
181-48622-2 
181-48623 
181-48625 
181-48625-1 
181-48626-1 
181-48626-10 
181-48626-11 
181-48626-12 


SOURCE 
CODE 


Mi 
MI 
Μι 
M1 
M1 
M1 
M1 
P1 
X1 
X1 
X1 
X1 
X1 
X1 
X1 
X1 
X1 
MI 


P1 


P1 
P1 
P1 
P1 


SECURITY INFORMATION — RESTRICTED 
AN 01-60JKB-4 


FIGURE & 
INDEX NUMBER 


` 110-61 
110-50 


110-38 


111-6 
110-27 


111-31 
111-24 
111-13 


110-21 
110-41 


110-28 
110-29 
110-43 
110-19 
110-17 
110-49 
111-32 


30 
30 
110-24 


110-63 

109-1 
24-37 
24-34 

110-52 


110-3 
109-16 
109-15 
110 


"25-1 


25-10 
25-11 

(Use 181-48623-20) 
23 


25-13 


25-14 
25 


TOTAL 
QTY 


= = ΗΑ πὰ + = μὰ + 4 = μὰ μά + μα + + = μὰ — + μα = μα + γα = 


bet pet κα κα pet 


Vm Ῥω 2 NO NO z mA DO e G3 + ο) em pad I eI μα πὰ ο) m DO ND a 2 μὰ à μα N) pd μ μὰ p + μά = = pab = pd = + = pd + + = μα = = μά μὰ = — χα = 


MICRO- 
FILM 


STOCK 
NUMBER 


R82NA 
R82NA 
R82NA 
R82NA 


R82NA 
R82NA 


R82NA 


R82NA 


R82NA 


R82NA 
R82NA 


R82NA 
R82NA 


R82NA 


R82NA 


R82NA 


R82NA 
R82NA 


R82NA 


RESTRICTED 


PART 
` NUMBER 


181-48626-13 
181-48626-15 
181-48626-16 
181-48626-17 
181-48626-19 
181-48626-2 
181-48626-21 
181-48626-22 
181-48626-23 
181-48626-3 
181-48626-4 
181-48626-5 
181-48626-7 
181-48626-9 
181—48627-1 
181-48627-2 
181-48628-1 
181-48628-11 
181-48628-12 
181-48628-2 
181-48628-3 
181-48628-4 
181-48628-5 
181-48628-7 
181-48628-8 
181-48628-9 
181-48629-1 
181-48629-11 
181-48629-12 
181-48629-13 
181-48629-15 
181-48629-2 
181-48629-3 
181-48629-4 
181-48629-5 
181-48629-7 
181-48629-9 
181-48630 
181-48630-3 
181-48630-5 
181-48630-7 
181-48631-1 
181-48631-11 
181-48631-2 
181-48631-3 
181-48631-4 
181-48631-5 
181-48631-7 
181-48631-9 
181-48632-1 
181-48632-2 
181-48632-3 
181-48632-4 
181-48632-5 
181-48632-7 
181-48632-9 
181-48633 
181-48633-3 
181-48633-5 
181-48634 
181-48635-1 
181-48635-11 
181-48635-13 
181-48635-2 
181-48635-3 
181-48635-4 
181-48635-5 
181-48635-7 
181-48635-9 
181-48636-1 
181-48636-2 
181-48636-3 
181-48636-4 
181-48636-5 
181-48636-6 
181-48636—7 
181-48636-8 
181-48637-11 
181-48637-13 
181-48637-15 
181-48637-17 
181-48637-3 
181-48637-5 
181—48637-7 
181-48637-9 
181- 48638 
181-48638-3 
181-48638-5 
181-48638-7 
181-48639 
181—48641 


SOURCE 
CODE 
X1 
X1 
X1 


FIGURE & 


INDEX NUMBER 


25 
25-15 
25 


25-18 


. 25 


25-19 


25-20 
25 


25-21 
25 


. 25-22 


25-23 


25 


25-24 
25 


25-25 


: Section ΙΙ! 
Numerical Index.of Contractor Parts 


TOTAL 
QTY 
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= 
B 


MICRO- 
FILM 


569 


Section Ill . SECURITY INFORMATION — RESTRICTED 


Numerical Index of Contractor Parts AN 01-60JKB-4 
' STOCK PART SOURCE FIGURE & TOTAL MICRO- STOCK PART i SOURCE FIGURE M TOTAL MICRO- 
NUMBER NUMBER CODE INDEX NUMBER QTY FILM NUMBER NUMBER CODE INDEX NUMBER 3 QTY FILM 
181-48642 Μι . 117-5 1 181-48655 Mi 1 
181-48642-11 Μι š 1 181-48655-3 M1 1 
181-48642-13 ΜΙ 1 181-48656-1 M1 1 
181-48642-15 M1 1 181-48656-2 M1 1 
181-48642-17 M1 1 181-48656-3 Μι 1 
* 181-48642-19 Μι 1 181-48656-4 Μι 1 
181-48642-3 M1 1 181-48657-3 Μι . 3 
181-48645-5 M1 1 181-48658 M1 117-6 1 
181-48642-7 Μι 1 181-48658-11 Μι 1 
181-48642-9 Μι 1 181-48658-13 M1 1 
181-48643-1 Mi 117-3 1 181-48658-15 1 
181-48643-10 Mi 117-3 1 181-48658-3 M1 1 
181-48643-11 ` ΜΙ 1 181-48658-5 Μι 1 
181-48643-12 Μι 1 181-48658-7 Mi 1 
181-48643-13 M1 1 `181-48658-9 M1 1 
181-48643-15 Μι 1 181-48659 ΜΙ 117-7 1 
181-48643-17 Μι 1 181-48659-11 Μι 1 
181-48643-19 Μι 1 181-48659-13 Μι 1 
181-48643-2 M1 117-4 1 181-48659-15 M1 1 
181-48643-20 M1 1 181-48659-3 Μι 1 
181-48643-3 M1 1 181-48659-5 Mi 1 
181-48643-4 ΜΙ 1 181-48659-7 Μι 1 
181-48643-5 M1 1 181-48659-9 ΜΙ 1 
181-48643-6 M1 1 181-48660 M1 3 
181-48643-7 M1 1 181-48661 Ml 1 
181-48643-8 Μι 1 , I 181-48662 ΜΙ 1 
181-48643-9 Μι 1 181-48663 Μι 1 
181-48645 Μι 117-1 1 181-48664 Μι 117-18 1 
181-48645-10 M1 1 181-48665-1 M1 1 
181-48645-3 Mi 1 181-48665-2 Μι 1 
181-48645-5 . M1 1 181-48666-3 1 
181-48645-7 M1 1 181-48666-4 1 
181-48645-9 M1 1 181-48666-5 1 
181-48646 Μι 117-2 1 181-48666-6 1 
181-48646-10 MI 1 181-48666-7 1 
181-48646-3 M1 1 181-48666-8 - 1 
181-48646-5 ΜΙ 1 181-48667-3 H 
181-48646-7 ` Mi 1 181-48667-4 re: 1 
181-48646-9 M1 1 181-48667-5 A 1 
181-48647 1 181-48667-6 . 1 
181-48648 ΜΙ = 117-14 1 181-48667-7 1 
181-48648-11 M1 : 1 181-48667-8 1 
181-48648-3 , M1 1 181-48668 Μι 117-11 1 
181-48648-5 . M1 1: 181-48668-11 Μι 1 
181-48648-6 Μι 1 181-48668-13 Μι 1 
181-48648-7 Μι 1 181-48668-15 ΜΙ 1 
181-48648-8 M1 1 181-48668-3 M1 1 
181-48648-9 M1 1 181-48668-5 M1 1 
181-48649-1 M1 117-12 1 181-48668-6 M1 1 
181-48649-10 M1 1 181-48668-7 M1 1 ' 
181-48649-11 M1 1 181-48668-8 Μι 1 
181-48649-13 M1 2 181-48668-9 M1 1 
181-48649-15 Μι 1 181-48669 Μι . Ë 2 
181-48649-17 M1 1 181-48671-3 119-11 7 
181-48649-2 ΜΙ 117-13 1 181-48670 96 1 
181-48649-3 M1 1 CL17 181-48671-3 P1 7 
181-48649-4 `M1 1 CL33 181-48671-5 P1 119-29 2 
181-48649-5 Μι ι 1 181-48672-13 M1 . 119-7 1 
181-48649-6 Mi ^ 1 181-48672-17 Mi 119-21 1 
181-48649-7 Mi 2 181-48672-21 Mi 119-26 1 
181-48649-9 Mi 1 181-48672-25 M1 119-33 1 
181-48650-1 M1 117-8 1 I 181-48672-29 Mi 119-36 1 
181-48650-11 M1 1 181-48672-33 Μι 119-37 1 
181-48650-13 M1 1 181-48672-37 M1 119-39 1 
181-48650-14 M1 1 181-48672-41 M1 119-41 1 
181-48650-2 M1 117-9 1 181-48672-5 ^ ΜΙ 119-5 1 
181-48650-3 M1 1 181-48672-9 ΜΙ 119-6 1 
181-48650-5 M1 1 181-48673 ΜΙ 1 
181-48650-7 M1 1 181-48673-3 M1 1 
181-48650-9 Mi 1 181-48673-5 Μι 1 
181-48651 M1 : 117-10 1 181-48673-7 . M1 1 
181-48651-11 M1 1 181-48674 P 119-38 NS 
181-48651-13 Μι 1 181-48675 : 97 1 
181-48651-15 Μι 1 181-48675-3 Μι 1 
181-48651-17 M1 1 181-48675-5 Μι: 1 
181-48651-19 Μι 1 181-48675-7 Μι 91-66 1 
181-48651-3 Mi 1 181-48677 M1 95 1 
181-48651-5 M1 1 181-48677-3 M1 1 
181-48651-7 M1 1 181-48677-5 M 95-36 2 
181-48651-9 M1 1 181-48678 1 
181-48652 M1 117-16 1 181-48678-3 1 
181-48652-11 M1 1 181-48679 2 
181-48652-13 M1 1 181-48701 1 1 
181-48652-3 M1 1 181-48702 108-3 1 
181-48652-5 M1 1 181-48703 M1 1 
181-48652-7 M1 1 181-48703-10 Mi ` 1 " 
181-48653 Mi 117-15 1 181-48703-11 M1 1 
181-48653-3 M1 (01 181-48703-12 M1 1 
181-48653-5 Mi 1 181-48703-3 Μι 1 
181-48653-7 M1 1 181-48703-5 Mi 1 
181-48653-9 M1 21 181-48703-7 M1 1 
1 181-48703-9 Μι 1 


181—48654 Μι 117-17 
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AN 01-60JKB-4 Numerical Index of Contractor Parts’ . 
STOCK PART SOURCE FIGURE & TOTAL MICRO- STOCK PART SOURCE FIGURE & TOTAL MICRO- 
NUMBER NUMBER CODE INDEX NUMBER QTY FILM NUMBER NUMBER CODE INDEX NUMBER QTY FILM 
181-48704 ` Ml 90-26 1 181-48769-1 Mi 29-5 1 x= 
181-48704-3 Μι 1 181—48769-2 Mi 29 1 
181-48704-4 M1 1 181-48769-3 M1 1 
181-48705 Μι 1 181—48769-4 Μι 1 
181-48706 108-9 1 181-48769-5 Μι 1 
181-48707 ç 108-11 1 181-48769-6 M1 1 
181-48708 μι. 108 1 181-48769-7 MI 2 
181-48709-103 M1 108-19 1 181-48769-9 MI 2 
181-48709-105 Μι ` 108-239 1 181-48770-1 1 
181-48709-3 ΜΙ ; 1 181-48770-2 1 
181-48709-5 M1 1 181-48770-3 1 
181-48712 Mi 1 181-48770-4 1 
181-48714 M1 90-25 1 181-48770-5 1 
181-48714-3 Μι 1 181-48770-6 1 
181-48714-5 M1 1 181-48771 M1 ` 29-1 4 
181-48714-7_ 1 181-48772 . Μι 29-24 1 
181-48714-9 1 181-48772-3 M1 1 
181-48715-3 ΜΙ 108-29 1. 181-48773 M1 29-22 1 
181-48715-5 M1 108-16 1 181-48773-3 Mi 1 
181-48716 : 108 1 181-48774 M1 29-17 1 
181-48716-3 108-14 1 181-48774-3 ` M1 : 1 
|. 181-48717 108-10 1 181-48115 Μι 1 
181-48718 1 181-48775-3 M1 1 
181-48718-3 1 181-48776 Μι 28-10 2 
181 -48119 ΜΙ 108-21 1 181-48776-3 M1 1 
181-48720 1 181-48777-1 ΜΙ 18 1 
181-48721 M 1 181-48777-2 M1 18 1 
181-48751 1 1 181-48771-3 M1 1 
181-48752 . 79-2 1 181-48777-4 ^ Μι 1 
181-48752-3 M1 1 181-48777-5 M1 1 
181-48752-5 Μι 1 181-48777-6 - 1 
181—48753 ‘M1 79-1 1 181-48778-1 1 
181-48753-11 1 181-48778-2 1 
181-48753-3 ` M1 1 181-48778-3 1 
181-48753-5 M1 1 :181-48778-4 1 
181-48753-7 Μι 1 181-48778-5 1 
181-48753-9 , 1 181-48778-6 1 
:181-48754 Μι 88 1 R82NA 181-48779 P1 164-20 1 
181-48754-3 Μι 1 : 181-48780-1 M1 1 
181-48754-5 M1 1 181-48780-2 Μι 1 
181-48754-7 M1 1 181-48780-3 Μι 1 
181-48755 Μι 79-10 1 181-48780-4 Μι 1 
181—48755-3 M1 1 181-48780-5 M1 1 
181-48755-5 ` M1 1 181-48781 Μι 89 1 
181-48756 1 181-48781-3 Μι 1 
181-48756-3 1 ` 181-48781-5 Μι 1 
181-48757 Mi | 88 1 181-48782 M1 89 1 
181-48757-3 M1 1 181-48782-3 M1 1 
181-48757-5 . Μι 1 181-48182-5 Μι 1 
181-48757-7 ` M1 1 181-48783 Μι 1 
181-48151-9 Μι 88-17 1 18148784 Μι 86 1 
181-48758 M1 29-18 2 181-48784-3 M1 1». 
181—48758-3 2 181-48784-5 Μι 2 1 
181-48759 91 1 181-48785 1 
181—48759-3 1 181-48786 M 244-31 4 
181-48759-5 1 É 29-28 
181-48759-7 1 181-48Τ81 Μ 244-30 4: 
181—48760 ΜΙ 29-20 1 29-29 
181-48761 Μι . 89 1 181-48836-23 i 2 
181-48761-3 M1 1 181-48875 1 
181-48761-5 Mi 1 R82NA 181-48901 1 
181-48762 1 181-51001 1 
181-48762-3 1 181-51002 , 1 
181-48762-5 1 181-51003 M1 123-1 1 
181-48762-7 1 181-51003-10 : 1 
181-48763 - š 89 1 181-51003-5 Μι 2 
181-48763-1 1 181-51003-7 1 5 
181-48763-3 Mi 1 181-51004 Μι 121-1 1 
181-48763-5 Mi 1 181-51004-13 M1 1 
181-48764-1 M1 18 1 181-51004-14 Μι 1 
181-48164-2 Μι 18 1 181-51004-15 Mi 1 
181—48764-3 Μι 1 181-51004-16 Mi 1 
181-48764-4 Μι 1 181-51004-3 M 1 
181—48764-5 Μι 1 181-51004-5 Μι - 1 
181-48764-6 ο Μι 1 181-51004-7 Μι 1 
181-48766-1 I 18 1 181-51004-9 M1 1 
181-48766-2 18 1 181-51005 A 122-37 “1 
181-48766-3 1 181-51006-1 A 125-43 1 
181-48766-4 Žž : 1 181-51006-2 A 125 1 
181-48767-1 Mi 18 1 R82NA 181-51007-1 P1 121-6 1 
181-48767-2 Μι 18 1 R82NA 181-51007-2 P1 121 1 
181-48767-3 Μι 1 181-51008-1 - MI 121-19 1 
181—48767-4 Mi 1 181-51008-2 MJ 121 1 
181-48767-5 Μι 1 R82NA 181-51009 ΡΙ: 121-2 2 
181-48767-6 Μι 1 181-51010 ΜΙ 122-41 3 
181-48768-1 18 1 181-51011 Mi 124-21 2 
181-48768-2 . 18 1 181-51013 . 23 1 
181-48768-3 1 181-51014-1 15 1 
181-48768-4 1 181-51014-11 38-17 1 
181-48768-5 1 181-51014-12 38 1 
181-48768-6 ' 1 181-51014-2 , 15 1 " 
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Numerical Index of Contractor Parts š AN 01-60JKB-4 
P. 
STOCK PART SOURCE FIGURE & TOTAL MICRO- STOCK PART SOURCE FIGURE & TOTAL MICRO- 
NUMBER NUMBER CODE INDEX NUMBER QTY FILM NUMBER NUMBER CODE INDEX NUMBER QTY FILM 
181-51015 6 1 181-51060 M1 ' 183-9 1 
181-51016 Μι 124-19 1 ` 181-51061 Mi 1 
181-51017 Μι 121-16 2 R82NA > 181-51062- P1 1 
181-51017-3 M1 4 181-51063 1. 
181-51017-5 ΜΙ 2 181-51068 ΜΙ 1 
181-51017-7 Mi 2 181-51069 Mi 35-5 1 
R82NA  181-51018 P 123-66 1 181-51070 M1 35-1 1 
R82NA 181-51018-3, P 123-43 1 181-51071 : Mil 2 
R82NA 181-51019 123-59 1 181-51072 Ml, 1 
R82NA 181-51020 P1 125-39 1 181-51073 M1 35-6 2 
181-51020-3 xi 1 181-51074 M1 1 
181-51020-4 xi 1 181-51075 36-1 1 
R82NA 181-15021 P1 123-50 2 181-51075-1 1 
181-51021-3 xi 2 181-51075-10 36-6 1 
181-51021-5 MI 1 181-51075-13 1 
R82NA 181-51022 P 123-41 1 181-51075-15 α 
181-51022-3 ΜΙ : 1 181-51075-3 1 
181-51022-5 Mi 1 181-51075-5 1 
R82NA 181-51023 P 123-12 1 181-51075-7 1 
R82NA 181-51024 P 123-24 1 181-51075-9 1 
181-51025 MI 1 181-51076 Mi 36-12 2 
181-51026 Μι 1 181-51077 M1 : 4 
181-51027 M1 1 181-51078 35-21 1 
181-51028 M1 . 100-12 1 181-51079 M1 2 
181-51028-3 Μι 1 181-51091 . Μι 2 
R82NA 181-51029 P 123-39 1 181-51093 Mi 2 
181-51030 Mi 1 181-51094 Μι 2 
181-51031 71 1 181-51095 M1 2 
181-51032 3 : 288-1 1 181-51096 Mi 2 
181-51033 e 24 1 181-51096-3 ΜΙ 2 
= 181-! a 2 
181-51035-3 M1 1 τος. ° η 2 
181-51035-5 M1 1 181-51097-3 Μι 2 
181-51035-7 Mi 1 181-51098 213 1 
181-51035-9 - 1 X x. 1 
181-51036 M1 126-17 1 a M. A Re 1 
181-51037 M! 1 181-51101 A 37-1 2 
181-51037-3 1 
181-51101-3 M 2 
181-51040 A 126-6 1 181-51101-5 M 2 
181-51041 A 125-45 1 181-51102 M 31-28 2 
125-36 181-51102-3 M 2 
181-51042 MI H 181-51102-5 M 2 
181-51042-3 M1 1 181-51103 M 38 1 ` ` 
181-51043 A 126-13 1 181-51103-3 M 1 
a M1 1 n 
ur ius ; 1 181-51103-5 M 1 
x 181-51104 M 38-18 1 
181-51046 Μ' 124-30 : 181-51104-3 M 1 
181-51047 Mı 121-9 2 181-51104-5 M. 1 
181-51048 Μι i 181-51105 M1 35-20 1 
181-51048-3 181-51106 M 126-23 1 
181-51049 M1 125737, " 181-51106-3 M 1 
181-51049-3 Mi 1 181-51106-5 M 1 
181-51049-5 ΜΙ 1 181-51107-1 Mi 1 
181-51049-7 M1 1 181-51107-2 1 
181-51051-11 Μι 126-7 1 181-51107-3 M1 1 
181-51051-13 M1 126 1 181-51107-4 1 
181-51051-15 MI ' a i 181-51109 M1 281-40 1 
181-51051-17 M1 126 1 181 δ1109 3 ΜΙ 1 
181-51051-19 M1 126-32 1 Iu Mi 73 1 
181-51051721. o -MI BoE 1 R82NA 181-5112 P 2 
181-51051-23 M1 126-30 1 181 51114 36-8 2 
181-51051-25 Mi 126-29 1 181 51114 Al 125-44 1 
181-51051-27 Μι 126-27 1 181-51115 6 1 
181-51051-29 Mi 126-28 1 181-51116 Mi 8-20 1 
181-51051-3: Mi 126-1 1 181-51116-3 Μι 1 
181-51051-31 Mi 126-24 1 181-51117-1 Mi 3 
181-51051-33 M1 126-25 1 181-51117-2 Μι 3 
181-51051-35 M1 38-2 1 181-51117-3 Μι ΄ 8 
181-51051-37 M1 38-1 1 18151114 MI 3 
181-51051-39 Μι 85-15 1 18151118 ΜΙ 1. 
181-51051-41 M1 35-16 1 18151119 ΜΙ 4 
181-51051-43 M1 35-17 1 181-51119-3 M1 4 
181-51051-45 M1 35-12 1 181-51121 - M1 11 
181-5105149 M1 35-11 1 181-51121-13 Μι 1 
181-51051-5 Μι 126-1 1 181-51121-15 Μι 1 
181-51051-51 Μι 38 1 181-51121-17 M1 1 
181-51051-53 M1 38 1 181-51121-19 M1 1 
181-51051-7 M κ 126-5 1 181-51121-3 Μι 1 
181-51051-9 M1 126 1 181-51121-5 Μι 1 
R82NA 181-51052 P1 122 1 181-51121-7 M1 1 
R82NA 181-51053 P1 126-38 2 181-51122 M1 26 
181-51054 116-7 2 181-51122-35 Μι 1 
181-51055 Μι 126-39 4 181-51122-37 Mi 1 
181-51056 Μι 1 181-51122-39 1 
181-51057 2 181-51122-41 1 
181-51057-3 : 2 181-51122-43 1 
181-51058 Μι 213-63 4 ` 181-51122-45 . 1 
181-51059 MIC 1 181-51122-49 1 
181-51059-3 Μι 1 151-51122-51 M1 1 
181-51059-5 M1 1 181.51122-53 M1 1 
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STOCK * PART 
NUMBER NUMBER 

181-51124 
181-51124-3 
181-51125 
181-51127 
181-51128 
181-51128-3 
181-51128-5 
181-51128-7 
181-51129 
181-51130 
181-51134 
181-51135 
181-51137 
181-51139 


181-51139-3 
181-51142 
181-51198 
181-51211 
181-51250 
181-51411 
181-51801-1 
181-51801-11 
181-51801-13 
181-51801-15 
181-51801-17 
181-51801-19 
181-51801-21 
181-51801-23 
181-51801-25 
181-51801-27 
181-51801-29 
181-51801-3 
181-51801-31 
181-51801-33 
181-51801-35 
181-51801-37 
181-51801-39 
181-51801-41 
181-51801-43 
181-51801-45 
181-51801-47 
181-51801-49 
181-51801-5 
181-51801-51 
181-51801-53 
181-51801-55 
181-51801-57 
181-51801-7 
181-51801-9 
181-51802-1 
181-51802-10 
181-51802-11 


181-51802-13 
181-51802-15 
181-51802-7 
181-51802-8 
181-51802-9 
181-51803-11 
181-51803-12 
181-51803-3 
181-51803-5 
181-51803-7 
181-51803-9 
181-51804 
181-51804-3 
181-51804-5 
181-51804-7 
181-52001 
181-52003 


181-52004 
181-52005 
181-52006 
R82NA 181-52007 
181-52009 
181-520100 
R82NA 181-520101 
181-520102 
181-520103 
181-520103-3 
181-520103-5 
181-520103-7 
181-520104 
181-520104-3 
181-520104-5 
181-520105-1 
181-520105-2 
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SOURCE FIGURE & 


CODE 


Μι 
Mi 


M1 
M1 
Μι 


Α 
Μι 
Μι 

Μι 


Μι 
Μι 


ΠΠ 


M1 
P1 

M1 
ΜΙ 


Μι 
Μι 


MI 
M1 


ΕΞ SSERESSSEESESSSSSERSSREREE 


INDEX NUMBER 


123-20 
123 


125 


122-3 
206-7 
213-65 
183-10 
281 


75 
32-17 


39-25 


- 38-4 
38-6 
38-8 
38-3 
38-5 
39-26 
38-7 

125-18 

125-15 

125-12 

125-7 

125-10 

167-45 

125-19 

125-16 

125-13 
39-30 

125-8 

125-11 

167-44 

125-4 
39-31 


164-3 


125-34 
125-24 
125-22 
(Use 181-51802-19&-21) 


43-1 
43 
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QTY 


λα πὶ μα μὰ = μα = μά κα 


ΟΣ z 2 poh + 2 + à à = πὶ = μέ μὰ κα 


PA peh peh μα μὰ μα μὲ μα = μα μὰ i) μ κα = = 


ΑΝ 01-60JKB-4 


MICRO- STOCK 
FILM NUMBER 


R82NA 


R82NA 


R82NA 
R82NA 


R82NA 
R82NA 
R82NA 
R82NA 
R82NA 
R82NA 


R82NA 


R82NA 


R82NA 
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PART 
NUMBER 
181-520105-3 
181-520105-4 
181-520105-5 
181-520105-6 
181-520105-7 

181-520106 
181-520106-3 
181-520106-5 
181-520107 
181-520107-3 
181-520107-5 
181-520107-7 
181-520108 
181-520108-3 
181-520108-5 
181-520109 
181-520109-3 
181-520109-5 
181-520110 
181-520111 
181-520112 
181-520112-1 
181-520112-3 
181-520112-5 
181-520113 
181-520114 
181-520114-3 
181-520115 
181-520116 
181-520117-1 
181-520117-2 
181-520117-3 
181-520117-4 
181-520117-5 
181-520117-6 
181-520118-1 
181-520118-2 
181-520119-1 
181-520119-2 
181-520119-3 
181-520119-4 
181-520119-5 
181-520119-6 
181-520119-7 
181-52012 
181-520120-1 
181-520120-2 
181-520121-1 
181-520121-2 
181-520122-1 
181-520122-2 
181-520124-1 
181-520124-10 
181-520124-11 
181-520124-12 
181-520124-13 
181-520124-14 
181-520124-2 
181-520124-3 
181-520124-4 
181-520124-9 
181-520125-1 
181-520125-2 
181-520125-3 
181-520125-4 
181-520125-5 
181-520125-6 
181-520125-7 
181-520125-8 
181-520125-9 
181-520126 
181-520128 
181-52013 
181-520130 
181-520133 


181-520134 
181-520134-3 
181-520135 


181-520137 
181-520138 
181-520138-3 
181-520138-5 
181-520139 
181-52014-1 
181-52014-2 
181-520140 
181-520141 


181-520142 


SOURCE 
CODE 


M1 
M1 
M1 
M1 
M1 


M1 
Mi 
P1 


FIGURE & 


INDEX NUMBER 


23 


49-58 


88 


43 


43-51 
43 


129-52 


Section lll 
Numerical Index of Contractor Parts 


TOTAL 
orv 


LE EM A pk ji pab μα PPP rg a μα κα 14 μα κα μα 


tQ π.μ μα f° Ñ) μ = 


= 
M 
"^ 


Ref 


MICRO- 
FILM 


573 


/ 


Section III 


Numerical Index of Contractor Parts 


STOCK 
NUMBER 


` R82NA 


R82NA 


` R82NA 


574 


PART 
NUMBER 


181-520143 
181-520144 
181-520145 
181-520146 
181-520147 
181-520147-3 
181-520149 
181-520149 
181-52015-1 
181-52015-2 
181-520150 
181-520153 
181-520153-3 
181-520154 
181-520154-3 
181-520155 
181-520155-3 
181-520155:5 
181-520155-7 
181-520156 
181-520156-3 
181-520156-5 
181-520156-7 
181-520157 
181-520157-11 
181-520157-3 
181-520157-5 
181-520157-7 
181-520157-9 
181-520158-1 
181-520158-10 
181-520158-11 
181-520158-12 
181-520158-2 
181-520158-3 
181-520158-4 
181-520158-5 
181-520158-6 
181-520158-7- 
181-520158-8 
181-520158-9 
181-520159-1 
181-520159-2 
181-520159-3 
181-520159-4 
181-520159-5 
181-520159-7 
181-520159-8 
181-52016 


181-520160-1 
181-520160-2 
181-520160-3 
181-520160-4 
181-520160-5 
181-520160-6 
181-520161 
181-520164 
181-520164-3 
181-520164-5 
181-520164-7 
181-520165 
181-520165-1 
181-520165-3 
181-520165-5 
181-520165-7 
181-520166 
181-520167-3 
181-520167-5 
181-52017 
181-520170-1 
181-520170-2 
181-520170-3 
181-520170-4 
181-520170-5 
181-520170-6 
181-520172 
181-520175 
181-520175-1 
181-520175-2 


1181-520176-1 


181-520176-2 


` 181-520177-1 


181-520177-2 
181-520178-1 
181-520178-2 
181-520179-1 
181-520179-2 
181-52018 

181-520180-1 


SOURCE 
CODE 


M1 
P1 


M1 
M1 
M1 


ΜΙ 


Μι 
Μι 


FIGURE & 


INDEX NUMBER , 


129-57 


43-21 


43-15 


49-39 


84-20 


TOTAL 
QTY 


f pet pmd ND pd καὶ μα pad pd pd τὸ pet N pab pi ped pk μα peb p μὰ Md ph μὲ pd καὶ μὰ pad μά ph pd pd μὰ πὰ t Q INO N a à μα μα pd κα ae 


ΙΙ. ΙΤ ΑΦ pb ph mà pd p ded ol ον 4 pd pd et e p + pd jud + pd + DQ = pt + + pat = 


AN 01-60JKB-4 


MICRO- STOCK 
FIL? NUMBER 


R82NA 
R82NA 
R82NA 


R82NA 


R82NA 
R82NA 


R82 NA 


R82NA 


RESTRICTED 
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PART 
NUMBER 


181-520180-2 
181-520181-1 
181-520181-2 
181-52019 
181-52019-3 
181-52019-4 
181-52019-5 
181-52020 
181-52021 
181-52023 
181-52024 
181-52025 
181-52027 
181-52027-3 
181-52027-5 
181-52028 
181-52028-3 
181-52028-5 
181-52030 
181-52031 
181-52032 
181-52033 
181-52033-3 
181-52033-5 
181-52034 
181-52035 
181-52035-3 
181-52036 
181-52037 
181-52038 
181-52038-3 
181-52038-5 
181-52038-7 
181-52039 
181-52039-3 
181-52039-5 
181-52040 
181-52040-3 
181-52040-5 
181-52040-7 
181-52041 
181-52041-3 
181-52041-5 
181-52041-7 
181-52042 
181-52042-3 
181-52043 
181-52044 
181-52045 
181-52045-3 
181-52046 
181-52046-3 
181-52047 
181-52047-3 
181-52048 
181-52048-3 
181-52048-5 
181-52048-7 
181-52049 


181-52050 
181-52051 
181-52052 
181-52053 
181-52054 
181-52054-11 
181-52054-13 
181-52054-14 
181-52054-15 


181-52054-17 ` 


181-52054-19 
181-52054-21 
181-52054-23 
181-52054-3 
181-52054-5 
181-52054-7 
181-52054-9 
181-52055 
181-52055-3 
181-52056 
181-52056-3 
181-52056-5 
181-52056-7 
181-52057 
181-52057-3 
181-52057-5 
181-52057-7 
181-52057-9 
181-52058 
181-52058-11 
181-52058-13 
181-52058-3 


SOURCE 
CODE 


Μι 


FIGURE & TOTAL MICRO- 
INDEX NUMBER QTY FILM 


136-1 


71 
137 
90 


129-14 
129-22 


129-20 
129-1 
88 


88 


129-48 


129-33 

130-1 

130-8 
-129-42 


ἘΝ i κ) μα μὰ γα μὰ ας μὰ μὰ IND μὲ μὰ 2 μὰ ο o G3 μα μὲ a + μα [μα + μα μα μα μὰ + eh + μα [πὶ μὰ μὰ 2 a 1 + jud + = μά 3. κκ ΕΦ tó o. t b i> tO tS τὸ ee e πώ 


106-5 
129-25 
1 


μη 


1 
(Use 181-52052-10) 
49-1 ` 


49-20 


86 
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AN 01-60JKB-4 - Numerical Index of Contractor Parts 
STOCK PART SOURCE FIGURE & | TOTAL MICRO- STOCK PART SOURCE FIGURE & TOTAL MICRO- 
NUMBER NUMBER CODE INDEX NUMBER QTY FILM NUMBER NUMBER CODE INDEX NUMBER QTY FILM 
181-52058-5 MI 1 181-52203-3 MI 132-14 2 
181-52058-7 Μι 1 181-52203-5 Μι 2 
181-52058-9 M1 1 181-52206-3 Χι 140 1 
181-52059 Μι 85 1 181-52206-4 X1 141 1 2 
181-52059-3 MI 1 R82NA 181-52206-5 21 140-36 1 
181-52059-5 M1 1 R82NA 181-52206-6 141-25 1 
181-52059-7 M1 1 181-52207-3 ΧΙ 2 
181-52060 ` 94 1 ee R82NA 181-52207-5 Pl 140-32 2 
181-52060-3 1 141-21 
181-52060-5 1 R82NA 181-52208 P 140-34 2 
181-52060-9 1 141-23 
181-52061 49-45 1 R82NA 181-52210 P1 2 
181-52062 M1 49-44 1 78-52 1 
181-52062-3 Μι 1 181-52211 Μι 1 
181-52063 M1 49-43 1 181-52212 1 
181-52063-3 MI 1 181-52216 : MI ` 2 
181-52064 . MI 49-34 1 181-52226 ΜΙ 140-40 2 
181-52064-3 M1 1 141-29 2 
181-52065 MI 49-35 1 181-52231 ΜΙ 132-21 2 
181-52065-3 Μι l 1 181-52231-3 ΜΙ - 2 
181-52066 MI 49-62 2^5 181-52232 ΜΙ 132-22 2 
181-52066-3 MI 2 181-52232-3 M1 2 
181-52067 M1 49-61 2 181-52233 Μι 137-56 2 
181-52061-3 MI | 2. : 181-52233-3 M 2 
181-52068 M1 49-38 1 181-52234 MI 137-57 2 
181-52068-3 Mi 1 181-52234-3 M -2 
181-52069 Μι 49-37 1 181-52235 1 
181-52069-3 M1 1 181-52304-3 1 
181-52070 M1 49-42 1 181-52303 `M1 132-39 1 
181-52070-3 M1 1 181-52303-3 Μι . 1 
181-52071 MI 49-41 1 181-52303-5 1 
181-52071-3 M1 ; 1 181-52304 132-50 1 
181-52072 ' Μι 49-40 1 181-52304-3 MI 1 
181-52072-3 Mi 1 181-52304-5 M1 132-53 1 
] 181-52073 Mi 49 1 181-52305-3 ΧΙ 132-2 1 
R82NA 181-52074 P1 ` 49-30 1 R82NA 181-52305-5 X2 132-1 1 
181-52075-3 49-31 ἃ - 181-52307-3 ΧΙ 140 1 
R82NA 181-520Τ5-5 P1 49-26 1 R82NA 181-52301-5 ΡΙ 140-3 1 
R82NA 181-52075-7 P1 49 1 181-52308 140-21 1 
R82NA 181-52016 Ἢ Ρ 129-5 1 181-52308-3 xi 140 4 
181-52077 129-9 1 R82NA 181-52308-5 1 
R82NA 181-52078 Pl. 129-26 1 181-52313-3 . ` 127-13 1 
: 181-52079 ΜΙ 129-24 1 R82NA 181-52310 P 140-18 1 
R82NA 181-52080 P1 18-36 1 181-52311 Mi 121-7 1 
R82NA 181-52081 P 129-21 1 181-52311-3 M1 ` 127 1 
181-52082 M1 129-19 1 à - 
181-5203 91 1 1819232 MI 127-1 1 
181-52083-3 1 181-52312-3 ΜΙ ` 121 1 
181-52083-5 1 181-52312-5 M1 127-7 1 
181-52084 M1 129-27 1 R82NA 181-52313 P1 127 1 
181-52085 ΜΙ 1 181-52313-3 ΧΙ 127 1 
18152086 Μι 129-23 1 R82NA 181-52313-5 Pl 1 
181-52087 91 1 181-52314-3 ΧΙ 40-6 1 
: ME 1 R82NA 181-52314-5 Pl 40 1 
odin, 1 R82NA 181-52315 x2 40-1 1 
181 5208157 1 181-52317-3 ΧΙ 44-19 1 
181-52088 91 1 181-52317-4 B š 
181-52088-21 1 pest A291 1 
181: 52088 3 i R82NA  181-52317-5 ΡΙ 44 1 
181 550885 1 R82NA 181-52317-6 42 1 
181-52089 Μι 129-74 2 R82NA s ο, i dod 1 
130-46 2 z 8 
181-52320-3 M1 42 1 
: i Mt Mg i 181-52321 ΜΙ 42-9 1 
181-52321-3 M 42 1 
d pate un i R82NA 181-52322 84-9 1 
181-52092. Mi 44-27 1 ος le 
181-52093 M1 44-14 2 181-52324-2 45 1 
181-52094-3 X1 2 ` 181-52324-3 X1 42-42 4 
R82NA 181-52094-5 Pl 44-18 2 R82NA 181-52324-5 P1 4 
R82NA 181-52095 P1 44-26 1 NA MET i à 1 
$ T 8 181- z Ξ 5-2 
' 181-52095-3 X1 1 ΝΑ Ίνκας HM s ὶ 
181 52096.3 ΜΙ 1 181-52326-1 45-7 2 
1815209065 - ΜΙ 1 181-52326-2 45 1 
181~52097 M1 44-15 2 R82NA 181-52327 P1 42-34 4 
181-52098 ^ MI 44-16 2 R82NA 181-52328 2 
R82NA 181-52099 P1 44-33 1 181-52328-3 2 
181-52101 A 131-28 1 181-52329 M1 2 
181-52101-3 Al 135 1 181-52329-3 M1 5 2 
181-52102 1 181-52330 f 22 2 : 
181-52102-3 xi 135 1 r 181-52330-1 M1 1 
181-52102-5 X2 135-6 1 181-52330-101 ΜΙ 1 
181-52103 x2 135-10 1 181-52330-102 ΜΙ 1 
181-52104-3 ΧΙ 135 1 181-52330-11 ΜΙ 1 
181-52104-5 Χ2 135-1 1 181-52330-13 Μι 1 
181-52105 M1 135-5 1 181-52330-2 ΜΙ 1 Ñ 
R82NA 181-52106-1 21 78-46 1 181-52330-3 Μι 1 , f 
R82NA 181-52106-2 ΡΙ 78 1 181-52330-4 Μι 1 
181-52101-1 Mi 18-41 1 181-52330-5 M1 2 
181-52107-2 Μι 78 1 181-52330-7 M1 2 
181-52203 - ML 132-11 2 181-52330-9 ΜΙ "1 
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Section Ili : ~ - SECURITY INFORMATION — RESTRICTED 


Numerical Index of Contractor Parts ` AN 01-60JKB-4 i 
STOCK PART SOURCE FIGURE & Š TOTAL MICRO- STOCK PART SOURCE FIGURE & TOTAL MICRO- 
NUMBER NUMBER CODE INDEX NUMBER QTY FILM NUMBER NUMBER CODE INDEX NUMBER QTY FILM 
181-52331 43-30 2 181-52417-2 Μι 1 
181-52331-1 M1 1 181-52417-3 M1 1 
181-52331-2 M1 1 181-52417-4 M1 1 
181-52331-3 Μι 2 181-52417-5 M1 1 
181-52331-5 Μι 1 181-52417-6 ΜΙ 1 
181-52331-6 Μι 1 181-52418 ΜΙ 9 
181-52331-7 M1 1 181-52418-3 ΜΙ 2 
181-52331-8 Μι 1 E 181-52418-5 Mi 2 
181-52335 42-55 2 " 181-52419-1 M1 139-15 1 
181-52338-3 X1 1 181-52419-2 Μι 139 1 
' |. 181-52338-4 Xi 1 181-52419-3 MI 1 
R82NA 181-52338-5 P1 1 181-52419-4 M1 1 
R82NA 181-52338-6 P1 1 181-52419-5 M1 1 
R82NA 181-52339 M1 46-11 4 181-52419-6 M1 1 
181-52339-3 , 46-12 2 181-52420 Mi 78 2 
181-52339-5 46 2 181-52420-3 MI 1 
R83NA'  181-52342 P 2 181-52420-5 1 
46-33 2 181-52420-7 H 
181-52343 Mi 42-12 2 181-52421 Μι 133-22 1 
181-52343-3 M 42 2 181-52422-1 M1 . 92 1 
181-52344 Μι 42-13 1 181-52422-10 M1 1 
181-52344-3 M 42 1 k 181--52422-11 MI 1 
R82NA'  181-52347 P1 : 84-15 1 181-52422-12 ΜΙ 1 
181-52348-3 ΧΙ 132-46 1 181-52422-13 MI 1 
R82NA 181-52348-5 x2 132-45 1 181-52422-14 M1 1 
181-52349 M1 46-13 2 181-52422-15 M1 1 
181-52350 2 181-52422-16 M1 1. 
R82NA 181-52353 46-10 2 181-52422-2 M1 92 1 
181-52356 132 1 181-52422-3 MI 1 
181-52358 45-3 2 181-52422-4 M1 1 
181-52358-5 45 1 181-52422-5 M1 1 
181-52359 45-6 3 181-52422-6 Μι 1 
181-52361-5 45 2 181-52422-7 M1 1 
181-52362-1 45-4 1 181-52422-8 M1 1 
181-52362-2 45-5 1: 181-52422-9 M1 1 
45 181-52423-1 M1 1 
181-52363-3 46-7 1 181-52423-2 Μι 1 
181-52363-4 46 1 R82NA 181-52424-1 71-33 1 
181-52363-5 š 46 1 R82NA 181-52424-2 71 1 
181-52363-6 46 1 R82NA 181-52425 P1 139-32 2 
181-52364 ' 45 2 181-52426 Μι 1 
181-52376 M1 42 2 181-52426-3 M1 1 
181-52376-3 M1 ' 42-37 2 181-52427 M1 132-44 2 
181-52376-5 M1 42 2 181-52427-3 Ml 2 
R82NA 181-52377 P1 4 181-52428 M1 132-20 2 
- — 181-52377-3 ΧΙ 42-38 4 181-52428-3 M 2 
181-52379-3 X1 42-30 2 181-52429 ΜΙ 137-58 1 
181-52379-4 42 2 181-52429-3 M ` 1 
R82NA 181-52379-7 P1 3 181-52430 M1 137-59 dc 
181-52379-8 2 181-52430-3 M 1 
R82N'A 1181-52380 P1 8 181-52431 Μι 139-3 2 
181-52380-3 ΧΙ 42-25 8 181-52431-3 Μι 2 
181-52381 M1 2 181-52434-3 131-31 1 
R82NA 181-52382 P1 42-56 1 181-52433 131-24 2 
R82NA 181-52383-1 42-46 1 R82NA 181-52433-3 x2 2 
R82NA 181-52383-2 42 1 181-52434-3 ΧΙ 1 
181-52384 , 127-5 1 181-52434-4 Xi 1 
181-52384-3 1 181-52434-5 x2 131-31 1 
181-52384-5 1 181-52434-6 x2 131 1 
181-52384-7 1 R82NA 181-52435 P1 131-23 2 
181-52385 127-6 1 181-52436 M1 139-41 2 
181-52401-1 A 131 1 181-52436-3 Mi 2 ie 
181-52401-2 - A 131 1 181-52436-5 M1 139-43 43 
181-52403 Mi 131-17 1 181-52437 M1 139-42 2 
181-52404-1 x2 139-1 1 181-52437-3 M1 2 
181~52404-2 x2 139 1 181-52437-5 : ΜΙ 139 2 
181-52405-1 x2 139-5 ` 1 181-52438-3 X1 1 
181-52405-2 x2 139 1 181-52438-4 ΧΙ 1 
΄ 181-52406 ΜΙ 133-31 1 181-52438-5 x2 139-20 1 
181-52406-3 - M1 1 181-52438-6 X2 139 1 
181-52407 Μι 133-18 1 R82NA 181-52440 P1 98-11 1 
181-52408 x2 133-4 1 R82NA 181-52441 P1 98-17 1 
181-52409-1 71-29 1 181-52442 M1 131-16 1 
181-52409-2 71 1 181-52442-3 M 1 
R82NA 181-52410 M1 - 133-7 1 R82NA 1181-52443 P 140-25 2 
181-52410-3 M1 : 1 141-10 : 
181-52410-5 M1 1 181-52444-3 140 1 
181-52411-1 M1 139-24 1 181-52444-4 141 1 
181-52411-2 M1 139 1 R82NA 181-52444-5 140-24 1 
181-52411-3 - 1 R82NA 181-52444-6 141-6 1 
181-52412-1 M1 139-30 1 181-52445-3 X1 2 
š 181-52412-2 M1 ; 139 1 R82NA 181-52445-5 P1 140-26 2 
R82NA 181-52413 Pi ` 2 141-15 2 
R82NA 181-52413-3 P1 131-25 1 R82NA 181-52446-1 x2 132-17 1 
R82NA 181-52413-4 P1 131 1 R82NA 181-52446-2 x2 1 
181-52414 M1 167-35 1 181-52447 131-14 1 
181-52414-3 M1 1 181-52449 M1 132-24 2 
181-52414-5 Mi "MES! 181-52449-3 M1 132-25 2 
181-52415 Μι 167 . 1 181-52449-5 M1 2 
181-52416 133-21 1 181-52450 M1 2 
R82NA 181-52416-3 P 1 181-52451-1 M1 95 1 
181-52417-1 Μι 1 181-52451-11 M1 1 
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` 


STOCK 


NUMBER 


R82NA 


R82NA 


R82NA 


R82NA 


PART 
NUMBER 
181-52451-2 
181—52451-3 
181-52451-4 
181-52451-5 


- 181-52451-6 


181-52451-7 
181-52451-8 
181-52451-9 
181-52452-3 
181-52452-5 
181-52453 
181-52453-3 
181-52455 
181-52455-3 
181-52455-5 
181-52456 
181-52457 


181-52458 


181-52459 
181-52459-3 
181-52459-5 
181-52459-7 
181-52460 
181-52461 
181-52462 
181-52463 
181-52465 
181-52466 
181-52467 
181-52467-3 
181-52468 
181-52469 
181-52470 
181-52471 
181-52471-3 
181-52471-5 
181-52471-7 
181-52472 
181-52473 
181-52473 
181-52473-3 
181-52473-5 
181-52473-7 
181-52476 
181-52477 
181-52478 
181-52479 
181-52513-1 
181-52513-2 
181-52534-1 
181-52534-2 
181-52535 
181-52535-2 
181-52536 
181-52537 
181-52538 
181-53001 
181-53005 
181-53005-3 | 
181-53005-5 
181-53005-7 
181-53006 
181-53006-3 
181-53006-4 
181-53006-5 
181-53006-7 
181-53006-8 
181-53009 
181-53009-3 
181-53010 
181-53011 
181-53012 
181-53013-1 
181-53013-2 
181-53014-1 
181-53014-11 
181-53014-2 
181-53014-3 
181-53014-4 
181-53014-7 
181-53015-1 
181-53015-2 
181-53016-1 
181-53016-2 
181-53017-1 
181-53017-2 
181-53017-3 
181-53018 
181-53019 
181-53020 


SOURCE 
CODE 


M1 
ΜΙ 
M1 


SECURITY INFORMATION — RESTRICTED 


FIGURE & 
INDEX NUMBER 


95 


139-38 
139-39 
131-26 


133-3 
133-19 
133-2 
133-20 


167-38 
167-39 
131-30 
167-40 
131-20 


131-34 


(056 181-52473) 
66 


131-48 

133-14 

131-51 

131 
46-6 
46 


144-1 


143-1 


146 
146 
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TOTAL 
QTY 
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AN 01-60JKB-4 ` 


MICRO- STOCK 
FILM NUMBER 


R82NA 
R82NA 


R82NA 
R82NA 


|. RESTRICTED 


PART 
NUMBER 
181-53021 
181-53021-3 


` 181-53022 


181-53024-1 
181-53024-2 
181-53025-1 
181-53025-2 
181-53033 
181-53033-3 
181-53034 
181-53035 
181-53036 
181-53037 
181-53038 
181-53038-3 
181-53038-5 
181-53038-7 
181-53039 
181-53039-11 


181-53039-13 


181-53039-15 
181-53039-17 
181-53039-19 
181-53039-20 
181-53039-21 
181-53039-3 
181-53039-5 
181-53039-7 
181-53039-9 
181-53040 
181-53040-3 
181-53043 
181-53044 
181-53044-3 
181-53044-5 
181-53045 
181-53046 
181-53046-3 
181-53047 
181-53048 
181-53048-3 
181-53048-5 
181-53049 
181-53049-3 
181-53049-5 
181-53049-7 
181-53052 
181-53055 
181-53055-3 
181-53055-5 
181-53055-7 
181-53055-9 
181-53066-1 
181-53066-2 
181-53085-1 
181-53085-2 
181-53086 
181-53087 
181-53087-1 
181-53087-2 
181-53088 
181-53089-1 
181-53089-2 
181-53090 
181-53091 
181-53092 
181-53093 
181-53094-1 
181-53094-2 
181-53097-1 
181-53097-2 
181-53098 
181-53099-1 
181-53099-2 
181-53099-3 
181-53099-5 
181-53100-1 
181-53100-2 
181-53100-3 
181-53100-5 
181-53100-6 
181-53104-1 
181-53104-2 
181-53104-3 
181-53104-4 
181-53105-1 
181-53105-2 
181-53106 
181-53107 
181-53107-3 
181-53107-5 
181-53108 


SOURCE 
CODE 


FIGURE & 


INDEX NUMBER 


146-45 
146-44 
146-58 
146 


146-57 
146 


279-1 
219-2 


145-2 


.144 


145-5 


147-24 
147-25 


Section ΙΙΙ 
Numerical Index of Contractor Parts 


TOTAL 
QTY 


= 
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MICRO- 
FILM 
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Numerical Index of Contractor Parts AN 01-60JKB-4 
STOCK. PART SOURCE FIGURE & TOTAL MICRO- STOCK `PART SOURCE FIGURE & TOTAL MICRO- 
NUMBER NUMBER i CODE INDEX NUMBER QTY FILM | NUMBER NUMBER . CODE INDEX NUMBER QTY FILM 
181-53108-3 M1 1 181-53172-5 MI 1 
181-53108-5 . M1 1 181-53172-7 Μι 1 
181-53123 1 181-53172-9 M1 1 
181-53123-5 1 181-53173 » M1 86 1 
181-53124 M1 86-19 2 181-53173-3 - M1 1 
181-53125 M1 86-22 1 181-53173-5 Mi t 86-8 1 
181-53125-3 M1 1 181-53173-7 M1 86-7 1 
181-53125-5 M1 1 181-53173-9 Μι 86-6 1 
R82NA 181-53126 P 143-6 1 181-53174 ` MI 1 
181-53126-3 Μι 1 181-53174-3 | M1 1 
181-53126-4 M1 1 : 181-53175 , M1 1 
181-53126-5 Μι 1 181-53175-3 M1 1 
181-53126-7 `M1 1 181-53176-3 M1 143-2 1 
181-53126-8 Μι 2 181-53176-4 M1 143 1 
181-53127 1 R82NA 181-53177 P 143-7 1 
181-53128 1 181-53177-10 M1 1 
181-53128-3 1 181-53177-3 M1 1 
181-53129 1 181-53177-5 Μι 1 
181-53129-3 1 181-53177-7 M1 1 
181-53130 1 181-53177-9 Μι 1 
181-53130-3 E 1 181-53178 M1 143-4 1 
181-53132 1 181-53178-3 Mi 1 
181-53133-3 Μι 86-10 2 181-53178-5 M1 ` 1 
i 181-53133-5 1 181-53178-7 M1 ` 1 
181-53134 M1 1. 181-53178-9 ` Μι 1 
181-53135 Μι 1 181-53179-3 ' M1 1 
181-53136 M1 1 181-53179-4 Μι 1 
181-53150 * Ref 181-53179-5 ΜΙ 1 
181-53151 ; 1 181-53179-7 M1 l 
181-53152 1 181-53180 M1 1 
181-53152-3 1 181-53180-3 Μι 1 
181-53152-5 . 3 181-53181-3 M1 1 
181-53153 MI 1 181-53181-4 M1 1 
181-53153-3 M1 1 181-53182 Μι 1 
181-53153-5 Μι 3 181-53183 ΜΙ 1 
181-53155-3 ` Μι 1 181-53183-3 Μι 1 
181-53155-4 M1 1 181-53183-5 M1 1 
181-53156-11 ΜΙ 1 181-53184 Μι 1 
181-53156-3 Μι 1 181-53184-3 M1 1 
181-53156-5 M1 1 181-53184-5 M1 1 
181-53156-7 Μι 1 181-53185 Mi 1 
181-53156-9 Μι 1 181-53185-3 M1 1 
181-53157 Mi 1 i 181-53185-5 Μι 1 
181-53157-3 M1 1 181-53185-7 I 1 
181-53157-5 Μι 1 181-53186 Μι 86-5 3 
181-53157-7 M1 1 181-53187 1 
181-53158 M1 1 181-53188 Ν 1 
181-53158-3 Μι 1 181-53189 Mi 1 
181-53159 M1 1 181-53189-3 1 
181-53159-3 M1 1 181-53190 , ΜΙ 1 
181-53159-5 M1 1 181-53191 M1 146-56 2 
181-53160 Μι 1 181-53192 1 
181-53160-11 i 1 181-53192-3 1 
181-53160-3 M1 1 181-53196 M1 1 
181-53160-5 Mi 1 181-53198 . M1 1 
181-53160—7 ` M1 1 181-53197 M1 1 
181-53161-9 ΜΙ 1 181-53199 Μι 1 
181-53161 Μι 1 181-53203 M1 4 
, 181-53161-3 M1 1 181-53204 M1 1 ` 
” 181-53161-5 Μι 1 181-53205-1 M1 1 
181-53161-7 Mi 1 181-53205-2 Μι 1 
181-53161-9 M1 1 181-53206 M1 86-14 1 
181-53162 ΜΙ 1 181-53207 Mi 4 
181-53162-3 Mi 1 181-53207-3 M1 4 
181-53162-5 . Mi 1 R82NA 181-53208 P 146-41 4 
181-53163 Μι 1 181-53209 146-42 4 
181-53163-3 M1 1 181-53209-3 M1 2 
181-53163-5 1 181-53209-5 M1 2 
181-53164 Mt 1 181-53209-7 M1 2 
181-53164-3 Μι 1 181-53209-9 M1. 2 
181-53165 1 181-53210 M1 1 
181-53165-3 1 181-53210-3 M1 1 
181-53165-5 1 181-53210-5 M1 : 1 
181-53166 M1 1 181-532102 143-28 1 
181-53166-3 . M1 1 181-532103 P 145-41 2 
181-53166-5 M1 1 181-53211-1 M1 146 1 
181-53166-7 M1 1 181-53211-2 Μι 146 1 
181-53166-9 M1 2 181-53211-3 M1 1 
181-53167-1 . Μι 1 181-53211-4 Μι 1 
181-53161-2 ΜΙ 1 181-53212 Mi 1 
181-53168 M1 1 181-53213 M1 1 
181-53168-3 M1 1 181-53214-1 Μι 1 
181-53169 M1 1 181-53214-2 Mi 1 
181-53169-3 Μι 1 181-53215-1 Μι 1 
181-53169-5 1 181-53215-2 M1 1 
181-53170 M1 1 181-53216 Μι 144-4 2 
181-53170-3 Μι 1 181-53217 : M1 146-60 2 
181-53170-5 1 181-53218 M 146-11 1 
181-53171 š M1 1 181-53220 ΜΙ 86-15 1 
181-53171-3 Μι 1 181-53220-3 Μι 1 
181-53172 Mi 86-3 1 181-53220-5 M1 1 
181-53172-3 M1 1 181-53221 M1 2 
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, 


SECURITY INFORMATION — RESTRICTED Section lli 


AN 01-60JKB-4 Numerical Index of Contractor Parts 
STOCK PART SOURCE FIGURE & TOTAL MICRO- STOCK . PART SOURCE FIGURE & TOTAL MICRO- 
NUMBER NUMBER . CODE INDEX NUMBER QTY FILM NUMBER NUMBER CODE INDEX NUMBER QTY FILM 
181-53224 Μι 1 181-53281 2 
181-53224-3 M1 1 181-53282 2 
181-53224-5 Μι 1 181-53283 143 1 
181-53225 A ; 143-19 1 181-53283-3 1 
181-53225-11 1 181-53283-5 - 143-31 1: 
181-53225-3 1 181-53284 145-37. 1 
181-53234 Μι 1 181-53284-3 1 
181-53234-3 M1 1 181-53284-5 1 
181-53234-5 M1 1 181-53285 1 
181-53236 M1 1 181-53286 ; 147-19 1 
181-53244-1 Μι 1 181-53287 147-6 1 
181-53244-2 M1 1 181-53288 : 144-32 2 
181-53245 1 181-53289-1 144-33 1 
181-53246-1 Μι 1 181-53289-11 E : 1 
181-53246-2 M1 1 181-53289-12 1 
mos o ΓΕ T, 
= 5 181-53289-14 1 
181-53247-1 M1 1 181-53289-15 1 
181-53247-2 Μι 1 181-53289-16 1 
181-53248-1 Mi 1 181-53289-2 144 1: 
181-53248-2 H 181-53289-21 ; 1 
181-53251 M1 146-13 1 181-53289-22 1 
181-53252 146 1 181-53289-3 1 
181-53252-3 146-14 1 181-53289-4 sd 
181-53254 Mi 1 eco ; 
£ 181-53289-7 . 2 
m y ! TEE : 
š : -53290 -2 1 
181-53259 72-9 1 ας 145-58 l 
181-53259-3 1 181-53290-5 1 
ον : 181-53291 145-27 1 
Nx i ' 181-53292 72 1 
181-53261 1 : 
181-53262 143-20 1 να. ` ; i 
181-53263 ` 1 > E 
181-53264 i 181-53292-15 1 
181 53205 1 181-53292-17 1 
181-53266 1 181-53292-27 72-25 1 
181-53266-3 1 181-53292-3 1 
181-53267 1 181-53292-5 1 
181-53267-3 1 181-53292-7 1 
ΜΗΝ ΘΑ f CE 143-34 1 
147 - x 
as ΠΠ αν a ce 
181-53269-13 1 181-53294-3 2 
181-53269-15 1 negocia : 
181-53269-17 1 > T 
181-53269-19 1 181-53295-1 1 . 
181-53269-21 . 1 181-53235-3 T" i 
181-53269-23 147 2 181-53296 5-21 - 
181-53269-25 : . 147 2 181-53297 145-7 2 
181-53263-27 1 181-53298 145-19 š 1 
181-53269-29 1 181-53299 145-8 1 
18153269. 3 1 181-53299-11 . 1 
181-53269-31 1 dames : i 
a ; t : 
181-53269-37 1 181-53299-9 l 
181-53269-39 1 181753301 
181-53269-4 1 181-53302 75 ` 1 
181 53269 41 1 181-53303 102 1 . 
181-53269-5 1 181-53304 71 1 
181-53269-6 1 181-53305 1 
181-53269-7 1 181-53306 282-13 1 
181-53269-8 1 181-53307-1 A1 73 1 
181-53269-9 1 181-53307-2 A1 73 1 
181-53270 147-18 1 181-53312 M1 1 
181-53271 1 181-53320-3 M 151-34 2 
181-53272 1 181-53320-5 - M 151-35 6 
181-53273 147-13 1 181-53320-7 M 151-30 2 
181-53274-3 1 R82NA 181-53321 P1 . 282-16 1 
181-53274-5 1 181-53321-11 1 
181-53275 147-2 1 181-53321-5 ΧΙ 1 
R82NA 181-53276-1 1 ΝΞ zi 2 
181-53276-2 1 181-53321-- f 
181-53277 E 181-53322 M1 ` 152-54 1 
147-12 1 
181-53277-3 ᾿ 1 181-53322-3 M1 1 
181 532115 1 181-53325 M1 1 
181-53278 147-5 1 181-53327 M1 1 
181-53279 147-1 1 181-53328 Μι 282-18 1 
181-53280 : 147 1 ο... Mi 152-71 j 
181-53280-11 1 181-5 
181-53280-13 1 181-53340-11 Μι 1 
181-53280-15 ` 1 181-53340-13 M1 1 
181-53280-17 1 181-53340-15 Μι 2 
181-53280-19 1 181-53340-17 , M1 1 
181-53280-21 1 181-53340-19 M1 1 
181-53280-3 1 181—53340-3 M1 1 
181-53280-5 1 181-53340-5 M1 1 
181-53280-7 1 181-53340-7 M1 1 
181-53280-9 1 181-53340-9 M1 1 
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Section Ill 
Numerical Index of Contractor Parts 


STOCK 
NUMBER 


R82NA 
R82NA 
R82NA 
R82NA 
R82NA 
R82NA 

.R82NA 
R82NA 


R82NA 


580 


PART 
"NUMBER 


181-53348 
181-53348-3 
181-53349-1 
181-53349-2 
181-53350 


181-53350-11. 
181-53350-13 


181-53350-15 
181-53350-17 
181-53350-19 
181-53350-21 
181-53350-23 
181-53350-3 
181-53350-5 
181-53350-7 
181-53351 


181-53351-3 ' 


181-53351-4 
181-53351-1 
181-53352 
181-53352-3 
181-53352-4 
181-53352-5 
181-53352-7 
181-53352-9 
181-53355 
181-53355-3 
181-53356 
181-53356-3 
181-53356-5 
181-53356-7 
181-53356-9 
181-53357 
181-53357-11 
181-53357-21 
181-53357-3 
181-53357-5 
181-53357-7 
181-53357-9 
181-53358 
181-53359 
181-53359-3 
181-53359-5 
181-53359-7 
181-53361 
181-53361-3 
181-53361-4 
181-53361-5 
181-53361-6 
181-53361-7 
181-53363 
181-53363-3 
181-53364 
181-53364-3 
181-53364-5 
181-53364-7 
181-53364-9 
181-53367 
181-53367-3 
181-53367-5 
181-53367-7 
181-53367-9 
181-53368 
181-53368-3 
181-53368-5 
181-53368-7 
181-53368-9 
181-53370-3 
181-53370-5 
181-53370-7 
181-53371-11 
181-53371-3 
181-53371-5 
181-53371-7 
181-53371-9 
181-53372-1 
181-53372-2 
181-53374 
181-53375 


181-53375-11 
181-53375-21 
181-53375-3 
181-53375-5 - 
181-53375-7 
181-53375-9 
181-53378 

181-53379 

181-53380 

181-53380-3 
181-53380-5 
181-53380-6 


SOURCE 
CODE 


SECURITY INFORMATION — RESTRICTED 
AN 01-60JKB-4 


FIGURE & 
INDEX NUMBER 


(Use 
(Use 
(Use 
(Use 
(Use 
(Use 


(Use 


152-23. 


152-29 


152-61 


152-70 


88-84 
152-62 


152-65 


152-60 


151-32 


151-39 


181-53310-9) 
181-53370-11) 
181-53370-13) 
181-53371-21) 
181-53371-13) 
181-53371-15) 
152-51 


181-53371-19) 


92 
92-21 


150-18 
151-41 
152-19 


TOTAL 


QTY 


m 


μαμα μα = 


= = = = = à HÀ ἵνα et = = = 


FB μι μα μι μα μα μα μα ου πα πὰ = pd μὰ = μά = ΝΣ = = = = = = κα = = μα πα = pad μα tQ ΚΠ = peab μα peb pd jk ph ol ol μὰ κ μὰ pat μά μὰ ο... 


MICRO- STOCK 


FILM NUMBER 
R82NA 
RESTRICTED 


PART 
NUMBER 


181-53382 
181-53382-3 
181-53382-5 
181-53383 
181-53383-3 
181-53383-5 
181-53384 
181-53384-3 
181-53384-5 
181-53384-7 
181-53384-9. 
181-53385-11 
181-53385-15 
181-53385-19 
181-53385-23 
181-53385-27 
181-53385-3 
181-53385-31 
181-53385-7 
181-53405 
181-53405-11 
181-53405-13 
181-53405-3 
181-53405-5 
181-53405-7 
181-53405-9 
181-53407 
181-53407-3 
181-53407-4 
181-53407-5 
181-53407-7 
4181-53411 
181-53411-3 
181-53411-5 
181-53412 
181-53412-3 
181-53412-5 
181-53413 
181-53414 
181-53416 
181-53417 
181-53426 
181-53427 
181-53427-3- 
181-53428 
181-53429 
181-53432 
181-53432-3 
181-53432-5 
181-53432-7 
181-53432-9 
181-53433 
181-53434 
181-53434-3 
181-53434-5 
181-53434-7 
181-53435 
181-53435-7 
181-53435-9 
181-53436 


181-53436-11- 


181-53436-13 
181-53436-15 
181-53436-17 
181-53436-3 
181-53436-5 
181-53436-7 
181-53436-9 
181-53437 
181-53437-3 
181-53440 
181-53440-15 
181-53440-3 
181-53440-5 
181-53440-7 
181-53441 
181-53442 
181-53442-3 
181-53443 
181-53443-3 
181-53443-5 
181-53443-7 
181-53443-9 
181-53444 
181-53444-11 
181-53444-13 
181-53444-3 
181-53444-5 
181-53444-7 
181-53444-9 
181-53445 
181-53446 


SOURCE 


CODE 
Mi” 


Μι 


FIGURE & 
INDEX NUMBER 


(Use 
(Use 


(Use 
(Use 


152-42 
152-40 
181-53385-35) 
181-53385-39) 
152-35 
152-41 
181-53385-41) 
181-53385-43) 
153-21 


152-16 


103-26 
103-27 
103-28 
153-1 


152-4 
71-13 


71-14 
103-29 
150-9 


150-13 


150-21 


171-12 


150-3 


150-6 


TOTAL 
QTY 


ο 


= = 
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MICRO- 
FILM 
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STOCK PART 
NUMBER NUMBER 


R82NA 181-53447 
181—53448 
.R82NA 181-53449 
181-53450 
181-53450-3 
181-53451 
181-53452-1 
181-53452-2 
181-53452-3 
181-53452-5 
181-53452-6 
181-53452-7 
181-53452-8 
181-53452-9 
181-53456 
181-53462 
181-53462-3 
181-53462-5 
181-53463 
181-53470 
181-53473 
181-53473-11 
181-53473-17 
181-53473-3 
181-53473-5 
181-53473-7 
181-53473-9 
181-53474 
R82NA 181-53477 


181-53482-3 
181-53482-5 
181-53482-7 
181-53483 
181-53483-3 
181-53483-5 
181-53483-1 
181-53501-1 
181-53501-2 
181-53501-3 
181-53501-4 

R82NA 181-53502 
181-53503 
181-53503-3 
181-53504 
181-53504-3 
181-53505 
181-53505-3 
181-53505-5 
181-53506 
181-53506-3 
181-53506-5 
181-53507 
181-53508 
181-53509 


R82NA 181-53510 
181-53511 
181-53514 
181-53515 
181-53516 
181-53517 
181-53517-3 
181-53518 
181-53519-3 
181-53519-5 
181-53520 
181-53521 

R82NA 181-53522 
181-53522-3 
181-53523 
181-53524 

R82NA 181-53525 
181-53526 
181-53550-1 
181-53550-10 
181-53550-101 
181-53550-102 
181-53550-11 
181-53550-12 
181-53550-13 
181-53550-14 
181-53550-15 
181-53550-:6 
181-53550-17 
181-53550-18 
181-53550-19 
181-53550-2 
181-53550-20 
181-53550-21 
181-53550-22 


Revised 15 September 1953 


SOURCE 


CODE 
P 


P 
Μι 
Μι 
Χ2 
Mi 
Mi 
Mi 
M1 
Μι 
Μι 
Μι 
ΜΙ 
Μι 


SECURITY INFORMATION — RESTRICTED 


FIGURE & 
INDEX NUMBER 


152-58 
150-4 


150-20 
101-26 
101-27 


152-57 
150-19 


150-34 


153-16 
86-61 
86 

153 

153-15 


151-11 
151 
151-19 
151 
151-12 
151-33 


151-42 


151-38 


151-44 
151-37 
151-29 ' 
151-28 
151-36 
151-17 
151-20 


151-10 
151-8 


151-13 
151 


151-9 
151-43 
151-31 
150-31 
149-1 


149 
149 


149 


TOTAL 


QTY 


= à Hà RÀ Hà ee RN τὸ t οὐ τὸ 2 RYN IP e N μὴ μὰ = ουσ ο ου πὰ = = μὰ μα μὰ et 4 μα et μὰ μα μὰ δ d t 


ο [κα a HH μα e ool κα [κά tQ μά κα κα εὲ PN mM 


AN 01-60JKB-4 


MICRO- STOCK 
FILM NUMBER 


R82NA 


R82NA 


R82NA 


R82NA 
R82NA 


RESTRICTED 


PART 
NUMBER 


181-53550-23 
181-53550-24 
181-53550-25 
181-53550-27 
181-53550-3 
181-53550-4 
181-53550-5 
181-53550-6 
181-53550-7 
181-53550-8 
181-53550-9 
181-53551 
181-53552-1 
181-53552-2 
181-53553-1 
181-53553-2 
181-53554-1 
181-53554-2 
181-53555 
181-53556-1 
181-53556-2 
181-53557-1 


181-53557-2 ` 


181-53558 
181-53559 
181-53559-3 
181-53560-1 


181-53560-2 


181-53561-1 
181-53561-2 
181-53563-1 
181-53563-2 
181-54001 
181-54002-3 
181-54003-3 
181-54003-4 
181-54003-5 
181-54004 
181-54005-11 
181-54005-3 
181-54005-5 
181-54005-7 
181-54005-9 
181-54006-3 
181-54006-4 
181-54006-5 
181-54006-6 
181-54007-3 


181-54008-3 . 


181-54008-4 
181-54013-1 
181-54013-2 
181-54013-3 
181-54013-5 
181-54015-1 
181-54015-2 
181-54016 
181-54016-3 
181-54016-5 
181-54026 
181-54027 
181-54027-3 
181-54028 
181-54028-3 
181-54029 
181-54030 
181-54030-3 
181-54031 
181-54032 
181-54033 
181-54033-3 
181-54034 
181-54034-3 
181-54035 
181-54036 
181-54036-3 
181-54037 
181-54037-3 
181-54038 
181-54039 
181-54039-3 
181-54040 
181-54040-3 
181-54041 
181-54042 
181-54043 


181-54044 
181—54045 
181-54047 


SOURCE 
CODE 


M1 
M1 


M1 
M1 
M1 
M1 


FIGURE & 
INDEX NUMBER 


Section IH 
Numerical Index of Contractor Parts 


TOTAL 
QTY 
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MICRO- 
FILM 
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Section III 
Numerical Index of Contractor Parts 


STOCK 
NUMBER 


582 


PART 
NUMBER 


181-54048-11 
181-54048-13 
181-54048-21 
181-54048-23 
181-54048-3 
181—54048-5 
181-54048-7 
181-54048-9 
181-54049 
181-54051-3 
181-54050 
181-54051 
181-54051-3 
181-54053 
181-54054 
181-54055 
181-54056 
181-54056-3 
181-54056-5 
181—-54056-7 
181-54057 
181-54058-10 
181-54058-11 
181-54058-12 
181-54058-13 
181-54058-14 
181-54058-15 
181-54058-16 
181-54058-17 
181-54058-18 
181-54058-19 
181-54058-2 
181-54058-20 
181-54058-21 
181-54058-22 
181-54058-23 
181-54058-24 
181-54058-25 
181-54058-26 
181-54058-27 
181-54058-28 
181-54058-29 
181-54058-3 
181-54058-30 
181-54058-31 
181-54058-32 
181-54058-33 
181-54058-34 
181-54058-35 
181-54058-36 
181-54058-37 
181-54058-38 
181-54058-39 


181-54058-4 


181-54058-40 
181-54058-41 
181-54058-42 
181-54058~43 
181-54058-44 
181-54058-45 
181-54058-46 
181-54058-47 
181-54058-48 
181-54058-49 
181-54058-5 

181-54058-50 
181-54058-51 


: 181-54058-52 


181-54058-53 
181-54058-54 
181-54058-55 
181-54058-56 
181-54058-57 
181-54058-58 
181-54058-59 
181-54058-6 

181-54058-60 
181-54058-61 
181-54058-62 
181-54058-53 
181-54058-64 
181-54058-65 
181-54058-66 
181-54058-67 
181-54058-68 
181-54058-69 
181-54058-7 

181-54058-70 
181-54058-71 
181-54058-72 
181-54058-73 
181-54058-74 


SOURCE 
CODE 


SECURITY INFORMATION — RESTRICTED 


FIGURE & 


INDEX NUMBER 


28-13 
165 
168-37 
165-1 


164-1 


155 
155-1 


TOTAL 
QTY 


1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
2 
3 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 


AN 01-60JKB-4 


MICRO- STOCK 
FILM NUMBER 

R82NA 

R82NA 

R82NA 


_ RESTRICTED 


PART 
NUMBER 
181-54058-15 
181-54058-76 

181-54058-8 
181-54058-9 

181-54059 
181-54059-3 
181-54060 
181-54061-1 
181-54061-2 
181-54062 
181-54063 
181-54064 
181-54065 
181-54065-13 
181-54066 
181-54067-1 
181-54067-2 
181-54068-1 
181-54068-2 
181-54068-3 
181-54068-4 
181-54069 
181-54069-3 


181-54069-5 


181-54070 
181-54071 
181-54072 
181-54075 
181-54076 
181-54076-3 
181-54076-5 
181-54079 
181-54080 
181-54081 
181-54082 
181-54082-3 
181-54083 
181-54084 


181-54085 


181-54086 
181-54088 
181-54089 
181-54090 
181-54091 
181-54092 
181-54093 
181-54094 
181-54095 
181-54096 
1891-54097 
181-54098 
181-54099 
181-54100 
181-54101-1 
181-54101-2 
181-54102-1 
181-54102-2 
181-54102-3 _ 
181-54102-4 
181-54103 


181-54104 
181-54105 
181-54106 
181-54107 
181-54107-3 
181-54108 
181-54108-3 
181-54109 
181-54110 


181-54111 
181-54112 
181-54113 


181-54114 
181-54115 


-181-54116 


181-54116-3 
181-54116-5 
181-54116-7 . 
181-54117 
181-54118 
181-54119 
181-54119-3 
181-54119-5 
181-54119-7 
181-54121 


SOURCE 
CODE 


s 


PRSSSSSS SSSSEES 


FIGURE & TOTAL MICRO- 
INDEX NUMBER QTY FILM 


155-16 
155 


154-1 
154 
154-4 


154-5 


171-10 
167-15 


167 
171-15 
171-9 
168-42 
168-43 


169-2 
172-31 
166-23 
169-3 
169-4 
166-22 
172-32 
172-41 
166-15 
166-16 
172 
172-42 
172-52 
168-36 
168-35 


DO N ῬΑ πὰ pa à el jeh [μά pad [πα ja νὰ eS tQ tó (Ñ [πα 154 = {πὸ μά A DO — μά to IO NN = I ἵνα μα κα μα μα μά κα 


= 


172-17 
172-26 
172-13 
172-12 
172-6 

170-31 
170-32 
174-1 

174-11 


OND im = = = = = = = = μα = = = = = eee NS 


174-2 
174-12 
161-15 


168-1 
166-33 


bd pmd pe pat pd = = κα = 


173-27 
173-37 
73 

155-13 
156-26 
162-11 


N μὲ μα 


156-4 
172-30 


172-18 
172-9 
166-28 


4 4 4 ju d je 2 quA + + Ped + = 


Revised 15 September 1953 


; SECURITY INFORMATION — RESTRICTED Section lli 


AN 01-60JKB-4 . Numerical Index of Contractor Parts 
STOCK PART SOURCE FIGURE & TOTAL MICRO- STOCK PART SOURCE ! FIGURE & TOTAL MICRO- 
. NUMBER NUMBER CODE INDEX NUMBER QTY FILM NUMBER NUMBER CODE ` INDEX NUMBER QTY FILM 
181-54122 M1 2 181-54160-9 Μι 1 
181-54123 M1 1 181-54161 ` A 168-20 1 
181-54124 M1 1 R82NA 181-54162 P1 169-25 1 
181-54125 164-2 1 181-54163 A 168-21 1 
181-54125-101 Μι. 1 181-54164 ΜΙ 1 
181-54125-103 Μι 1 181-54165 , Μι 1 
181-54125-105 Μι 1 181-54166 ΜΙ 1: - 
181-54125-107 M1 1 181-54167 MI . 1 
181-54125-108 M1 1 181-54169 M1 155-17 - 1 
181-54125-109 M1 1 181-54170 ΜΙ 155-25 1. 
181-54125-11 Μι 1 181-54171 M1 1 
181-54125-13 M1 1 181-54171-3 M1 1 
181-54125-14 M1 1 181-54171-5 M1 1 
181-54125-15 ΜΙ 1 181-54172-1 ` MI 1 
181-54125-17 M1 1 181-54172-2 Μι 1 
181-54125-19 Mi 1 181-54173 M1 .1 
181-54125-21 M1 1 181-54174 M1 1 
181-54125-23 M1 1 181-54175 M1 1 
181-54125-25 M1 1 181-54176 M1 1 
181-54125-3 ΜΙ 1 181-54177-1 M1 1 
181-54125-5 M1 1 181-54177-2 M1 1 
181-54125-7 M1 1 181-54177-3 M1 1 
181-54125-9 M1 1 ` 181-54177-4 M1 1 
181-54126 Al 162-6 1 181-54177-5 M1 1 
181-54127 Μι 88-33 1 181-54178 M 1 
181-54127-11 Μι 1 181-54178-3 M 1 
181-54127-13 Μι 1 181-54179 M1 1 
181-54127-3 M1 1 181-54180 M1 1 
181-54127-5 MI 2 ` 181-54180-3 M1 1 
181-54127-7 Μι 1 18154181 Μι 1 
181-54127-9 ΜΙ i 1 181-54182-1 M1 1 
181-54128-1 M1 154-9 1 181-54182-2 Μι 1 
181-54128-2 MI 154 1 181-54183-1 M1 1 
181-54129 Μι 1 181-54183-2 M1 1 
181-54129-3 M1 1 181-54184 | OM it 2 
181-54130-3 MI 1 181-54185 M 2 
181-54130-5 M1 1 181-54186 M 2 
181-54130-7 Mi 1 181-54187 M1 1 
181-54130-9 M1 1 181-54188 M1 1 
181-54131 Μι 1 18154189 M1 1 
181-54132 M1 168-29 1 181-54211 ον 75 1 
181-54133 Ἢ Mi © 171-1 1 181-54212 75 1 
181-54133-11 Mi . 1 181-54273 156-21 1 
181-54133-13 M1 1 181-54411 87 1 
181-54133-14 M1 1 162 ' 
181-54133-21 M1 1 181-54446-1 1 
181-54133-22 MI , 1 181-54446-2 1 
,181-54133-3 M1 1 181-54600 M 92-10 1 
181-54133-31 M1 1 181-54601 M1 1 
181-54133-5 Μι 1 181-54601-3 Μι 1 
181-54133-7 M1 1 181-54601-5 M1 1 
181-54133-9 ΜΙ Y 181-54601-7 M1 1 
181-54134 M1 171 1 181-54601-9 M1 1 
181-54135 M1 © 171-14 1 181-54603 M1 1^ 
181-54136 M1 171 1 181-54603-3 1 
181-54137 M1 171-27 1 181-54604 M1 1 ` 
181-54137-3 M1 1 181-54605 M1 1 
181-54138 M1 Bu 1 181-54606 M1 1 
181-54139 Μι 171-39 1 181-54607 M1 ` 75-5 1 
181-54139-3 M1 1 181-54607-11 M1 e 75-8 1 
181-54139-5 Μι 1 181-54607-13 M1 15-9 1 
181-54140 ΜΙ 111-51 1 181-54607-3 Μι 1 
181-54141 171-12 2 181-54607-5 M1 1 
181-54142 M1 50-7 4 š 181-54607-7 Μι 1 
181-54143 Μι 1 181-54607-9 M1 1 
181-54143-3 M1 1 181-54609 M1 .1 
181-54143-5 M1 1 181-54609-3 M1 1 
181-54144 M1 1 181-54610 M1 1 
181-54145 ! M1 103-30 1 181-54610-3 ΜΙ 1 
181-54146 M1 103-34 1 181-54611 M1 1 
181-54147 M 103-36 1 181-54612 M1 : 1 
R82NA 181-54148 P 103-37 1 181-54613 M 103-7 1 
181-54149 M1 103-38 1 181-54614 š 1 
181-54150 M1 103-39 1 181-54614-3 1 
* 181-54150-3 M1 oo 1 181-54614-5 1 
181-54151 M 171-11 1 181-54615 1 
181-54152 ΜΙ 1 181-54616 1 | 
181-54153 M1 4 181-54617 1 
181-54154 M1 4 181-54618 1 
181-54155 M1 88-34 2 181-54629 M 1 
181-54156 M1 1 181-54630 ` M 1 
181-54156-3 Mt 1 181-54631 M 171-19 1 
181-54157 ΜΙ 1 181-54632 M 171-18 1 
181-54157-3 Mi 1 181-54676 M1 8-21 2 
R82NA 181-54158 P1 168-33 1 181-54676-3 M1 2 
181-54159 Mi 1 ' 181-54677-11 M1 1 
181-54160 A1 169-1 1 . . 181-54677-12 M 1 
181-54160-11 Mi 1: 181-54677-13 Μι 8 
R82NA 181-54160-3 ΡΙ 1 181-54677-15 M1 2 
181-54160-5 Mi 1 181-54677-17 Μι 163-46 1 
181-54160-7 ΜΙ 1 181-54677-19 Ml 1 
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Section ΙΙ SECURITY INFORMATION — RESTRICTED 


Numerical Index of Contractor Parts AN 01-60JKB-4 
STOCK PART SOURCE š FIGURE & TOTAL MICRO- STOCK PART SOURCE FIGURE & TOTAL MICRO- 
NUMBER NUMBER CODE INDEX NUMBER "QTY FILM NUMBER NUMBER CODE INDEX NUMBER QTY FILM 
181-54677-21 M1 4 181-54845 A š 255-74 1 
181-54677-23 M1 1 181-54846 ΜΙ h 1 
181-54677-25 Μι 160-10 1 R82NA 181-54850 P1 270-34 1 
181-54677-27 Μι 1 181-54851 A 270 1 
181-54677-29 Mi 4 181-54852 A 274-21 1 7 
181-54677-3 ΜΙ 1 181-54853 Μι 274-25 1 
181-54677-31 ΜΙ 1 181-54854 Mi 274-24 1 
181-54677-33 Mi 1 181-54855 MI 274-26 1 
181-54677-34 M 169-26 1 Ἴ81-54856 1 
181-54677-36 M 169-27 1 : 181-54857 Μι 215-13 1 
181-54677-4 M 1 R82NA 181-54858 M1 275-14 1 
181-54677-5 Μι 8 181-54865 A 255-107 1 s 
181-54677-7 ΜΙ 2 181-54866 M1 263-28 1 
181-54677-9 Μι 163-47 1 181-54866-3 Mi 1 
181-54711 A 40 1 181-54870-1 A : 246-78 1 
127-10 181-54870-2 A «246 1 
181-54711-3 ΧΙ Ç 40-20 1 181-54871 M1 2 
181-54712 M1 40-16 1 181-54871-3 M1 249-12 1 
127-12 181-54872-1 ΜΙ 249-13 1 
181-54712-3 Μι 1 181-54872-2 Μι - 
181-54712-5 Mi 1 181-54873 Μι 246-15 3 
R82NA . 181-54713 P 40-17 1 181—54874 M1 1 
127-11 181-54874-1 M1 249-8 1 
181-54713-3 μι 127 1 181-54874-2 Μι 249 1 
. 181-54713-5 M1 1 R82NA 181-54875-3 P1 246-96 1 
` 181-54713-7 ΜΙ 1 R82NA 181-54875-4 P1 246 1 
181-54713-9 Μι 1 181-54876-1 Μι 249-14 1 ° 
181-54714 127 1 181-54876-2 M1 249 1 
181-54715. 127-9 1 181-54876-3 M1 249-18 2 
181-54715-3 1 181-54880 Μι , 1 
181-54715-5 1 181-54881 1 
181-54715-7 1 R82NA _ 181-54884 P1 255-114 1 
CL17 181-54801-1 P1 (Use 2HA2-LH) : 181-54885 A 255-109 1; 
CL17 181-54801-2 P1 (Use 2HA2-RH) R82NA  181-54886 P 255-116. 1 
181-54802 M1 248-27 2 R82NA 181-54887 P 255-112 2 
181-54803-1 M1 248-22 1 181-54888-3 M 255-113 1 
181-54803-2 M1 248 1 181-54888-5 M 255-111 1 
R82NA 181-54805 P 248-23 2 R82NA : 181-54889 P 263-43 1 
COLIT 181-54806 P1 2 181-54890ü-1 ` A 252-28 1 
181-54810-1 A 252-50 1 181-54890-2 A 252 1 
181-54810-2 Ἁ. o 255 1 R82NA 181-54891 P 252-37 2 
18154811 M 276-100 3 R82NA 181-54892-1 P 252-38 1 
252-58 3 R82NA 181-54892-2 P 252 1 
181-54812 Mi 252-55 2 181-54893 Μι 252-46 2 
181-54813-1 ` MI l 181-54894 M1 252-43 2 
181-54813-2 M1 1 181-54895 M1 252-48 2 
181-54813-3 M1 1 181-54895-3 M1 2 
181-54813-4 ΜΙ 1 181-54895-4 Μι 2 
181-54814 M1 2 181-54896 M1 2 
R82NA 181-54815 P1 2 181-54897-1 1 
181-54815-3 ΧΙ 2 181-54897-2 1 
181-54816 Μι 2 181-54898-1 1 
181-54817-2 M1 1 Ἴ81-54898-2 1 
181-54817-4 M1 1 181-54898-3 1 
181—54818-1 A 1 181-54898-4 1 
181-54818-3 Μι 1 181-55002 1 
181-54818-5 Μι 2 181-550176-1 1 
R82NA 181-54819-1 P 2 181-55026 M1 78-1 1 
181-54818-2 A 1 181-55032 X: 95-3 1 
R82NA 181-54819-2 P 1 181-55034 1 
181-54820 A : 1 181-55035 1 
181-54821 Μι 247-30 1 181-55035-3 x2 98-36 1 
181-54822 Mi 241-36 1 181-55036 1 
181-54823 M1 247-37 1 181-55040 289-18 2 : 
181-54824 M1 247-38 1 R82NA 1181-55041 288 2 
181-54825 , Mi 247-39 1 181-55041-3 2 
181-54830 A 257 1 181-55041-5 2 
181-54831 M1 257-9 1 181-55041-7 2 
181-54831-3 ΜΙ 257 1 181-55041-9 289-17 4 
181-54832 1 R82NA 181-55042 289-8 1 
181-54832-3 257-21 1 181-55042-3 1 
181-54832-5 M1 263-41 1 181-55042-5 1 
181-54833 MI 251-19 4 R82NA 181-55043 289-4 2 
263-15 181—55044 289-13 2 
263-39 181-55045 289-21 1 
181-54835 A 255-56 1 181-55045-1 : 2 
, 181-54836 Mi ` 1 181-55045-3 2 I 
181-54836-3 M1 1 181-55045-5 4 
181-54836-5 1 " 181-55045-7 4 
181-54837 M1 257-44 1 181-55046 289-22 2 
R82NA 181-54838 P 263-8 1 181-55048 289-9 1 
181-54839-3 Μι 255-54 1 R82NA 181-55049 289-7 1 
181-54839-5 Μι 255-52 1 181-55050 Ç 1 
181-54840-5 - M1 257-11 2 181-56001 1-6 Ref 
263-33 181-56004 96 1 
181-54840-7 Mi 263-19 1 181-56005 1: 1 
R82NA 181-54840-9 P 263-4 1 181-56006-3 1 
: 181-54841 263-32 1 181-56089-2 1 
181-54841-1 ` ΜΙ 257-10 3 181-56101 A 270-4 1 ; 
181-54841-2 1 R82NA 181-56107 P1 271-1 1 
181-54842 M1 263-10 1 R82NA 181-56109-1 P1 271-2 1 
181-54842-3 Mı 1 R82NA  181-56109-2 P1 271-6 1 
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STOCK 


NUMBER 


R82NA 
R82NA 


R82NA 
R82NA 


R82NA 
R82NA 


R82NA 


R82NA 


R82NA 
R82NA 


R82NA 


R83NA 
R83NA 
R83NA 


R83NA 


R83NA 


R83NA 
R83NA 
R83NA 
R83NA 
R83NA 
R82NA 


R83NA 


R83NA 
R83NA 


R83NA 


R83NA 
R83NA 
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PART 
NUMBER 


181-56109-3 
181-56110-3 
181-56110-5 
181-56111-3 
181-56111-4 
181-56121-3 
181-56121-4 
181-56121-5 
181-56121-6 
181-56124 
181-56124-3 
181-56127 
181-56131-1 
181-56131-2 
181-56131-3 
181-56131-4 
181-56131-5 
181-56131-6 
181-56142-3 
181-56143 
181-56144 
181-56145 
181-56146 
181-56147 
181-56148 
181-56149 
181-56150 
181-56151-3 
181-56151-5 
181-56153 
181-56153-3 
181-56153-5 
181-56154 
181-56155 
181-56156 
181-56159-11 
181-56159-3 
181-56159-5 
181-56159-9 
181-56160 
181-56161-3 
181-56161-5 
181-56162 
181-56164 
181-56167 
181-56168 
181-56169 
181-56170 
181-56171 
181-56174 
181-56175 
181-56175-3 
181-56175-5 
181-56176 
181-56201 
181-56202 
181-56203 
181-56203-3 
181-56203-5 
181-56204 
181-56204-3 
181-56205 
181-56205-3 
181-56207-3 
181-56207-5 
181-56208 
181-56209 
181-56210 
181-56211 
181-56212 
181-56213 
181-56214 
181-56215 
181-56216 
181-56217 
181-56218 
181-56219 
181-56219-3 
181-56220 | 
181-56221 
181-56222 
181-56222-3 
181-56223 
181-56224 
181-56226 
181-56235 
181-56235-3 
181-56301-1 
181-56301-10 
181-56301-11 
181-56301-13 
181-56301-15 


SOURCE 
CODE 


Mi 
M1 


SECURITY INFORMATION — RESTRICTED 
AN 01-60JKB-4 


FIGURE & 


INDEX NUMBER 


274-68 
274-60 
274-61 
275-1 
275-10 
275-9 
275-8 
275-7 


98-31 
98-27 
271-44 


274-64 
275-6 
271-40 
214-51 
274-34 
214-44 
214-41 
214-55 
275-3 
275 
274-19 
271-32 


(Use 181-56133) 
(Use 181-56132) 


= = = = = = HÀ = (κά μα à nd n μα a μα ind μα μα (κά ----------------1 


. TOTAL 
QTY 


= 
= = = = = = ο = = = = = μὰ = = τῷ = = = = = = 


pa a to IO = = κα = μὰ μα μὰ A t 


MICRO- STOCK 
FILM NUMBER 


R82NA 
R82NA 


R82NA 


R82NA 


R82NA 
R82NA 


R82NA 
R82NA 
R82NA 


R82NA 
R82NA 


R82NA 
R82NA 
R82NA 


R82NA 
R82NA 


R82NA 


R82NA 
R82NA 


R82NA 


R82NA 
R82NA 


RESTRICTED 


PART 
NUMBER 
181-56301-17 
181-56301-19 

181-56301-2 
181-56301-23 
181-56301-24 
181-56301-3 
181-56301-33 
181-56301-34 
181-56301-4 
181-56301-43 
181-56301-44 
181-56301-5 
181-56301-6 
181-56301-7 
181-56301-8 
181-56301-9 
181-56303-3 
181-56304 
181-56304-3 
181-56304-5 
181-56305 
181-56306 
181-56306-3 . 
181-56307 
181-56310 
181-56311 


181-56312-1 


181-56312-2 
181-56313 


181-56314-3 


181-56314-5 


181-56315 
181-56316 
181-56320 
181-56320-3 
181-56320-5 
181-56321-1 
181-56321-2 
181-56322 
181-56323 
181-56351-1 
181-56351-10 
181-56351-11 
181-56351-12 
181-56351-13 
181-56351-14 
181-56351-15 
181-56351-17 
181-56351-19 
181-56351-2 
181-56351-21 
181-56351-3 
181-56351-4 
181-56351-5 
181-56351-6 
181-56351-7 
181-56351-8 
181-56351-9 
181-56352-1 
181-56352-2 
181-56353 
181-56353-3 
181-56356 
181-56357 
181-56371-1 
181-56371-2 
181-56371-3 
181-56371-4 
181-56371-5 
181-56371-6 
181-56371-7 
181-56371-8 
181-56372 
181-56372-3 
181-56373 
181-56374_ 
181-56374-3 
181-56374-5 
181-56375 
181-56376-3 
181-56376-5 
181-56376-7 
181-56391 
181-56391-3 
181-56392 
181-56393 
181-56394 
181-56395 


SOURCE 
CODE 


M1 
M1 
Μι 


Μι 


Μι 


P1 
P1 


FIGURE & 
INDEX NUMBER 


270 


273-13 
273-9 


271-25 
271-30 
271-24 
273 
273-24 
21331 
273 
213-8 
273-21 
213-6 
213-22 
273-7 
213-23 
270-39 
270-46 
274-6 
274-7 
274-8 
274-9 
274-10 
274-4 
272-20 
271-11 


271-12 
271 
271-13 


271-14 


271-18 
(Use 181-56358) 
270-10 


213-29 


270-19 
213-32 


210-20 
210-12 
270 


269 
269 
269-5 
269-1 
269-3 
269-7 


Section Ill 


TOTAL 


QTY 


N Hb μα μα μα μι + μα μα μα μὰ Pe μὰ μὰ + A tO τὸ 


μα = 


tO Io N i BPR EB μὰ κα μὰ πὲ t tQ tó δ IN κα 1-4 κα + πὶ κα μα t κα μὰ N μα + Τὸ ix ο OS ΟῚ RARE πὶ κα γα κα μα ο t ia, 


μα i, πὶ μὰ μα μέ tQ IO BO BO b D) δ D δΡ 2 S S el P μα με 


Numerical Index of Contractor Parts 


MICRO- 


FILM 


585. 


Section 


SECURITY INFORMATION — RESTRICTED 
AN 01-60JKB-4 


Numerical Index of Contractor Parts 


STOCK 
NUMBER. 


.R82NA 


R82NA 


R82NA 
R82NA 


R82NA 
R82NA 


R82NA 


R82NA 
R82NA 


R82NA 


R82NA 
R82NA 


R82NA 


R82NA 


586 


PART 
NUMBER 


181-56395-3 
181-56397 
181-56399 
181-56401-3 
181-56401-5 
181-56401-7 
181-56402 
181-56402-3 
181-56402-5 
181-56402-7 
181-56402-9 
181-56403 
181-56406 
181-56406-3 
181-56406-5 
181-56406-7 
181-56408 
181-56409-3 
181-56411 
181-56411-3 
181-56411-5 
181-56411-7 
181-56411-9 
181-56412 
181-56412-3 
181-56412-5 
181-56412-7 
181-56413 
181-56414 
181-56414-3 
181-56415 
181-56416 
181-56417 
181-56417-3 


181-56418-1 ' 


181-56418-2 
181-56418-3 
181-56418-4 
181-56419 

181-56419-3 
181-56451 

181-56451-3 
181—-56451-4 
181-56451-5 
181-56451-7 


: 181-56451-9 
:181-56452 


181-56455 


'181-56476 


181-56477 
181-56478 
181-56479 
181-56480-3 
181-56480-5 
181-56480-7 
181-56601 
181-56602-3 
181-56602-5 
181-56603-3 
181-56604 
181-56604-11 
181-56604-13 
181-56604-3 
181-56604-5 
181-56604-7 
181-56604-9: 
181-56605 
181-56607 
181-56607-13 
181-56607-15 
181-56607-3 
181-56607-5 
181-56607-7 
181-56607-9 
181-56608 


. 181-56609 


181-56609-3 
181-56610 
181-56610-3 
181-56610-5 
181-56612-1. 
181-56612-2 
181-56613 
181-56613-3 
181-56613-5 
181-56614 
181-56614-3 
181-56614-5 
181-56615 
181-56616 
181-56616-3 


SOURCE 
CODE 


P1 
M1 


Μι 
Μι 


* FIGURE & 
INDEX NUMBER 


269-6 
269 


23-15 
267 


267-2 
261-26 
267-1 
267-25 
261-22 
267-21 
267-4 
267-3 
267-35 


267-52 


267-45 
267 
267-6 
85-84 
261-24 
261-23 


267-29 


267-31 


267-11 
267-12 
267-17 
267-13 
267-16 
267-15 
267-14 
266-483 


265-15 


265-8 
265-12 


265-14 
266-4 


266-6 


«266-32 
266-39 


266-36 


266-28 


266-29 


266-20 


266-21 
266-11 
266-14 


TOTAL 
QTY 


F. i. à ο 9 =: λα ann pb p κα ee ee ee ουσ μὰ [μά μὰ [μά a μὰ μὰ μά μα μα μὰ M μα μα μα μὰ μὰ Liane μὲ μὰ μοὶ μα μα 


MICRO- STOCK 
FILM NUMBER 

R82NA 

R82NA 

R82NA 


RESTRICTED 


PART 
NUMBER 


181-56617 
181-56617-3 
181-56617-4 
181-56617-5 
181-56617-7 
181-56619 
181-56619-3 
181-56620 
181-56621-3 
181-56621-5 
181-56622 
181-56622-3 
181-56622-5 
181-56623 
181-56624 
181-56625 
181-56626 
181-56738 
181-56739 
181-56739-3 
181-56739-5 
181-56740 
181-56741 
181-56742 
181-56742-3 
181-56743 
181-56743-3 
181-56744 
181-56745 
181-56745-3 
181-56745-5 
181-56745-7 
181-56746 
181-56746-3 
181-56746-5 
181-56747 
181-56747-3 
181-56747-5 
181-56747-7 
181-56748 
181-56748-3 
181-56748-5 


` 181-56749 


181-56749-3 
181-56749-5 
181-56750 

181-56750-3 


. 181-56750-5 


181-56751 
181-56752 
181-56752-3 
181-56752-5 
181-56753 
181-56753-3 
181-56753-5 
181-56754 
181-56754-3 
181-56754-5 
181-56755 
181-56755-3 
181-56755-5 
181-56756 
181-56756-5 
181-56756-7 
181-56757 
181-56751-3 
181-56757-5 
181-56758 
181-56758-3 
181-56758-5 
181-56758-7 
181-56759 
181-56759-3 
181-56759-5 
181-56759-7 
181-56760 
181-56760-3 
181-56761 
181-56761-3 
181-56762 
181-56762-3 
181-56763 
181-56763-3 
181-56764 
181-56764-3 
181-56765 
181-56765-3 
181-56766 


181-56766-3 


181-56768 
181-56768-3 
181-56768-5 


SOURCE 
CODE 


FIGURE & TOTAL MICRO- 
INDEX NUMBER QTY FILM 

266-26 1 
1 
-1 
2 
1 
266-33 1 
. 1 
266-23 6 
95-45 1 
. 95-44 1 
266-22 1 
1 
2 
266-15 1 
266-19 1 
265-3 1 
265-4 1 
1 

78 1. 
1 
1 

1. 
78-64 i 
269-36 1 

> hee 
269-37 1 
1 
2 
72 1 
1 
1 
1 
71 1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
81 i 
1 
1 
1 
1 
1 
1 1 
85 1 
1 
1 
85-15 1 
1 
1 
85 1 
1 
1 
85 1 
1 
1 
85 1 
1 
: 1 
85 1 
1 
1 
` 95 1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
269-26 1 
1 
269-28 i 
269-46 1 
269-42 1 
1 

269-49 1. 
269-44 . 1 
1 
95 1 
1 
1 
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AN 01-60JKB-4 : Numerical Index of Contractor Parts 
STOCK PART SOURCE. FIGURE & TOTAL MICRO- STOCK PART SOURCE FIGURE & TOTAL  MICRO-' 
NUMBER NUMBER CODE INDEX NUMBER QTY FILM NUMBER NUMBER CODE INDEX NUMBER QTY FILM 
181-56768-7 ΜΙ 1 Š 181-56807 M1 : 238-138 1 
181-56769 M1 1 181-56808 ΜΙ 71 1 
181-56769-3 + MI 1 181-56809 Μι 268-5 1 
181-56769-5 Μι 1 181-56810 — M1 268-3 1 
181-56770 1 181-56811 Μι 268-15 1 
181-56770-3 1 181-56812 M1 268-4 1 
181-56770-5 1 181-56813 M1 268-16 1 
181-56771 1 181-56814 M1 1 
181-56771-3 1 181-56815 M1 r~“ 
181-56771-5 1 181-56816 M1 268 1 
181-56772 M1 81 1 181-56816-3 Mi 268-6 1 
181-56772-3 M1 1 181-56817 M1 268-54 1 
181-56772-5 M1 1 181-56818 M1 268-24 1 
181-56773 M1 81 1 181-56818-3 M1 1 
181-56773-3 M1 1 181-56819 M1 268-25 1 
181-56773-5 M1 1 181-56820 M1 . 1 
181-56774 Μι . 88 1 181-56820-3 Μι 1 
181-56774-11 M1 1 181-56820-5 M1 1 
181-56774-3 Mr 1 181-56821 M1 268-10 1 
181-56774-5 Μι i 4 181-56822 - ΜΙ 268-37 1 
181-56774-7 M1 1 181-56823-1 M1 268-39 1 
181-56774-9 M1 1 181-56823-2 M1 268-40 1 
181-56775 M1 1 181-56824 M1 268-35 1 
181-56775-3 M1 1 181-56825 M1 268-38 1 
181-56775-5 M1 1 181-56826 M1 268-48 i. 
181-56776 Mic 81 1 181-56826-3 ΜΙ 1 
181-56776-3 M1 1 . 181-56826-5 M1 1 
181-56776 -5 N! 1 181-56826-7 M1 1 
, 181-56777 M1 ` 81 1 181-56827 Μι 268-47 1 
\ 181-56777-3 ΜΙ 1 R82NA 181-56828 P1 268-53 1 
181-56777-5 M1 1 R82NA 181-56829 M1 268 1 
181-56778 M1 81 1 181-56829-3 | MI 268-55 1 
181-56778-3 Μι. 1 181-56830 M1 1 
181-56778-5 Μι 1 181-56830-3 M1 1 
181-56778-7 M1 1 181-56830-5 M1 1 
181-56779 Mi 84 1 181-56831 '268-27 1 
181-56779-3 M1 1 181-58001 ! 1 
181-56779-5 Μι 1 181-58002 DM 
181-56779-7 1 181-58003 1 
181256780 95 1 181-58005 73 1 
181-56780-3 1 e" 7 
181-56780-5 1 ἘΝ i ° 
181-56781 M1 269--19 1 
181-56782 M1 . 85 1 ος l 
181-56782-3 M1 1 181-58009 P 1 
181567825 M1 1 181-58010 96 Ref 
181-56783 ΜΙ | -85 1 181-58011 96 2 
181-56783-3 M1 1 . l 181 
181-56783-5 M1 : 1 181-58012 96 1 
181-56789 Μι 81 1 181-58013 23° 1 
181-56783-3 Ml 1 181-58014-1 ` 15&57 1 
181-56189-5 ΜΙ * 1 181-58014-2 15&57 1 
"o 181-56790 Mi 81 1 181-58015-1 M1 6 1 
181-56790-3 ΜΙ 1 181-58015-2 ΜΙ 6 1 
181-56790-5 Μι 1 181-58016 73 1 
181-56791 M1 : 1 181-58017-1 6 4 Ref 
181-56791-3 Μι 1 181-58017-2 * 4 Ref 
181-56791-5 M1 2 1 181-58018 54 2 
181-56792 M1 88 ` 1 181-58018-1 ' M1 + 
181-56792-3. Μι 1 181-58018-2 ΜΙ 1 
181-56792-5 M1 1 181-58019 71 1 
181-56793 92 1 181-58020 . 72 1 
181-56793-11 4 1 181-58022 I 96 . 1 
181-56793-3 1 181-58024 1 Ref 
` 181-56793-5 1 181-58024-1 1 
181-56793-7 1 181-58024-2 1 
181-56793-9 . 1 R83NA 1181-58025 P1 254 2 
181-56704 M1 1 R83NA 181-58028-1 ` P1 56-3 1 
181-56794-3 M1 1 R83NA 181-58028-2 P1 1 
181-56794-5 ΜΙ 1 R83NA 181-58029 277 1 
181-56794-7 - 2 R83NA 181-58030 P1 262-17 1 
181-56795 M1 81 1 R83NA 181-58031-1 ΡΙ 65-11 1 
181-56795-3 M1 1 R83NA 181-58031-2 P1 1 
181-56795-5 M1 1 R83NA 181-58032-1 P1 59-7 2 
181-56796 M1 1 R83NA 181-58032-2 P1 59 2 
181-56796-3 Μι 1 R83NA 181-58033-1 Pl 178-9 1 
181-56796-5 M1 1 R83NA 181-58033-2 P1 178 1 
181-56796-7 Mi 1 181-58034 210 2 
181-56797 Mi 81 1 R83NA 181-58034-1 ΡΙ 1 
181-56797-3 M1 1 R83NA 181-58034-2: P1 1 
181-56797-5 MI: 1 R83NA 181-58035 P1 200 1 
181-56798 74 2 R83NA 181-58036-1 Pl, 250-3 1 
181-56798-3 1 R83NA 181-58036-2 P1 250 1 
181-56798-5 1 R83NA 181-58039-3 261-5 1 
181-56799 Μι 269-18 1 R83NA 181-58040-1 P1 217 1 _ 
181-56801 71 1 R83NA 181-58040-2 P1 217 1 
181-56802, Μι 268-1 1 181-58042 209-22 ` 1 
181-56803 . Μι 368-14 1 R83NA 181-58041 Pi 186-18 1 
/ 181-56804 M1 268-2 1 181-58050 8 
181-56805 M1 71-5 1 181-58050-3 P 2 
181-56806 Μι 11-6 1 181-58051 A 199-14 1 
181-56806-3 M1 1 181-58059 A 1 
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Numerical Index of Contractor Parts AN 01-60JKB-4 
STOCK PART SOURCE FIGURE & TOTAL MICRO- STOCK PART SOURCE i FIGURE & TOTAL MICRO- 
NUMBER NUMBER CODE x INDEX NUMBER QTY FILM : NUMBER NUMBER CODE INDEX NUMBER ΟΤΥ FILM 
181-58060-3 χι 56-22 1 181-58118-3 Μι 1 
181-58060-4 Xi > 56 1 181-58118-4 M1 1 
131-58060-5 X1 56-21 4 181-58118-5 M1 š 1 
181-58060-6 ΧΙ i 56 2 181-58118-6 M1 1 
181-58061-3 ΧΙ 56-8 1 R83NA 181-58119 P1 217-11 2 
181-58061-4 Χι 1 181-58120 1 
R83NA 181-58062 ΡΙ 56-18 2 181-58120-3 2 
181-58062-3 xi 2 'R83NA 181-58120-5 P1 : 2 
181-58062-5 Χι 2 181-58120-9 211-19 2 
181-58065 Í 1 181-58121 Μι . 52-13 6 
R83NA 181-58065-3 P1 56-4 1 181-58121-3 M1 6 
R83NA 181-58066 P1 2 181-58121-5 M1 12 
181-58067-3 277 1 181-58121-7 Μι 6 
R83NA 181-58067-5 277-5 1 181-58123 ΜΙ 176-11 1 
` R83NA  181-58068-3 277-18 1 deed M 2 
277-17 τ τ 
R83NA, 181-58069 211-12 1 "gs re " E 
277-11 s - = 
181-58069-3 E 1 181-58124-5 2 
181-58069-5 ` 1 181-58125 M1 1 
181-58070 2 R83NA 181-58126-3 P1 178-26 1 
181258070-1 1 R83NA 181-58126-4 P1 178 1 
iHi 58070:5 i R83NA 181-58127-3 . Pl 178-16 2 
" 181-58072-11 xi 210-25 1 R83NA  181-58128 PL 178-27 2 
2 181-58128-3 ΧΙ 178 2 
181 58012 5 ei i 181-581285 — XI 178 2 
R83NA 181-58072-7 P 200-25 3 eo xi 178 : 
R83NA 181-58072-9 211-20 1 "rere m xd ie Š 
181-58073 Um 1 RBNA 181-58131-5 P 178-12 2 
3 181-58132 1 178-30 2 
181-580765 X2 262-37 1 1815813483 ο Xl 210-3 n 
= E g R83NA 181-58134-5 Χο - 210 2 
181-58077-3 x2 262-27 1 
. R83NA 181-58135-3 x2 210-15 2 
R83NA 18158078 P1 262-34 1 R83NA 181 58136 Pi 210114 5 
181-58078-3 Xi 1 181 58136-3 χι E 
181-58078-5 xi 1 181-58136-5 x1 2. 
181-58078-7 xi 1 181-58137 209-5 1 
181-58081-3 ^ ΧΙ 262 1 181-58137-3 1 
R83NA 181-58081-5 P1 262-18 .1 181-58137-5 1 
R83NA 181-58082 P1 262-33 1 181-58137-7 1 
181-58084-3 X1 1 181-58137-9 2 
181-58084-4 Χι 1 181 58138 209-16 1 
181-58084-5 xi 62-12 1 181-58138-3 2 
181-58084-6 : ΧΙ 62 1 181: 58138 5 I 
R83NA 181-58085-3 P1 62-21 : 2 181-58138-7 2 
R83NA 181-58086 P1 62-20 2 181-58139 52-14 1 
181-58086-3 ΧΙ 2 181-58139-3 2 
181-58086-5 ΧΙ 2 181-58139-5 2 
181-58089-3 2 R83NA 181-58140 ΡΙ 210-11 2 
R83NA 181-58089-5 P1 62-31 2 181-58142-3 χι 900-6 1 
R83NA 181-58090 Ρ 62-17 2 R83NA 181-58142-5 [21 200 1 
: 18158092 4 18158143 1 
181-58092-3 xi 59-10 4 R83NA 181-58143-3 P1 200-17 1 
181-58093 196-8 6 R83NA 181-58144 Pio. 200-12 1 
181-58093-3 xi 59-20 4 181-58144-3 Xi. 1 
R83NA 181- 58094 P1 59-16 4 181-58144-5 X1 1 
181-58094-3 ΧΙ 2 181-58144-7 1 
181-58094-5 xi 2 .181-58148 M1 200-11 1 
R83NA 181-58095 OP 59-11 4 181-58150 1 
R83NA 181-58096-1 P1 (Use 181-58037-1) Ἢ 181-58151-3 250-4 1 
R83NA 181-58096-2 P1 (Use 181-58097-2) 181-58151-4 250 1 
181-58097-1 59-21 2 R83NA  181-58152-3 P1 250-11 1 
181-58097-2 59 2 R83NA 181-58152-4 P1. 250 1 
R83NA 181-58101 P1 56-13 1 R83NA 181-58153 Pi 250-8 2 
R83NA 181-58102 P1 56-12 1 181-58154 1 
R83NA 181-58103 P 56-17 4 181-58155 t 1 
R83NA 181-58104 | OP 56-6 2 181—58156 : 1 
R83NA 181-58105 P 56-5 2 181-58157 1 
181-58106-3 M1 1 181-58158 59-24 4 
181-58106-5 M1 1 181-58162-1 2 
181-58106-7 1 181-58162-2 2 
181-58106-9 1 181—58163 2 
181-58107 1 181-58164 1 
181-58107-11 1 181-58165 ‘ 1 
181-58107-13 1 181-58166 186-44 1 
181-58107-3 1 š 181-58168 M1 1 
181-58107-5 1 R83NA 181-58169 P1 258-13 1 
181-58107-7 1 181-58169-3 X1 1 
181-58107-9 1 . 181-58169-5 xi . 1 
181-58108 M1 1 R83NA 181-58170 P1 . 258-19 1 
181-58109 Μι 1 R83NA 181-58171 P1 258-18 1 
181-58110 Μι C 206-14 1 R83NA 181-58172 P 258-27 1 
181-58112-1 M1 1 R83NA 181-58174-3 258-6 2 
181-58112-2 M1 1 R83NA 181-58175-3 . 186-37 1 
181-58113 Μι 2 181-58176-3 261 1 
181-58115-3 254-3 . 9 181-58176-5 261-23 1 
181-58115-5 254 2 181-58177 1 
R83NA 18158116 xi 254-12 1 181-58179-3 1 
R83NA 181-58117 Χι 254-10 1 181-58179-5 1 
181-58118-1 M1 1 181-58179-7 . g 1 
181-58118-2 Mi 1 181-58179-9 1 
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AN 01-60JKB-4 Numerical Index of Contractor Parts 
STOCK PART SOURCE FIGURE & TOTAL MICRO- STOCK PART SOURCE FIGURE ὃς TOTAL MICRO- 
NUMBER NUMBER CODE INDEX NUMBER QTY FILM NUMBER NUMBER CODE INDEX NUMBER QTY FILM 
181-58183 217-5 2 181-58260-19 xi, 1 
181-58183-3 2 181-58260-21 ΧΙ 1 
181-58183-5 2 181-58260-23 Xi 1 
R83NA 181-58185 P1 211-9 2 181-58260-25 xi 1 
181-58200 1 181-58260-27 ΧΙ 199 1 
181-58200-3 1 181-58260-29 xi 1 
181-58201 195-20 2 181-58260-3 Μι 1 
181-58201-3 À 4 181-58260-5 M1 1 
181-58201-5 . 4 181-58260-7 X1 1 
181-58203 1 181-58260-9 ΧΙ 1 
181-58203-3 1 181—58261 xi 199-33 1 
181-58203-5 Μι 1 181-58262 Χι 199-34 1 
181-58203-7 1 181-58263 Χι 199-29 1 
181-58203-9 2 181-58264 | XI 199-30 1 
181-58204 1 181-58265 ΧΙ - 199-36 1 
181-58204-3 1 . 181-58266 . OU XI 199-37 1 
181-58204-4 2 181-58267 X1 199-35 1 
181-58204-5 2 R83NA 181-58268 .P1 199-27 1 
181-58206 Μι 1 181-58269-11 Μι T 1 
181-58206-3 Mi 2 181-58269-3 Mi 2 
181-58206-4 M1 2 181-58269-5 M1 1 
181-58208 Μι 1 181-58269-7 M1 1 
181-58209 M1 2 181-58269-9 M1 1 
181-58216 M1 1 181-58270 I 55-21 2 
181-58216-3 M1 1 181-58271 55-25 2 
181-58216-5 Μι 1 18158212 . 55 .2 
181-58217 M1 2 181-58272-3 55-15 2 
181-58218 M1 1 181-58273 2 
181-58219 1 181-58273-3 55-24 2 
181-58219-3 1 181-58274-3 55-18 2 
181-58220-3 x2 1 181-58274-5 55 2 
181-58221 Pi 1 181-58275 2 
181-58221-3 X1 2 R82NA 181-58275-3 P1 3 
181-58222 Μι 2 181-58275-5 4 
181-58223 ΜΙ 9 181-58276 M1 1 
181-58224 M1 2 181-58276-3 M1 1 
181-58224-3 M1 2 181-58278 1 
181-58225 - M 2° 181-58278-3 1 
181-58226 ` 1 181-58278-5 1 
181-58227 1 : 181-58279 M1 1 
181-58228 Mi 188-7 1 18158280 1 
Š 181-58229 M1 1 181-58281 M1 1 
181-58229-3 - Μι 1 181-58282-3 ΜΙ 1 
181-58230-1 M1 1 181-58282-5 M1 1 
181-58230-2 M1 1 181-58282-7 ΜΙ 1 
181-58231-1 Mi 15 181-58283 M1 90 1 
181-58231-2 Μι 9 181—58283-11 M1 90 1 
181-58231-3' M1 1 181-58283-3 M1 i 1 
181-58231-4 Μι 7 181-58283-5 Mi 90-53 1 
181-58232 Ἢ Mi 1 181-58283-7 M1 90-52 2 
181-58233 M1 3 181-58283-9 M1 90-51 1 
R82NA 181-58234 P1 95-17 2 181-58284 M1 90 1 
181-58236-3 ΜΙ 189-11 1 181-58284-11 90-59 1 
181-58236-5 ΜΙ 189-12 1 181-58284-13 M1 90-56 1 
181-58236-7 ΜΙ 189-13 1 181-58284-11 90-60 1 
181-58236-9 Μι 189-14 1 181-58284-3 M1 1 
181-58237 Mi 1 181-58284-7 90-57 1 
181-58237-3 Μι 1 181-58284-9 90-58 1 
181-58231-5 Μι 1 181-58285 1 
181-58243 3 181-58285-11 1 
181-58243-3 Xi 1 181-58285-3 ` 1 
181-58243-5 1 181-58285-5 1 
181-58245 Μι 1 181-58285-7 2 
R82NA 181-58246 P1 212-18 1 181-58285-9 1 
181-58247 Mi 212 1 181-58286 ΜΙ 1 
181-58247-3 M1 212-19 1 181-58286-3 , ΜΙ 1 
R83NA 181-58248 Pl 212-29 1 181-58287 M1 89 1 
181-58249 Μι 212-23 ` 1 181-58287-11 Μι 89 1 
R83NA 181-58250 ΡΙ 2 181-58287-3 Μι 1 
181-58251 Mi 212-22 : 1 181-58287-5 Μι 89 48 1 
R83NA 181-58252 P1 212-30 1 181—58287-7 Mi 89-47 2 
I 181-58253 M1 1 181-58287-9 M1 89-46 1 
181-58254 M1 219-19 1 181-58288 M1 1 
181-58254-3 M1 1 181-58289-11 M1 2 
181-58255 A ; : 1 181-58289-13 M1 1 
181-58255-3 194 1 181-58289-15 M1 2 
181-58255-5 194-33 1 181-58289-17 Μι 1 
R82NA 181-58256 P1 212 1 181-58289-19 Μι "E! 
181-58257-3 1 181-58289-21 Μι 1 
181-58257-5 1 181-58289-23 M1 1 
118-58258 Μι 91-49 1 181-58289-25 Μι 1 
181—58258-3 Mi 1 181-58289-27 ΜΙ 1 
181-58258-5 . M1 1 181-58289 3 Mi 1 
181-58258-7 Μι I 1 18158289 5 Μι 1 
18158259 90-77 1 181-58289-7 ` M1 1 
“18158559 8 1 181-58289-9 ` MY 2 
181-58259-5 1 181-58290 A 1 
R83NA 181-58260 P1 199 1 181-58290-3 Mi 1 
181-58260-11 xi 1 181-58291 1 
181-58260-13 ΧΙ š 1 181-58291-3 1 
181-58260-15 ΧΙ 1 181-58292 Μι 175 8 
181-58260-17 x1 : 1 177 
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Numerical Index of Contractor Parts AN 01-60JKB-4 
STOCK PART SOURCE FIGURE & : TOTAL MICRO- STOCK PART SOURCE y FIGURE & TOTAL MICRO- 
NUMBER NUMBER CODE INDEX NUMBER QTY FILM NUMBER NUMBER CODE INDEX NUMBER QTY FILM 
181-58293 -P1 3 181-58346-7 M1 12 
181-58293-3 xi 195-25 11 181-58346-9 Mi 12 
181-58293-5 x1 4 181-58347 12 
181-58293-7 Χι 4 181-58348-1 M1 54-21 18 
181-58293-9 X1 4 181-58348-2 M1 g 54 12 
181-58294 ΜΙ 1 181-58349 M 10 
181-58294-3 : ΜΙ 1 1812585350 M 8 
181-58295 Μι 2 = 1 16 
181-58297 M1 1 181-58352 1 
181-58298 M1 1 181-58355 Mr 5 
M 181-58299 ` MI 1 181-58355-3 M1 5 
181-58299-3 M1 1 181-58356 M1 1 
181-58300 M1 1 181-58357 MI 1 
181-58301 M1 1 181-58358-1 M1 1 
181-58302 M1 1 181-58358-2 M1 1 
181-58303 M1 1 181-58358-3 M1 1 
181—58304 Μι 1 181-58358-4 M1 1 
181-58304-3 Μι 1 181-58359-1 M1 1 
181-58304-5 Μι 1 181-58359-3 Μι 1 
181-58304-7 Μι 1 181-58359-4 Μι 1 
181-58304-9 Μι 1 181-58360 . Μι un: 
181-58305 Mi 87 1 181-58361 M1 1 f 
181-58305-3 M1 1 181-58362 Μι 90-12 E! 
181-58305-5 M1 1 181-58363. M1 90-70 1 
181-58305-7 M1 1 18158364 š M1 90 1 
1. 1 -58364- M1 90-73 1 
1813583063 ΜΙ 1 . — 181-58365 Mi 90-65 1 
181 58307 Mi 1 181-836 |^ Mi 90-63 1 
181-58307-3 Mi 1 181-58366-3 M1 1 
181-58308 ` 1 181-58366-5 M1 1 
181-58308-3 1 181-58367 M1 - 90 1 
181-58310-3 1 181-58367-3 M1 90-66 1 
181-58310-5 2 181-58368 M1 187-6 3 
R83NA 181-58311 Pi 186-40 1 181-58369 M 3 
R82NA 181-58312 186-31 1 181-58370 M 187 2 
R83NA . 181-58313 P1 186-39 1 181-58371 M1 95 1 
R83NA 1181-58314 186-33 1 181-58371-11 M1 " 1 
R83NA 181-58315 P1 186-43 1 181-58371-3 Mi 1 
181-58315-3 X1 1 181-58371-5 Μι 1 
; 181-58315-5 Xi 2 181-58371-7 M1 l 
R83NA 181-58316 P1 186-26 1 181-58371-9 Μι 1 
RESNA 181-58317-3 Pl T 181-58372-11 95-24 1 R 
8 .181-58318 P1 186-20 » 3 Μι 1 
R83NA 181-58319 Pl 186-38 1 neg M i 
R83NA 181-58320 P 186-19 1 181-58372-7 2 
181-58321 i 181-58372-9 M1 95-23 1 
181-58321-3 i Mi 95 .2 
181-58322 ΜΙ 186-36 1 μι Μι 2 
181-58323 M1 186-35 2 161.583135 MI 2 
181-58323-3 MI 2 181-58375 106 1 
181-58323-5 Μι 2 181—58375-3 106-22 1 
181-58324 M1 1 z 
181-58376 1 1 
181-58325 204-4 1 181-58377 A 106 1 
181-58325-3 : 1 181-58378 M1 86 1 
181-58326 Μι 1 ` 181-58378-3 MI 1 
181-58326-3 M1 1 181-58378-5 Mi 1 
181-58327 M1 l 181-5837817 M1 1 
181-58327-3 Μι 1 181. 58319 x2 86-36 1 
181-58328 Μι 1 181-58380 M 86 1 
181-58329 Mi 1 181-58380-3 ΜΙ 1 
181-58330 ΜΙ 1 181-58380-5 Mi 1 
181-58331 1 181-58381 Mi ` 1 
181-58331-3 M1 1 181-58381-3 1 
181-58332 Μι 196-62 . 2 181 58381 5 1 
181-58333 _. Μι 91 1 181. 58382 91 1 
181-58333-3 M "UT n 181-58382-3 : ΧΙ 254-19 1 
181-58333-5 1 R83NA 181-58382-5 P1 254 1 
181-58333-7 Μι 91-46 1 R82NA 181-58383 P1 106-1 1 
181-58333-9 M1 91-44 1 181- 58384 ΜΙ 106-7 1:, 
181-58334 ΜΙ 1 181-58384-3 M1 1 
181-58334-3 Ml 1 181-58384-5 ΜΙ 1 
181-58337 Mi 1 181-58384-7 , Μι 1 
181-58338 Μι 91 1 181-58385 ΜΙ 
181-58338-3 MI ; 1 181-58385-3 ΜΙ 106-28 1 
181-58338-5 M1 91-10 1 181-58386 ` Mi 106-30 1 
181-58338-7 ΜΙ 91-9 2 181 58386-3 M1 1 
181-58338-9 Mi 91-8 1 181-58387 M1 106-32 1 
181-58340 M1 194 1 181-58387-3 ΜΙ 1 
181-58341 M1 1 181-58388 M 106-29 1 
181-58341-3 Μι 1 181-58388-3 Μ 1 
181-58342 M1 1 181-58389 M1 106-31 1 
181-58342-3 M1 1 181-58389-3 M1 1 
181-58344 P1 2 181-58390 . M1 106-33 1 
181-58344-3 . X1 4 ` 181-58390-3 M1 1 
181-58344-5 ΧΙ 4 181-58391 1 
181-58346 ` 12 181-58391-3 1 
181-58346-11 M1 12 181-58391-5 1 
181-58346-3 M1 12 181-58391-7 1 
i 181-58346-4 1 181-58392 Μι 1 
181-58346-5 . ΜΙ 12 181-58392-3 M1 1 
590 š RESTRICTED Revised 15 September 1953 
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AN 01-60JKB-4 Numerical Index of Contractor Parts 
STOCK PART SOURCE FIGURE & ¿TOTAL MICRO- STOCK PART SOURCE FIGURE & TOTAL MICRO- 
NUMBER NUMBER CODE INDEX NUMBER $ QTY FILM NUMBER NUMBER CODE INDEX NUMBER QTY FILM 
1811-58393 -M1 106-8 1 ; 181-58447-7 1 
81-158394 M1 86-43 1 181-58449 194-4 1 
181-58395 .1 181-58450-1 * (Use 5R14) Ref 
181-58396 Μι 1 . 181-58450-15 * (Use 5R14) Ref 
181-58397 Mi 106-6 1 181-58450-4 : (Use 5R14) Ref 
181-58398 M1 106-4 1 181-58450-5 * (Use 5R14) Ref 
181-58399 Μι 106-25 1 181-58450-6 * (Use 5R14) i Ref 
181-58399-3 M1 1 181-58450-8 x (Use 5R14) Ref 
181-58399-5 Mi 1 181-58476 131-10 1 
181-58399-6 M1 1 181-58505 M1 1 
181-58400 Mi 1 181-58505-3 M1 1 
181-58400-3 M1 1 181-58505-5 M1 H 
181-58400-5 Ml: 1 181-58506 M1 1 : 
181-58401 M1 8 181-58506-11 M1 i 1 
181-58402 ΜΙ "lc 181-58506-3 Μι š 1 
181-58402-3 1 181-58506-5 Mi 1 
181~58403 Mi 1 181-58506-7 Μι 1 
181-58403-3 Μι 2 181-58506-9 . M1 1 
181-58403-5 M1 1 181-58507 M1 1 
181-58403-7 1 181-58507-3 M1 1 
181-58403-9 1 181-58507-5 M1 1 
181-58404 M1 54-8 1 181-58508 M1 1 
181-58405 M1 6 181-58508-3 M1 1 
181-58406 M1 54-7 8 181-58508-5 M1 1 
181-58406-3 M1 4 181-58508-7 M1 1 
181-58406-4 1 181-58509 M1 1 
181-58406-5 Mi 4 181-58510 M1 1 
+ 181-58406-7 M1 4 181-58511 M1 E 6-25 2 
181-58406-9 M1 4 181-58512-1 M1 1 
181-58407 M1 54-9 2 181-58512-2 M1 '1 
181-58408 ` Μι ` 54-1 1 181-58512-3 M1 1 
181-58408-3 M1 1 181-58512-4 M1 1 : 
181-58408-5 M1 1 181-58512-5 M1 1 
181-58409 M1 1 181-58512-6 M1 1 
181-58411 . M1 1 181-58513-1 M1 1 
181-58412 M1 1 a ἡ 181-58513-2 M1 1 
181-58413 2 ` 181-58514-1 M1 1 
181-58414 M1 2 181-58514-2 Μι 1 
181-58415-1 Μι 1 181-58516 194-3 1 
181-58415-2 1 181-58519 3-15 1 - 
181-58415-3 1 181-58523 52-16 1 
181-58415-4 1 181-58601 ΑΙ 4 214742 1 
181-58416 M1 52-12 1 181-58602 A 214-43 1 
181-58416-3 M1 2 181-58603 A 214 1 
181-58416-5 Μι 2 181-58604 201 1 
181-58417 1 181-58605 A 195-36 1 
181-58418 2 181-58606 A 213 1 
181-58418-3 2 181-58608 A 213-1 1 
181-58419 1 181-58608-10 213 1 
181-58420 1 181-58610 A 201-1 1 
181-58420-3 1 181-586101 55-45 2 
181-58421-1 1 181-58612 A 180 2 
181-58421-2 1 181-58613 A 196-1 1 
181-58423 1 181-58616 Α 214 1 
181-58425 : 1 181-58618 A 191-25 1 
d = 181-58619 A 180--68 1 
R82NA 181-58426 P1 a 2 72 . 18158620 A 201-2 i 
181-58427 Μι 131-11 2 προ” A 10:1 i 
esed 2 181-58624 A 201-3 1 
181-58428 MI. 131-5 2 181-58625 A 251-9 2 
181-58429 M1 131-7 4 iS Oe S La 1 
R82NA 181-58430 "UP 131-8 2 i81 38636 3 Bi 1 
R82NA 181-58431 P1 131-6 2 181-58627 A ' 214 1 
181-58432 4 
181-58434 P1 195-19 1 181 556251 A 55-79 1 
181-58434-3 xi 2 181-58628-2 A 55 1 
181-58434-5 ΧΙ 2 : 181-58629 276-2 1 
` 181 58435 1 R82NA 181-58630 255-15 1 
181-58435-3 1 _ 181-58631-1 Al 55-97 1 
181-58436 1 181-58631-2 Al 55 1 
181-58436-3 1 181—58632-1 A 55-38 2 
181-58436-5 1 181-58632-2 A 55 2 
181-58436-7 2 181-58633-1 A 175-22 1 ' 
181-58436-9 1 181-58633-2 A 177-3 1 
181-58437 M1 1 181-58634-1 Α 209-8 1 
181-58634-2 A £ 
ως ü M 1 181-58635 A 194-43 1 
181 58439 1 181-58636-1 A 246-107 ` 1 
181-58439-3 1 181-58636-2 A 1 
181- 58409 5 1 181-58639-3 255-76 1 
181-58440 1 181-58640-1 A 213-65 - 1 
181-58440-3 1 181-58640-2 A ` 214-48 1 
181-58441 .1 181-58641-1 61-12 1 
181-58441-3 1 181-58641-2 61 1 
181-58441-5 1 181-58642 203-21 1 
181-58444 1 181-58643-3 A 284-5 1 
181-58445 54-10 1 181-58643-5 A 284-6 1 
181-58446 8 181-58644 194-49 1 
181-58447 i 181 58645 212-1 1 
181-58447-3 1 ` 181-58646 A .1 
181-58447-5 1 181-58647 180-1 1 
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Section ΙΙ 
Numerical Index of Contractor Parts 


STOCK 


NUMBER 


` 


R83NA 
R83NA 


R83NA 
R83NA 
R83NA 


R83NA 
R83NA 


R83NA 


R83NA 
R83NA 


R83NA 


592 


PART 
NUMBER 
181-58648 
181-58651 
181-58652-1 
181-58652-2 
181-58653 
181-58654 


181-58655 
181-58656 
181-58657 
181-58658 
181-58659 
181-58660 
181-58661 
181-58663 
181-58663-10 
181-58664 
181-58665 
181-58666 
181-58667-1 
181-58667-2 
181-58668 
181-58669 
181-58670-1 
181-58670-2 
181-58671 
181-58672 
181-58673 
181-58674 


Ἴδ81-58615 


181-58676 
181-58677 
181-58678 
181-58679 
181-58680 
181-58681 
181-58682 
181-58684 
181-58685 
181-58685-1 
181-58685-2 
181-58686 . 
181-58687 
181-58688 
181-58690 
181-58691 
181-58692 
181-58693 
181-58694 
181-58695 
181-58696 
181-58697 
181-58698 
181-58699 
181-58705-1 
181-58705-11 
181-58705-13 
181-58705-2 
181-58706 
181-58707-15 
181-58707-3 
181-58707-5 
181-58707-7 
181-58707-9 
181-58728 
181-58729 


181—58730 


181-58731 
181-58732-3 
181-58732-5 
18158733 
181-58734 
181-58735 
181-58738-3 
181-58738-5 
181-58739 
181-58748 
181-58805 
181-58805-11 
181-58805-13 
181-58805-15 
181-58805-17 
181-58805-19 
181-58805-199 
181-58805-21 
181-58805-23 
181-58805-25 
181-58805-27 
181-58805-29 


SOURCE 
CODE 


> g rg > > 
== 
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>> p > >p p >> > > > >> 


P1 
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FIGURE & 


INDEX NUMBER 


201-4 
196-2 


TOTAL 
QTY 
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AN 01-60JKB-4 


MICRO- STOCK 
FILM NUMBER 
RESTRICTED 


PART 
NUMBER 

181-58805-31 
181-58805-33 
181-58805-35 
181-58805-37 
181-58805-39 
181-58805-41 
181-58805-43 
181-58805-45 
181-58805-47 
181-58805-49 
181-58805-5 

181-58805-51 
181-58805-53 
181-58805-55 


181-58805-57 


181-58805-61 
181-58805-63 
181-58805-65 
181-58805-61 
181-58805-69 
181-58805-71 
181-58805-73 
181-58805-77 
181-58805-79 
181- 58805-81 
181-58805-83 
181-58805-85 
181-58805-87 
181-58805-89 
181-58805-91 
181-58805-93 
181-58805-95 
181-58806 

181-58806-17 
181-58806-19 
181-58806-25 
181-58806-21 
181-58806-31 
181-58806-33 
181-58806-35 
181-58806-37 
181-58806-39 
181-58806-41 
181-58806-43 
181-58806-45 
181-58806-47 
181-58806-49 
181-58806-51 
181-58806-53 
181-58806-55 
181-58806-57 
181-58806-59 
181-58806-61 
181-58806-63 
181-58806-65 
181-58806-71 
181-58806-75 


181-58806-79 


181-58806-81 
181-58806-83 
181-58806-85 
181-58806-87 
181-58806-89 
181-58806-91 
181-58806-93 
181-58807 

181-58807-15 
181-58807-17 
181-58807—25 
181-5880Τ-21 
181-58807-29 
181-58807-31 
181-58807-33 
181-58807-35 
181-58807—39 
181-58807-41 
181—58807—43 
181-58807—-45 
181-58807-47 
181-58807—49 
181-58807-51 
181-58807-53 
181-58807-55 
181-58807-57 
181-58807-59 
181-58807—61 
181-58807-63 
181-58801Τ-65 
181-58807-67 
181-58808 

181-58808-11 


SOURCE 
CODE 
M1 
M1 
M1 
Μι 
M1 
M1 
Μι 
M1 
Μι 
Μι 
Μι 
Μι 
Μι 


Μι 


FIGURE & , TOTAL MICRO- 
INDEX NUMBER QTY FILM 
214-11 
214-52 
214-30 
214-44 
214-41 
214-60 
214-24 
214-51 
213-50 
213-46 
213-19 
219-14 
213-51 


213-22 
213-56 
213-69 
213-70 
214-56 
214-57 
213-66 
213-67 
213-55 
213-21 
213-18 
213-20 
213-38 
213-42 
213-44 
214 š 
214 
214 


192 
192-28 
192- 
192-7 
192-6 
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STOCK PART 
NUMBER NUMBER 

181-58808-13 
181-58808-15 
181-58808-17 
181-58808-19 
181-58808-21 
181-58808-23 
181-58808-25 
181-58808-29 
181-58808-3 
181-58808-31 
181-58808-33 
181-58808-35 
181-58808-37 
181-58808-39 
181-58808-41 
181-58808-43 
181-58808-45 
181-58808-47 
181-58808-49 
181-58808-5 
181-58808-55 
181-58808-59 
181-58808-61 
181-58808-63 
181-58808-67 
181-58808-69 
181-58808-7 
181-58808-77 
181-58808-79 
181-58808-81 
181-58808-83 
181-58808-87 
181-58808-89 
181-58808-9 
181-58808-95 
181-58810 
181-58810-11 
181-58810-13 
181-58810-15 
181-58810-17 

. 181-58810-19 
181-58810-21 
181-58810-23 
181-58810-25 
181-58810-27 
181-58810-29 
181-58810-3 
181-58810-31 
181-58810-33 
181-58810-35 
181-58810-37 
181-58810-39 
181-58810-41 
181-58810-43 
181-58810-45 
181-58810-47 
181-58810-49 
181-58810-5 
181-58810-51 
181-58810-53 
181-58810-55 
181-58810-57 
181-58810-59 
181-58810-61 
181-58810-63 
181-58810-65 
181-58810-67 
181-58810-69 
181-58810-7 
181-58810-71 
181-58810-73 


181-58810-75 - 


š 181-58810-77 
181-58810-79 
181-58810-81 
181-58810-87 
181-58810-89 
181-58810-9 
181-58810-91 
181-58810-93 
181-58810-95 
181-58811 
181-58811-11 
181-58811-13 
181-58811-15 
181-58811-17 
181-58811-19 
181-58811-21 
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SOURCE 
CODE 


M1 


Μι 
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FIGURE & 


INDEX NUMBER 


202-6 
202-7 
202-8 
202-9 
202-10 
202-11 


202-1 

202-12 
202-13 
202-14 
202-15 
202-16 
202-17 
202-18 
202-19 
202-20 
202-21 
202-2 


202-22 
202-23 


202-24 
202-3 

202-25 
202-26 
202-27 
202-28 


202-4 
202-29 


171-39 
175-4 


177-2 


177-32 


175-27 
178-3 


177-49 


175-6 
177-29 
175-7 
175-8 


171-20 


175-10 
175-9 
175-3 
175-16 
175-15 
177-18 
177-14 
177-11 
177-15 
177-12, 
177-31 
177-17 
177-19 
175-23 
175-24 
177-8 
175-17 
177-16 
175-11 
175-28 
175-12 
175-18 
175-19 


181-4 
181-5 
181-6 
181-7 
181-8 
181-9 


TOTAL 
QTY 
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ΑΝ 01-60JKB-4 


MICRO- STOCK 
FILM NUMBER 
` 
RESTRICTED 


PART 
NUMBER 

181-58811-23 
181-58811-25 
181-58811-27 
181-58811-29 
181-58811-3 

181-58811-31 
181-58811-33 
181-58811-35 
181-58811-37 
181-58811-39 
181-58811-41 
181-58811-43 
181-58811-45 


` 181—58811-47 


181-58811-49 
181-58811-5 
181-58811-51 
181-58811-53 
181-58811-55 
181-58811-57 
181-58811-59 
181-58811-61 
181-58811-63 
181-58811-65 
181-58811-7 
181-58811-71 
181-58811-73 
181-58811-75 
181-58811-77 
181-58811-79 
181-58811-81 
181-58811-83 
181-58811-85 
181-58811-9 
181-58812-13 
181-58812-15 
181-58812-23 
181-58812-27 . 
181-58812-29 
181-58812-3 
181-58812-31 
181-58812-33 
181-58812-35 
181-58812-37 
181-58812-39 
181-58812-41 
181-58312-43 
181-58812-45 
181-58812-47 
181-58812-49 
181-58812-5 
181-58812-53 
181-58812-55 
181-58813 
181-58813-103 
181-58813-105 
181-58813-107 
181-58813-109 
181-58813-11 
181-58813-111 
181-58813-113 
181-58813-115 
181-58813-117 
181-58813-119 
181-58813-121 
181-58813-123 
181-58813-125 
181-58813-127 
181-58813-129 
181-58813-13 
181-58813-131 
181-58813-133 
181-58813-135 
181-58813-137 
181-58813-139 
181-58813-141 
181-58813-143 
181-58813-145 
181-58813-147 
181-58813-149 
181-58813-15 
181—58813-151 
181-58813-153 
181-58813-155 
181-58813-17 
181-58813-19 
181-58813-21 
181-58813-23 
181-58813-25 


SOURCE 
CODE 
Μι 

. M1 
Mi 
Mi 
M1 
M1 
M1 
M1 
Mi 
Mi 
M1 
M1 


Μι 


FIGURE & 
INDEX NUMBER 


181-10 
181-11 
181-12 
181-13 
188-14 
181-14 
181-15 
181-16 
181-17 
181-18 
181-19 
181-20 
181-21 
181-22 


: 181-23 


181-1 
181-24 


- 181-25 


181-26 


181-28 
181-29 
181-30 
181-31 
181-2 

181-32 


181-33 `: 


181-34 
181-35 
181-36 
181-37 
181-38 


181-27 


181-3 
191 


191-13 


191-14 
191 
191 
191 
191 
191-3 
191-16 
191-33 
191-19 
191-32 
191-34 
191 
191-35 
191-36 
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TOTAL 
QTY 
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FILM 
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Section lll 
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Numerical Index of Contractor Parts 


STOCK PART 
NUMBER NUMBER 


181-58813-27 
181-58813-29 
181-58813-3 
181-58813-31 
181-58813-33 
181-58813-35 
181-58813-37 
181-58813-39 
181-58813-41 
181-58813-5 
181-58813-51 
181-58813-53 
181-58813-55 
181-58813-57 
= 181-58813-59 
181-58813-61 
. 181-58813-63 
181-58813-65 
181-58813-67 
181-58813-69 
181-58813-71 
181-58813-73 
181-58813-7 
181-58813-9 
181-58814-103 


181-58814-11 


181-58814-13 

181-58814-15 

181-58814-157 
181-58814-159 
181—58814-161 
181-58814-163 
181-58814-165 
181-58814-167 
181-58814-169 
181-58814-17 

181-58814-171 
181-58814-173 
181—58814-175 
181-58814-177 
181-58814-179 
181-58814-181 
181-58814-183 
181-58814-185 
181-58814-187 
181-58814-189 
181-58814-19 


181-58814-191 | 


181-58814-193 
181-58814—21 
181-58814-23 
181-58814-25 
181-58814-27 
181-58814-29 
181-58814-3 
181-58814-31 
181-58814-33 
181-58814-35 
181-58814-37 
181-58814-39 
181-58814-41 
181-58814-43 
181-58814-45 
181-58814-47 
181—58814-49 
181-58814-5 
181-58814-51 
181-58814-53 
181-58814-55 
181—58814-57 
181-58814-59 
181-58814-61 
181-58814-63 
181-58814-65 
181-58814-67 
181-58814-69 
181-58814-7 
181-58814-71 
' 181-58814-73 
181-58814-75 
181-58814-77 
181-58814-79 
181-58814-81 
181-58814-83 
181-58814-85 
181-58814-87 
181—58814-89 
181-58814-9 
181-58814-91 
181-58814-93 
"1481-58815 


594 


SOURCE 
CODE 


FIGURE & 


INDEX NUMBER 


247 


57-20 


57 
57-19 
57 


62-5 


57-18 


62 


TOTAL 
QTY 
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AN 01-60JKB-4 . 


PART 

NUMBER ` 
181-58815-10 
181-58815-103 
181-58815-104 
181-58815-105 
181-58815-106 
181-58815-11 
181-58815-115 
181-58815-116 
181-58815-117 
181-58815-118 
181-58815-12 
181-58815-13 
181-58815-14 
181-58815-15 
181-58815-16 
181-58815-17 
181-58815-18 
181-58815-19 
181-58815-20 
181-58815-21 
181-58815-22 
181-58815-23 
181-58815-24 
181-58815-25 
181-58815-26 
181-58815-27 
181-58815-28 
181-58815-29 
181-58815-3 
181-58815-30 
181-58815-4 
181-58815-5 


181-58815-51 
181-58815-53 
181-58815-55 
181-58815-57 
181-58815-59 
181-58815-6 
181-58815-61 
181-58815-7 
181-58815-8 
181-58815-9 
181-58816 
181-58816-155 
181-58816-27 
181-58816-29 
181-58816-31 
181-58816-33 
181-58816-35 
181-58816-37 
181-58816-39 
181-58816-41 
181-58816-43 
181-58816-45 
181-58816-47 
181-58816-49 
181-58816-51 
181-58816-53 
181-58816-55 
181-58816-57 
181-58816-79 
181-58817-53 
181-58818 
181-58818-11 
181-58818-127 
181-58818-129 
181-58818-13 
181-58818-133 
181-58818-135 
181-58818-15 
181-58818-17 
181-58818-19 
181-58818-21 
181-58818-23 
181-58818-25 


181-58818-21 


MICRO- STOCK 
FILM NUMBER 
1 
RESTRICTED 


181-58818-29 
181-58818-3 
181-58818-31 
181-58818-33 
181-58818-35 
181-58818-37. 
181-58818-39 
181-58818-41 
181-58818-43 
181-58818-45 
181-58818-47 
181-58818-49 
181-58818-5 


SOURCE 
CODE 


Μι 


ΜΙ 


` FIGURE & TOTAL MICRO- 
INDEX NUMBER QTY FILM 


61 
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Revised 15 September 1953 


` 


SECURITY INFORMATION — RESTRICTED Section Ill 


. AN 01-60JKB-4 Numerical Index of Contractor Parts 
STOCK ΄ PART ` SOURCE FIGURE & TOTAL MICRO- j STOCK PART SOURCE FIGURE & TOTAL MICRO- 
NUMBER NUMBER CODE INDEX NUMBER ΟΤΥ FILM NUMBER NUMBER CODE INDEX NUMBER QTY FILM 
181-58818-51 54-26 1 181-58824-57 53-13 ^1 
` — 181-58818-55 54-13 1 181-58824-7 M1 53-2 1 
181-58818-57 54-11 1 181-58824-9 M1 53 `- 1 
181-58818-59 54 1 181-58825-11 ; 213 1 
181-58818-61 54-4 1 181-58835-13 214 1 
181-58818-63 54-16 1 181-58835-15 214 1 
181-58818-65 54-18 1 181-58835-17 213 1 
181-58818-67 54-17 1 181-58835-19 219 1 
181-58818-69 54-19 1 181-58835-21 213 1 
181-58818-7 Μι 54-22 1 181-58835-23 213 1 
181-58818-77 54 1 181-58835-27 213 1 
181-58818-9 ΜΙ 54 1 181-58835-29 213 1 
181- 58819 Ë 1 181-58835-3 214 1 
181-58819-19 M1 1 181-58835-31 ` 213 1 
181-58819-21 M1 1 181-58835-33 213 1 
181-58819-23 Mi ᾽ 1 181-58835-35 213 1 
181-58819-25 Μι . 176-4 1 181-58835-5 213 1 
] 181-58819-27 M1 176-7 1 181-58835-7 214 1 
181-58819-29 Μι 176-10 1 181-58835-9 5 214 l 
181-58819-3 Μι 1 181-58836 1 
181-58819-31 Μι 176-8 1 ΗΠ, (ΜΙ I 
181-58819-33 M1 176-9 1 ο ασ MI 1 
18155881935 ῬΙ | 181-58836-109 — MI 1 
1815588195397 Z MI Um 1 181-58836-11 MI 193-16 1 
. 181-58819-41 Μι 176-2 1 CHE Mi 1 
:181-58819-43 ΜΙ 116-12 1 181-58836-113 M1 ` 1 
181-58819-45 M1 176-13 1 TS12S8S836 11, MI 1 
181-58819-47 L 181 58836117 ΜΙ 1 
181-58819-49 176-15 1 ιο MT 1 
181-58819-51 1 181-58836-121 M1 ; 1 
181-58819-53 1 181-58836-123 ΜΙ 1 
181-58819-59 I 176-22 1 181- 58836. 125 ΜΙ 1 
181-58819-61 176-14 1 181-58836-127 M1 1 
181-58819-63 176-20 1 181-58836-129 M1 1 
181-58819-65 176-23 1 181-58836-13 M1 193-22 1 
181-58819-67 176-21 1 181-58836-131 M1 1 
181-58819-69 ` 176-16 .1 181—58836-133 M1 1 
181-58819-7 Μι 1 181-58836-135 M1 1 
181-58819-71 176-18 1 181-58836-137 Μι 1 
181-58819-73 176-19 -1 181-58836-139 M1 . 1 
181-58820 1 181-58836-141 M1 1 
181-58820-13 M1 192-33 1: 181-58836-143 Μι 1 
181-58820-3 M1 192-32 1 181-58836 145 ' M1 1 
181-58820-5 M1 192-34 1 181-58836-15 M1 193-26 1 
181-58820-7 ' M1 192-35 1 181-58836-17 M1 183-28 1 
181-58821 1 181-58836-19 M1 193-17 “ 1 
181-58821-127 ΜΙ 1 181-58836-21 M1 193 1 
181-58821-129 M1 1 181-58836-23 M1 192 1 
181-58821-131 M1 1 181-58836-25 M1 192-27 1 
181-58821-133 M1 1 181-58836-27 M1 -193-12 1- 
181-58821-135 ΜΙ 1 Š 181-58836-29 ΜΙ 198 1 
181-58821-137 Mi 1 181-58836-3 Μι ë 196-23 1 
Cees Mi i 181-58836-31 M1 193-2 1 
= = T a < Η 1 
181-58821-15 M1 202-30 1 ΣΙ. Mi 193533 1 
181-58821-17 M1 202-31 -ᾱ 18158836 37 Μι 193-6 1 
181-58821-23 M. 202-32 1 181-58836-39 M1 193-1 1 
181-58821-27 M1 202-33 1 181-58836 41 M1 193-30 TI 
181-58821-29 ΜΙ 202-34 1 : 181: 5883643 ΜΙ 192 1 
ir. Mi 20295 1 181-58836-45 ΜΙ 192-19 1 
181-58821-33 M1 202-36 1 181-5883647 ` 193 1 
181-58821-35 M1 202-37 1 181 594396 49 193 1 
181-58821-37 ΜΙ 202-38 1 a d 
: 181-58836-5 Μι - 193-24 ing 
181-58821-39 Mı 1 181-58836-51 193-3 1 
181-58821-47 M1 193-18 1 181-58836-55 . 192-1 1 
181-58821-49 | 1 181-58836-57 1. f 
18155582155] 1 181-58836-59 193-19 1 
181-58822 ; Mf 1 181-58836-61 193-20 1 
181-58822-11 — M1 1 181-58836-65 192-9. i 
181-58822-17 M1 177-42 1 181-58836-67 192-4 1 
181-58822-3 M1 177-41 1 181-58836-69 192-13 1 
181-58822-7 M1 171-45 1 181-58836-Τ M1 193-27 1 
181-58822-9 M1 1 181-58836-71 192-5 1 
181-58824 1 181-58836-73 192-21 1 
181-58824-11 M1 53-3 1 181-58836-75 . 192-20 1 
181-58824-13 Mi 53 1 181-58836-77 193-11 1 
181-58824-19 M1 53-4 1 181-58836-79 193-10 1 . 
181-58824-21 ΜΙ 58 1 181-58836-81 193-8 1 
181-58824-3 M1 53-1 1 G 181-58836-83 193-9 .1 
181-58824-35 M1 53-5 1 181-58836-85 192-14 1 
181-58824-37 M1 53-6 1 181-58836-87 192-18 1 
181-58824-39 M1 1 181-58836-89 192-26 1 
181-58824-41 Mi 1° 181-58836-9 M1 193-29 1 Ç 
181-58824-43 Μι 53-7 1 181-58836-91 193-5 1 
181-58824-45 Μι 53-8 1 181-58836-93 . 193-7 1 
181-58824-47 Mi 53-9 1 181-58838 1 
181-58824-5 Μι 53 1 181-58838-11 202-43 1 
181-58824-51 53-10 1 181-58838-13 202-44 1 
181-58824-53 53-11 1 181-58838-15 202-45 1 
1 181-58838-17 202-46 1 


181-58824-55 : 53-12 
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Section Ill SECURITY INFORMATION — RESTRICTED ` : 


Numerical Index of Contractor Parts ` AN 01-60JKB-4 
STOCK PART $: SOURCE '. FIGURE & TOTAL MICRO- STOCK PART SOURCE FIGURE & TOTAL MICRO- 
NUMBER NUMBER CODE INDEX NUMBER QTY FILM NUMBER NUMBER CODE INDEX NUMBER QTY FILM 
181-58838-19 202-47 1 181-61010-3 M1 12 
181-58838-21 , 202-48 1 181-61010-5 ΜΙ 220-10 8 
181-58838-23 202-49 1 181-61011 M1 220-1 4 
181-58838-25 202-50 1 181-61011-10 ΜΙ 5 4 
_ 181-58838-27 202-51 1 181-61011-11 4 
181-58838-29 202-52 1. 181-61011-13 Mi 4 
181—58838-3 202-39 1 181-61011-15 : M1 4 
181-58838-31 202-53 1 181-61011-16 M1 4 
181-58838-33 202-54 1 181-61011-17 M1 8 
181-58838-35 202-55 1 181-61011-19 M1 4 
181-58838-37 202-56 1 181-61011-21 M1 4 
181-58838-39 202-57 1 181-61011-23 M1 4 
181-58838-41 202-58 1 181-61011-27 M1 4 
181-58838-43 202-59 1 181-61011-29 Μι 4 
181-58838-45 202-60 1 181-61011-3 Μι 4 
181-58838-47 202-61 1 181-61011-31 ΜΙ 4 
181-58838-49 i 202-62 1 181-61011-33 M1 4 
181-58838-5 202-40 1 181-61011-35 M1 4 
181-58838-51 202-63 1 181-61011-4 M1 4 
181-58838-53 202-64 1 181-61011-5 ΜΙ 4 
181-58838-7 202-41 1 181-61011-7 M1 4 
181-58838-9 202-42 1 181-61011-9 Μι > 4 
181-58839-11 209-40 1 181-61012 ΜΙ 220-5 1 
181-58839-13 209-30 1 181-61012-3 M1 4 
181-58839-15 209-33 1 181-61012-5 M1 4 
181-58839-17 209-34 1 181-61012-7 M1 4 
181-58839-19 . 209-31 1 181-61012-9 Μι 4 
181-58839-21 . 209-32 1 181-61014 220 12 
181-58839-23 209-43 1 181-61014-1 12 
181-58833-25 209-41 1 181-61014-3 Μι . ; 12 d 
181-58839-27 209-42 1 181-61014-5 M1 36 
181-58839-29 209-44 1 181-61015-1 Μι 220 4 
181-58839-3 1 181-61015-11 M1 40 
181-58839-39 209-35 1 181-61015-13 M1 8 
181-58839-41 1 181-61015-15 M1 8. 4 
181-58839-43 209-6 1 181-61015-17 M1 40 
181-58839-45 209 1 181-61015-19 Μι : 8 
181-58839-47 209-9 1 181-61015-2 Ml 220 4 
181-58839-49 209-10 1 181-61015-21 M1 4 
181-58839-5 1 181-61015-22 M1 4 
1815883951 209-11 1 181-61015-23 16 
181-58839-53 209-14 1 181-61015-3 M1 220-15 8 
181-58839-55 209-15 1 181-61015-4 M1 220 8 
181-58839-57 209-17 1 181-61015-5 M1 _ 220-14 4 
181-58839-59 203-18 1 181-61015-6 Μι 220 4 
181-58839-61 209-12 1 181-61015-7 Mi 8 
18158839 63 209-4 1 181-61015-9 ΜΙ 8 
181-58839-65 209-3 1 181-61017-1 M1 220-17 2 
181-68839-67 209-2 1 181-61017-2 M1 220 2 
181-58839-69 209-47 1 181-61017-3 M1 4 
181-58839-7 209-36 1 181-61017-5 Mi 4 
181-58839-71 209-37 1 181-61017-7 Mi 4 
` 181-58839-73 209-7 1 181-61017-9 Μι .4 
181-58839-9 209-37 1 181-61018-1 M1 1 
181-58844-11 57 1 181-61018-2 M1 1 
181-58844-13 ] 57-2 1 181-61019-1 M1 1 
181-58844-15 57 ΄ 1 181-61019 2 ΜΙ 1 
181-58844-17 57-3 1 181-61019-3 Μι 1 
181-58844-19 57 1 181-61019-4 ΜΙ 1 
181-58844-21 51-6 1 181-61019-5 1 
181-58844-23 : 57 1 
181-61019-6 1 
181-58844-25 51-7 1 
181-58844-27 57 1 181-61020-1 Mi 1 
181-58844-29 57-5 1 181-61020-2 Mi 1 
181-58844-31 57-17 1 181-61021-1 ΜΙ 1 
181-58844-33 57 1 181-61021-2 M1 1 
181-58844-37 57 1 181-61022 M1 220-9 4 
181-58844-38 57-11 1 181-61023 MI 220-8 8 
181. 58844 41 57 1 181-61025-1 : 221-38 1 
181-58844-43 ` 57-9 1 181-61025-2 221-38 1 
181-58844-45 57 1 181-61026-1 221-31 1 
181-58844-7 57 1 181-61026-2 221-31 1 
181-58844-9 51-1 1 181-61027-1 Μι 222-8 1 
181-58868-13 . 192-31 1 181-61027-11 ΜΙ 2' 
181-58868-15 192-30 1 181-61027-13 Μι 2 
181-58868-19 193-22 1 181-61027-15 M1 1 
181-58868-21 193-4 1 181-61027-16 M1 1 
181-58868-7 193-23 1 181-61027-17 M1 1 
181-61001-1 1 Ref 181-61027-18 M1 1 
181-61001-2 1 Ref 181-61027-2 M1 222 1 
181-61002-1 221 1 181-61027-3 M1 1 
181-61002-2 221 i: 1 181-61027-4 Mi 1 
181-61003-1 1 181-61021-5 Μι 1 
181-61003-2 . 222 1 181-61027-6 M1 1 
181-61004 15 1 181-61027-7 M1 2 
8161005 - 75 1 181-61027-8 M1 2 
181-61007-1 222 1 181-61028-1 - 221-48 1 
181-61007-2 222 VO. 181-61028-2 221-48 1 š 
181-61008 1 181-61029-1 221-54 1 
R82NA 181-61010-1 "P1 221-29 2 181-61029-2 221-54 1 
R82NA 181-61010-2 P1 221-24 2 181-61030-1 M1 222-4 1 
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Vile 


STOCK 


NUMBER 


R82NA 
R82NA 


R82NA 


R82NA 
R82NA 
R82NA 
R82NA 
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PART 
NUMBER 
181-61030-10 
181-61030-11 
181-61030-12 
181-61030-13 
181-61030-14 
181-61030-15 
181-61030-16 
181-61030-17 
181-61030-18 
181-61030-19 

181-61030-2 
181-61030-20 
181-61030-21 
181-61030-22 
181-61030-23 
181-61030-24 
181-61030-3 
181-61030-4 
181-61030-5 
181-61030-6 
181-61030-7 
181-61030-9 
181-61031-3 
181-61031-4 
181-61031-5 
181-61031-6 
181-61032-3 
181-61032-5 
181-61033-1 


- 181-61033-2 


181-61034-1 
181-61034-2 
181-61034-3 
181-61035-3 
181-61035-4 
181-61035-5 
181-61035-6 
181-61036 
181-61037-1 
181-61037-11 
181-61037-2 
181-61037-3 
181-61037-4 
181-61037-5 
181-61037-7 
181-61037-9 
181-61038 
181-61040-1 
181-61040-10 
181-61040-11 
181-61040-12 
181-61040-13 
181-61040-14 
181-61040-15 
181-61040-16 
181-61040-17 
181-61040-18 
181-61040-19 
181-61040-2 
181-61040-20 
181-61040-21 
181-61040-22 
181-61040-23 
181-61040-24 
181-61040-25 
181-61040-26 
181-61040-27 
181-61040-28 


181-61040-29 


181-61040-3 
181-61040-30 
181-61040-31 
181-61040-32 
181-61040-33 
181-61040-34 
181-61040-35 
181-61040-36 
181-61040-37 
181-61040-38 
181-61040-39 
181-61040-4 
181-61040-40 
181-61040-41 
181-61040-42 
181-61040-43 
181-61040 44 
181-61040 45 
181-61040-46 
181-61040-47 
181-61040 48 
181-61040-49 


SOURCE 
CODE 
M1 
Mi 
MI 
M1 
M1 
Μι 
Μι 
ΜΙ 
Μι 
Μι 
ΜΙ 
Μι 
Μι 
Μι 
Μι 
Μι 
Μι 
Μι 
Μι 
ΜΙ 
M1 
M1 


SECURITY INFORMATION — RESTRICTED 


FIGURE & 


INDEX NUMBER 


222 


221 
223-1 


223 


TOTAL 
QTY 
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AN 01-60JKB-4 


MICRO- 5τοςκ 
FILM NUMBER 


R82NA 


R84NA 


R94NA 
R94NA 


R94NA 
. RM4ANA 


R94NA 
R94NA 


RESTRICTED 


PART 
NUMBER 
181-61040-5 
181-61040-50 
181-61040-51 


181-61040-52 


181-61040-53 
181-61040-54 
181-61040-6 
181-61040-7 
181-61040-8 
181-61040-9 
181-61041 
181-61041-3 
181-61041-5 
181-61042 
181-61042-3 
181-61042-5 
181-61045-1 
181-61045-2 
181-61046 
181-61048 
181-61049 


181-61050 


181-61051-1 
181-61051-2 
181-61052 
181-61053-3 
181-61053-4 
181-61054-3 
181-61055 
181-61056 
181-61057 


181-61058 
181-61059 


181-61060 
181-61061 
181-61065 
181-61066-11 
181-61066-13 
181-61066-15 
181-61066-17 
181-61066-19 
181-61066-21 
181-61066-23 
181-61066-25 
181-61066-27 
181-61066-29 
181-61066-3 
181-61066-31 
181-61066-33 
181-61066-35 
181-61066-37 
181-61066-39 
181-61066 -41 
181-61066-43 
181-61066-45 
181-61066-47 
181-61066-49 
181-61066-5 
181-61066-51 
181-61066-53 
181-61066-55 
181-61066-57 
181-61066-59 
181-61066-61 
181-61066-7 
181-61066-9 
181-61069-3 
181-61069 5 
181-61070-1 
181-61070-2 
181-61070-3 
181-61070-4 
181-61070-5 
181- 61070-6 
181-61071-1 
181-61071-2 
181-61071-3 
181-61071-4 
181-61071-5 
181-61071-6 
181-61072-1 
181-61072-2 
181-61072-3 
181-61072-4 
181-61072-5 
181-61072-6 


SOURCE 
CODE 


Μι 


FIGURE δ 


INDEX NUMBER 


223-3 


223-18 


223-22 
223 
223-23 
223-21 
223-11 
' 223-32 
223-9 
223-30 
223-28 
223 
223-7 
223-34 
223 
223-13 
223-14 
223-6 
223-8 
223-29 
223-12 
223-33 
223-10 
223-31 
224-35 


221-47 
224-21 
224-39 
224-19 


85-9 
85 


85-15 
85 
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QTY ` 
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STOCK 


NUMBER 
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PART 
NUMBER 


181-61073-1 
181-61073-2 
181-61073-3 
181-61073-4 
181-61073-5 
181-61073-6 
181-61074-1 
181-61075-103 
181-61075-105 
181-61075-107 
181-61075-109 
181-61075-11 
181-61075-111 
181-61075-113 
181-61075-13 
181-61075-3 
181-61075-5 
181-61075-7 
181-61075-9 
181-61080 
181-61081 
181-61081-3 
181-61082-1 
181-61082-2 
181-61082-3 
181-61082-4 
181-61083 
181-61084 . 
181-61085 
181-61086-1 
181-61086-2 . 
181-61086-3 
181-61086-4 
181-61087 
181-61088 
181-61089 
181-61089-3 
181-61091 
181-61093 


181-61094-3 

181-61095-15 
181-61095-17 
181-61095-21 
181-61095-23 
181-61095-27 
181-61095-29 
181-61095-3 

181-61095-31 


181-61095-33 . 


181-61095-35 
181-61095—37 
181-61095-39 
181-61095-41 
181-61095-43 
181-61095-45 
181-61095-41 
181-61095-49 
181-61095-5 

181-61095-51 
181-61095-53 
181-61095-55 
181-61095-57 
181-61095-59 
181-61095-61 
181-61095-63 
181-61095-65 
181-61095-67 


. 181-67095-69 


181-61095-7 - 
181-61095-71 
181-61095-73 
181-61095-75 
181-61095-77 
181-61096-17 
181-61096-19 
181-61096-21 
181-61096-23 
181-61096-25 
181-61096-27 
181-61096-31 
181-61096—-35 
181—-61096-37 
181—61096—41 
181-61096-5 

181—61096-51 
181-61096-53 
181-61096-59 
181-61096-61 
181-61096-63 
181-61096-65 


SOURCE 
CODE 


M1 


M1 


. M1 


Μι 


Μι 


INDEX NUMBER 


SECURITY INFORMATION — RESTRICTE 


FIGURE & 


85-21 
85 


226-49 


226-60 
226-62 
226-58 
226-56 
226-52 


226-1 


221-12 


221-26 
224-2 

221-16 
227-24 


226-5 
226-47 
227-9 
227-23 
227-4 
227-22 
227-6 
226-40 
225 
227-31 
227-32 
221-33 
226-12 
226-31 
226-23 
221-5 
226-6 
227 
225-33 
227 
227 
226 
227 
226 
226 
226-16 
227-25 
226 
221 
227 
226 
226-10 
325 


234-12 
224-16 
224-25 
224-29 
224-17 
224-9 
224-24 
225-28 
224-36 
224-34 
226-48 
224-13 
224 
224 


TOTAL 
QTY 
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ΑΝ 01-60JKB-4 


MICRO- STOCK 
FILM NUMBER 
. 
RESTRICTED 


PART 
NUMBER 


181-61096-69 
181-61096-7 
181-61096-73 
181-61096-77 
181-61096-79 
181-61096-89 
181-61096-9 
181-61096-91 
181-61097-1 
181-61097-2 
181-61099 
181-61099-11 
181-61099-13 
181-61099-15 
181-61099-17 
181-61099-19 
181-61099-21 
181-61099-23 
181-61099-25 
181-61099-3 
181-61099-5 
181-61099-7 
181-61039-9 
181-61101 
181-61101-3 
181-61102 
181-61102-3 
181-61103 
181-61103-3 
181-61104 
181-61105 
181-61105-3 
181-61106 
181-61106-3 
181-61107 
181-61107-3 
181-61108 
181-61108-3 
181-61109-1 
181-61109-2 
181-61109-3 
181-61109-4 
181-61110 
181-61110-3 
181-61110-5 
181-6111 
181-61112 
181-61113 
181-61113-3 
181-61114-1 
181-61114-2 
181-61114-3 
181-61114-4 
181-61115 
181-61115-3 
181-61116-1 
181-61116-2 
181-61117-3 
181-61117-5 
181-61118-1 
181-61118-2 
181-61118-3 
181-61118-4 
181-61119 
181-61120 
181-61120-3 
181-61121-1 
181-61121-2 
181-61121-3 
181-61121-4 
181-61121-5 
181-61122 
181-61122-3 
181-61124 
181-61124-3 
181-61125 
181-61127 
181-61128-1 
181-61128-2 
181-61129 
181-61129-3 
181-61130 
181-61131 
181-61132-1 
181-61132-2 
181-61133-1 
181-61133-2 
181-61134-1 
181-61134-2 
181-61138 


` 


SOURCE 
CODE 


FIGURE & TOTAL MICRO- 
INDEX NUMBER QTY FILM 
224 
225-7 
224 


224 


225-3 


224-41 
224 
224 
224 
224 
224 
225-29 
224 


224 
224 
228-1 


228-2 
228-3 


228-4 
228-5 


228-6 
228-7 
228-8 


228-9 
228-10 


228-11 


228-12 
228-13 
228-14 


228-15 
228-16 


228-17 


228-18 
228-19 
228-20 
228-21 
228-22 
228-23 


228-24 
228-25 


228-26 
228-27 


228-28 
228-29 


228-30 
229-1 
229-2 
229 


229-3 


229-4 
229 
229-5 
229 
229-6 
229 
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Revised 15 September 1953 


STOCK PART SOURCE 
NUMBER NUMBER CODE 
181-61138-3 Mi 
181-61138-5 ΜΙ 
181-61153 Μι 
181-61153-3 ΜΙ 
181-61155 ΜΙ 
181-61160 M1 
181-61161 M1 
181-61163-1 -Mi 
181-61163-2 MI 
181-61163-3 Μι 
181-61163-4 ΜΙ 
181-61163-5 ΜΙ 
181-61164-1 M1 
181-61164-2 M1 
181-61165-1 M1 
181-61165-2 M1 
181-61166-1 M1 
181-61166-2 Μι 
18161167 
181-61167-3 
181-61168 
181-61175-1 Μι 
181-61175-2 Μι 
181-61176-1 Μι 
181-61176-2 M1 
181-61177-1 M1 
181-61177-2 MI 
181-61178-1 M1 
181-61178-2 M1 
181-61179 M1 
181-61180 M1 
181-61181 M1 
181-61181-3 ΜΙ 
181-61181-5 ΜΙ 
181-61182 X1 
181-61182-1 
181-61182-3 
181-61182-5 
181-61183 Μι 
181-61184 M1 
181-61185 Μι 
181-61185-3 M1 
181-61186 M1 
R82NA 181-61187 P 
181-61187-3 Μι 
181-61187-5 MI 
181-61188-1 MI 
181-61188-11 M1 
181-61188-12 Μι 
181-61188-2 M1 
181-61188-3 ΜΙ 
181-61188-4 ΜΙ 
181-61188-5 M1 
181-61188-6 Μι 
181-61188-7 Μι 
181-61188-8 M1 
181-61188-9 ΜΙ 
181-61189-1 Μι 
181-61189-2 MI 
181-61190-1 MI 
181-61190-10 Μι 
181-61190-2 Μι 
181-61190-3 M1 
181-61190-4 M1 
181-61190-5 Μι 
181-61190-6 Μι 
181-61190-7 ΜΙ 
181-61190-8 ΜΙ 
181-61190-9 ΜΙ 
181-61191-1 M1 
181-61191-2 M1 
R82NA 181-61192-1 P 
R82NA 181-61192-2 P 
181-61192-3 M1 
181-61192-4 M1 
181-61193-1 M1 
181-61193-2 M1 
181-61193-3 M1 
181-61193-4 M1 
181-61193-5 M1 
181-61193-6 M1 
181-61193-7 M1 
181-61193-8 M1 
181-61194 M1 
181-61195 M1 
181-61196 M1 
181-61196-3 Mi 
181-61196-5 M1 
181-61196-7 
181-61197 Μι 
181-61197-3 


Revised 15 September 1953 


SECURITY INFORMATION — RESTRICTED 


FIGURE & 


INDEX NUMBER 


` 222-1 


222-15 
78-14 
78 


230-20 
230-21 
230-22 
230-23 
230-24 
230-25 


230-26 ` 


230-27 
230-28 
230-29 
230-30 


229-7 
229-8 


229-9 
229-10 
229-12 


229 


229-14 
229 


229-15 
229 
229-16 
229 


229-18 
229 


228-31 
228-32 
228-33 


228-34 


TOTAL 
QTY 
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AN 01-60JKB-4 


MICRO- STOCK 
FILM NUMBER 


R94NA 


R94NA 
R94NA 
R94NA 


R94NA 


R94NA 


RESTRICTED 


PART 
NUMBER 


181-61198 
181-61198-3 
181-61199 
181-61199-3 
181-61199-5 
181-61200 
181-61201 
181-61201-3 
181-61201-5 
181-61202 
181-61202-3 
181-61202-5 
181-61203 
181-61204 
181-61204-3 
181-61205 
181-61205-3 
181-61205-5 
181-61206 
181-61206-3 
181-61206-5 
181-61207 
181-61207-3 
181-61208 
181-61209 
181-61209-3 
181-61209-5 
181-61209-7 
181-61210 
181-61210-3 
181-66001 
181-66007 
181-66007-3 
181-66001-5 
181-66008 
181-66008-3 
181-66008-5 
181-66012 
181-66013 
181-66101 
181-66102 
181-66103 
181-66104 
181-66105 
181-66106 
181-67002 


` 181-67701 


181-67711 
181-67711-3 
181-67718 
181-67719 
181-67721 
181-6723 
181-67727 
181-69001 
181-69002 
181-69003 
181-69004 
181-69005 
181-69005-3 
181-69005-5 
181-69006 
181-69007 
181-69008 
181-69009 
181-69010 
181-69016 
181-69016-3 
181-69016-5 
181-69017 
181-69017-3 
181-69017-5 
181-69018 
181-69018-3 
181-71001 
181-71002 
181-71018 
181-71026 
181-71026-3 
181-71026-5 
181-71026-6 
181-71026-7 
181-71026-8 
181-71029 
181-71111 
181-71112 
181-71113 
181-71113-3 
181-71123 
18171131 
181-71132 


SOURCE 
CODE 
ΜΙ 
Μι 
Μι 


Μι 
Μι 


FIGURE & 
INDEX NUMBER 


228-35 


228-36 


228-31 
228-38 


228-39 


228-40 


228-41 


228-42 


228-43 


228-44 


228-45 
228-46 


16-6 


235 


Section lll 
Numerical Index of Contractor Parts 


TOTAL 
QTY 
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MICRO- 
FILM 
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Section ΜΙ x i SECURITY INFORMATION — RESTRICTED 


Numerical Index of Contractor Parts AN 01-60JKB-4 i 
STOCK PART SOURCE FIGURE & TOTAL MICRO- STOCK PART SOURCE FIGURE & TOTAL MICRO- 
NUMBER NUMBER CODE INDEX NUMBER QTY FILM NUMBER NUMBER CODE INDEX NUMBER QTY FILM 
i 96 181-71433 .M1 1 
181-71136 M1 2 181-71434 M1 1 
181-71137 M1 , 1 181-71435 M1 1 
181-71137-11 2 181-71436 Μι 1 
181-71137-13 2 181-71436-3 M1 1 
181-71137-14 2 181-71437 M1 1 
181-71137-15 2 181-71437-3 M1 1 
181-71137-17 2 181-71438 M1 1 
181-71137-19 1 181-71438-3 Μι 1 
181-71137-3 Μι 1 181-71438-5 1 
181-71137-5 Mi 1: - 181-71438-7 1 [ 
181-71137-7 M1 1 181-71439 1 
181-71137-9 M1 2 181-71439-3 1 
181-71141-3 ; - 4 181-71450 Ml: 1 
181-71141-5 4 181-71451 M1 1 
181-71143 4 18171452 ΜΙ 1 
181-71146 MI >: 1 181-71452-3 M1 1 
181-71211 75 1 181-71453 M1 1 
181-71212 A 238 1 181-71453-3 M1 1 
181-71214 M1 236-6 1 181-71460 M1 1 
181-71214-3 Μι 236 1 181-71460-3 Mi 1. 
181-71215 M1 236-3 1 181-71460-5 Μι 1 
181-71215-3 ΜΙ - 236 1 181-71460-7 - Μι 1 
181-71216 238 1 181-71611 96 . 1 
181-71220 M I 1 181--71612 : 1 
181-71225 M 238 1 181-71614 A 240-16 1 
181-71231 Μι 237-15 1 181-71614-3 Μ 1 
R82NA 181-71232 P 237-13 1 181-71615 240-6 1 
181-71233 ΜΙ 237-7 1 181-71615-3 240 1 
181-71235 M1 237-19 1 181-71624-1 -M1 1 
181-71236 M1 237-9 1 181-71624-2 M1 1 
181-71236-3 Μι 231-10 1 181-71624-3 . M1 1 
181-71237 Mi 237-18 1 181-71624-4 M1 1 
181-71238 M1 237-11 1 181-71625-1 M1 1 
181-71239 Μι . 235-46 1 181-71625-2 ΜΙ 1 
181-71240 A 235-4 1 181-71625-3 M1 1 
181-71241 Mi 235-8 1 181-71625-4 ΜΙ 1 
181-71241-3 M1 1 181-71626-1 M1 95-48 1 
181-71242 Μι 235-T 1 181-71626-2 M1 95 1 
181-71243 1 181-71626-3 M1 1: ; 
181-71244 237-8 1 181-71626-4 MI 1 
181-71245 Μι 1 181~71627 ΜΙ 3. 
181-71245-3 ` Μι 1 181-71627-3 M1 3 
181-71246 : M1 1 181-71628-1 M1 1 
181-71247 M1 1 181-71628-2 M1 1 
181-71248 1 181-71629 M1 240-20 2 
$ 181-71248-3 1 ç 96-13 
181-71248-5 1 181-71630-1 ΜΙ ` Ὃν. 1 
181-71248-7 ° 1 181-71630-2 M1 1 
181-71249 M 4 181-71630-3 M1 1 
R82NA 181-71250-3 P1 86-26 1 181-71630-4 ΜΙ 1 
R82NA  181-71250-5 P1 86 1 181-71630-5 ui 2 
181-71251-3 Mi 86-27 1 στο Mi I 
181-71251-5 M1 86 1 , 181-71723 
181-71252-3 M1 238-12 1 R82NA 181-73053 288-3 1 
181-71252-5 Μι 238-13 1 181-73053-3 š 1 
181-71253 237-6 1 181-73053-5 i 1 
181-71254 M1 103-46 1 181-73053-7 1 
181-71254-11 M1 1 181-73053-9 : : 1 
181-71254-3 M1 3 R82NA 181-73054 288-7 1 
181-71254-5 M1 1 181-73054-11 : 2 
181-71254-7 M1 2 181-73054-13 2 
181-73054-15 1 
` 181-71254-9 M1 2 η 
at = 2 -73054-17 2 
181-71255 243-18 181273084_ 19 i 
181-71255-3 : . 2 = 
181-71411 1 181-73054-21 2 
181-71412 238-24 1 181-73054-3 1 
181-71414-1 A 239-9 1 181-73054-5 1 
181-71414-11 1 181-73054-7 1 
181-71414-3 A 240-3 1 181-73054-9 2 
181-71414-5 240-28 1 R82NA 181-73060 288-10 1 
181-71414-7 M 1 * 181-Τ8060-11 1 
181-71414-9 M 1 181-73060-13 1 
181-71416 ` 238 1 181-73060-15 1 
181-73060-17 1 
181-71424 M1 235-29 1 E 
181-73060-19 1 
181-71424-3 ΜΙ 235 1 τ 
181-73060-21 1 
181-71424-5 Μι 25 κ 1 E 
181-73060-23 1 
181-71425 M1 235-28 1 E 
181-73060-25 1 
181-71425-11 Μι 1 151. 7060 27 Ἴ 
181-71425-13 Μι - 235-30 4 x 
181-73060-29 1 
181-71425-3 M1 1 τ 1 
isita M i 181-73060-31 
ΒΝ 1 181-73060-33 1 
181-71425-7 Μι 1 181-73060-35 1 
181-71425-9 M1 1 181-73060-37 1 
181-71430 Mi 1 181-73060-39 1 
181-71430ü-3 - Μι I 181-73060-4 1 
181-71430-5 1 181-73060-43 1 
181-71431 M1 1 181-73060-45 1 
181-71431-C3 : MI 1 181-73060-47 1 
181-71432 1 811-73060-49 1 


600 — : ᾿ RESTRICTED Revised 15 September 1953 


SECURITY INFORMATION — RESTRICTED . I ` Section lil: 


AN 01-60JKB-4 ; Numerical Index of Contractor Parts 
STOCK PART SOURCE FIGURE & κ TOTAL MICRO- STOCK PART SOURCE FIGURE & TOTAL MICRO- 
NUMBER NUMBER CODE INDEX NUMBER ` QTY FILM NUMBER NUMBER CODE INDEX NUMBER QTY FILM 
181-73060-51 1 181-73069-17 4 
181-73060-53 1 181-73069-19 4 
181-73060-55 1 181-73069-21 2 
181-73060-57 1 181-73069-3 2 
181-13060-59 1 ; 181-73069-5 2 
181-73060-60 1 181-73069-7 2 
181-73060-61 1 181-73069-9 I 4 
181-73060-63 1 181-73301 "1 1 
181-73060-65 1 181-73303 M1 1 
181-73060-67 1 181-73304 1 
181-73060-69 1 180 73504.3 1 
181-73060-71 1 181-73304-5 2 
181-73060-73 1 181-73306 .1 
RS 181-73060-75 1 181-73308-3 1 
181-73060-77 1 181-73308-: 
181-73060-79 1 ο... 5 i 
ο... A 181-73310-11 M1 234-14 1 
18121306035 i 181-73310-15 M 234-15 1 
5 8 181-73310-19 M 234-17 1 
181-73060-86 1 
τ 181-73310-23 M 234-18 1 
181-73060-87 1 L 
Ë T 181-73310-27 M 123-19 1 
R82NA 181-73061 288-9 1 
181-73061-11 1 181-73310-3 M 234-12 1 
181-73061-13 1 181-73310-31 M 234-23 1 
F - 181-73310-35 M 234-27 1 
181-73061-15 4 
τ E 4 181-73310-7 M 234-11 1 
181-73061-17 
Ν i 1 181—73311 M1 234-28 1 
181-13061-19 
181273061-20 í 181-73311-3 Mi 1 
E 181-73311-5 M1 1 
181-73061-3 1 
181-73061-5 1 18173312 146-22 1 
z 7 i 1 R82NA 181-τ3313 ΡΙ 84-8 1 
181-73061-7 Λ 
Ë z 181-73320 : 1 
181-19061-9 $ 181-73501 ; 72 2 
* - 2 = 1 _ ` . 
ἈΘΉΝΑ, JBL 79062. ads R82NA : 181-73502 M1 72-6 1 
181-73062-11 1 
d x 1 181-73503 Μι 12-5 1 
181-73062-13 
g E 1 181-73505 x2 72-4 1 
181-73062-15 
z 181-73505-3 xi 1 
181-73062-16 1 
| 181-73505-5 ΧΙ 1 
181-13062417 2 
i 2 : 2 181-73552 M1 2 
181-73062-18 
E Š 1 181-73553 M1 1 ; 
181-73062-21 
τ " 2 181-73554-1 M1 1 
181-73062-25 
X z 181-73554-2 M1 1 
181-73062-27 1 
š 7 181-73555 M1 1 
181-73062-29 2 
5 g 1 181-73560 1 
181-73062-3 
181-74001 1 
181-73062-31 1 
181-73062-32 1 18174002 1 
181-74009 ` 242-13 1 
181-73062-33 2 181.74009-3 
181=73062-35 1 181-74031 71 1 
181-73062-37 1 I 
181-74111 73 1 
181-73062-39 1 
181173002. 41 1 181-74112 243 1 
| R82NA 181-74113 P1 73-3 1 
181-73062-43 1 
181-74113-11 X1 1 
181-73062-44 1 
z 181-74113-15 ΧΙ 1 
181-73062-45 1 4 
u _ 181-74113-17 xi 1 
; 181-73062-47 1 x i 
181-73062-49 1 1817411919 1 
181-73062-5 1 R82NA 181-74113-21 P1 1 
181-73062-51 1 181-74113-3 M1 ; 1 
` 181-73062-53 1 181-74113-5 X1 1 
181-13062-54 1 181-74113-7 X1 1 
181-73062-55 1 181-74113-9 xi 1 
' 181-13062-56 1 181-74114 1 
181-73062-7 1 181-74133 M1 1 
181-73062-8 1 181-74134 M1 243-3 1 
181-73063 2 181-74134-3 M1 1 
181-73064 2 181-74136 M1 241-35 1 
181-73064-3 2 181-74136-3 M1 1 
181-73064-5 2 181-74137 M1 241-1 1 
R82NA 181-13065 288-5 1 181-74138-11 Μι 1 
181-73065-17 1 181-74138-13 M1 1 
181-73065-19 1 181-74138-3 Μι 241-3 1 
181-73065-21 2 181-74138-5 MI 241-4 1 
181-73065-23 2 181-74138-7 M1 1 
181-73065-27 2 181-74138-9 ΜΙ 1 
181-73065-29 1 181—74139 Μι . 241-9 1. 
181-73065-31 1 181-74144 241-23 1 
181-73066 1 181-74211 ' 75-1 1 
R82NA 181-73067 288-4 1 181-74212 243 Ref 
. 181-13067-11 2 181-74221 M1 242-9 1 
. 181-73067-13 1 181-74221-3 M1 1 
181-13067-15 1 181-74221-5 1 
181-73067-17 1 181-74221-6 1 
181-73067-19 2 181-74222 Μι 242-4 1 
181-73067-3 1 181-74222-3 Mi 242-10 1 - 
181-73067-5 1 181—74223 242-3 1 
181-73067-7 1 181—74872-2 249 1 
181-73067-9 : 1 181-914054-1 1 
R82NA 181-73069 288-6 2 181-914054-10 1. 
181-13069-11 4 181-914054-11 2 
181-73069-13 4 181-914054-13 3 
181-73069-15 2 181-914054-2 .1 
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Section HI ` SECURITY INFORMATION — RESTRICTED 


Numerical Index of Contractor Parts AN 01-60JKB-4 
STOCK PART SOURCE FIGURE & TOTAL MICRO- STOCK ` PART SOURCE FIGURE & TOTAL : MICRO- 
NUMBER NUMBER CODE INDEX NUMBER QTY FILM NUMBER NUMBER CODE INDEX NUMBER QTY FILM 
181-914054-3. ; 2 R82NA 187-14240-13 P 26-4 2 
181-914054-5 2 R82NA 187-14240-15 P 26-5 2 
181-914054-7 2 R82NA 187-14240-17 P 26-6 2 
181-914054-9 1 R82NA 187-14240-19 P 26-7 2 
181-931810 1 R82NA 187-14240-21 P 26-8 2 
181-933578-1 1 R82NA 187-14240-23 P 26-9 2 
181-933578-2 . 1 R82NA 187-14241 P 27-21 16 
181-934582 1 21-28 
181-94020 1 21-29 
181-948021 1 187-14251 27-27 1 
181-948022-1 1 187-14255 M1 23-12 4 
181-948022-2 1 187-14391 M1 š 13 1 
181-948024 1 187-16002-10 M1 j 1 
181-951030-13 1 187-16002-101 X1 14-1 1 
181-951030-15 1 187-16002-102 X1 14 1 
181-951030-3 3 187-16002-11 Μι 1 
181-951030-5 1 187-16002-12 M1 1 
181-951030-7 1 187-16002-13 M1 2 
181-951030-9 1 187-16002-15 Mi 2 
181-931548 1 187-16002-21 M1 4 
181-931548-13 1 ` 187-16002-23 Mi ` 1 
181-931548-15 2 187-16002-24 Μι 1 
181-953050 1 187-16002-25 M1 1 
181-953050-11 1 187-16002-26 M1 1 y 
181-953050-13 1 187-16002-27 M1 1 
181-953050-15 L- 187-16002-28 M1 1 
181-953050-1Τ 2 187-16002-29 M1 1 
181-953050-19 1 187-16002-3 M1 1 
181-953050-21 1 187-16002-30 Mi 1 
181-953050-23 1 187-16002-31 M1 1 
181-953050-24 1 187-16002-32 Mi 1 
181-953050-25 1 187-16002-33 Μι 1 
. 181-953050-26 1 187-16002-34 M1 1 
181-953050-27 2 187-16002-4 M1 1 
181—953050-29 1 187-16002-47 M1 4 
181-953050-3 1 187-16002-49 M1 8 
181-953050-31 1 187-16002-5 M1 1 
181-953050-33 1 187-16002-50 ΜΙ 8. 
181-953050-35 1 187-16002-51 _ M1 4 
181-953050-37 1^ 187-16002-52 M1 4 
181-953050-39 1 187-16002-53 M1 1 
181-953050-41 1 187-16002-54 M1 1 
181-953050-43 ` : 1 187-16002-55 Μι 1 
181-953050-45 x 1 187-16002-56 M1 1 
181-953050-47 1 187-16002-7 M1 1 
181-953050-5 1 187-16002-8 M1 1 
181-953050-7 1 j 187-16002-9 M1 1 
181-953050-8 1 R82NA 187-16009 5-28 2 
181-953050-9 1 187-16014 M1 : 2 
181-954042 1 187-16023-1 X1 14-32 1 
181-954703 1 187-16023-2 X1 14 1 
R83NA 181-956225 P1 1 187-16046 ΜΙ 46-21 4 
181-973302 A 1 187-16068-3 X1 6-42 1 
—973302-3 M1 1 187-16068-4 X1 6 1 
84-47004-7 286-11 1 187-16068-5 ΧΙ 6-43 1 
185-31056 16-35 8 187-16068-6 X1 6 1 
185-61066 P 221-9 8 R82NA 187-16068-7 P1 6-41 1 
185-61067 P 221-7 8 R82NA 187-16068-8 P1 6 1 
185-61068 Mi 221-2 4 R82NA 187-16113 P1 2 
185-61086 221-14 1 187-16113-11 X1 2 
185-61086-3 227-17 1 187-16113-13 X1 2 
185-61086-5 227-15 : 1 187-16113-15 X1 2 
185-61150 M 221-30 2 187-16113-17 X1 2 
185-61178 4 187-16113-19 M1 4 
185-61179 4 187-16113-3 X1 2 
185-61180 4 187-16113-5 X1 2 
185-61181 4 187-16113-7 X1 2 
185-61182 4 187-16113-9 ΧΙ 2 
185-61184 4 187-16117-1 1 
185-61184-3 4 187-16117-2 1 
185-61184-5 4 187-16117-3 1 
185-61189-1 2 187-16117-4 1 
185-61189-2 2 187-16117-5 1 
185-61190 4 187-16117-6 1 
185-61191-1 2 187-16117-7 1 
185-61191-2 2 187-16117-8 1 
185-61192 4 187-16117-9 4 
185-61194 4 R82NA 187-16213 1 
185-61195͵ 4 R82NA 187-17032 P1 - 11-17 16 
185-66023 231-16 1 187-17032-3 X1 16 
187-14214 : 21-35 2 187-17032-5 x1 16 
R82NA 187-14219-13 P1 . 24-5 4 187-11032-7 xi 16 
R82NA 187-14219-15 P1 21 2 187-21001 A 64-45 1 
R82NA 187-14219-17 P1 21-34 2 R82NA 187-21002 P1 (Use 187-21002-51) 
R82NA 1811421919 P1 27 2 187-21002-3 M1 2 
R82NA 187-14219-21 Ρι 27 2 - 187-21002-5 M1 2 
R82NA 187-14219-23 P1 21-25 2 R82NA 187-21002-51 67 37 
187-14219-25 21 2 69 
187-14220 M1 21-26 24 ΐ 187-21007 M1 2 
24-10 187-21007-3 M1 2 


602 RESTRICTED Revised 15 September 1953 


STOCK PART 
NUMBER NUMBER 
187-21007-5 
187-21007-6 
187-21014 
187-21014-3 
187-21014-5 
. 187-21014-6 
187-21014-7 
187-21014-9. 
187-21020 
187-21020-51 
187-21026 
187-21026-51 
187-21031 
187-21031-51 
187-21037 
187-21037-3 
187-21037-5 
187-21037-51 
187-21037-7 
187-21042 
187-21042-51 
187-21048 
187-21048-51 
187-21053 
187-21053-51 
187-21059 
187-21059-51 
187-21064 
187-21064-51 
187-21070 
187-21070-51 
187-21075 
187-21075-3 
187-21075-5 
187-21075-51 
187-21075-7 
187-21082 
187-21101-3 
187-21101-5 
187-21102 
187-21103 
187-21104 
187-21105 
187-21106 
187-21107 
187-21108 
187-21109 
187-21109-3 
187-21110 
187-21110-3 
187-21111 
187-21111-3 
187-21112 
187-21112-3 
187-21113 
187-21113-3 
187-21114 
187-21114-3 
187-21115 
187-21115-3 
187-21116 
187-21116-3 
187-21117 
187-21117-3 
18721118 
187-21118-3 
18721119 
187-21119-3 
187-21120 
; 187-21122-3 
187-21122-5 
187-21122-7 
187-21122-9 
187-21123-3 
187-21123-5 
187-21124 
187-21125-11 
187-21125-13 
187-21125-3 
187-21125-5 
187-21125-7 
` 187-21125-9 
187-21126-3 
187-21126-5 
187-21126-7 
187-21130 
187-21130-3 
187-21130-5 
187-21130-7 
187-21130-9 
187-21301 


Revised 15 September 1953 


SOURCE 
CODE 
MI 
Μι 
Mi 


M1 


SECURITY INFORMATION — RESTRICTED 


FIGURE & 
INDEX NUMBER 


69 


69 


69 


69-1 


TOTAL 
QTY 
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AN 01-60JKB-4 


MICRO- STOCK 
FILM NUMBER 


R82NA 


` R82NA 
R82NA 
R82NA 
R82NA 
R82NA 
R82NA 


R82NA 


R82NA 


RESTRICTED 


PART 
NUMBER 
187-21302-5 
187-21302-7 


` 187-21311 


187-21311-3 
187-21311-4 
187-21313 
187-21401-1 
187-21401-2 
187-21401-3 
187-21401-4 
187-21402 
187-21402-3 
187-21402-5 
187-21403 
187-21404 
187-21405 
187-21406 
187-21408 
187-21409-1 
187-21409-2 
187-21409-5 
187-21410 
187-21410-3 
187-21411-3 
187-21411-5 
187-21411 
187-21411-51 
187-21411-7 
187-21412 
187-21413 
187-21415 
187-21416 
187-21417 
187-21418-11 
187-21418-13 
187-21418-15 
187-21418-17 
187-21418-19 
187-21418-21 
187-21418-3 
187-21418-5 
187-21418-7 
187-21418-9 
187-21419 
187-21420 
187-22001 


187-22001-3 ` 


187-22001-4 
187-22001-5 
187-22011 
187-22011-3 
187-22015 
187-22015-3 
187-22016 
187-22020 
187-22020-3 
187-22021 
187-22025 
187-22025-3 
187-22026 
187-22030 
187-22030-3 
187-22031 
187-22035 
187-22035-3 
187-22035-5 
187-22036 
187-22039 ` 
187-22039-3 
187-22039-5 
187-22040 
187-22044 
187-22044-3 
187-22045 
187-22049 
187-22049-3 
187-22050 
187-22053 
187-22053-3 
187-22054 
187-22058 
187-22058-3 
187-22059 
187-22063 
187-22063-3 
187-22064 
187-22068 
187-22068-3 
187-22069 
187-22072 
187-22072-3 


SOURCE 
CODE 


FIGURE & 


INDEX NUMBER 


69-6 
69 


67-3 & 68 
64-14 
64-15 
64-13 


63-12 
64-16 


238 


69 


Section III 
Numerical Index of Contractor Parts 


TOTAL 
QTY 
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MICRO- 
FILM 


603 


Section Ill 
Numerical Index of Contractor Parts 


‘STOCK 


NUMBER 


RS2NA 


R82NA 


R82NA 


R82NA 


R82NA 


604 


PART 
NUMBER 


187-22072-5 


187-22073 
187-22076 
187-22076-3 
187-22076-5 
187-22077 
187-22080 
187-22080-3 
187-22081 
187-22083 
187-22083-3 
187-22083-5 
187-22101 
187-22102-3 
187-22102-5 
187-22102-7 
187-22102-9 
187-22103 
187-22104 
187-22113-1 
187-22113-2 
187-22116 
187-22117 
187-22117-3 
187-22117-5 
187-22301 
187-22302 
187-22302-3 
187-22302-5 
187-22302-7 
187-22302-9 
187-22303 
187-22303-11 
187-22303-13 
187-22303-15 
187-22303-3 
187-22303-5 
187-22303-7 
187-22303-8 
187-22303-9 
187-22304 
187-22304-3 
187-22305 ' 
187-22306 
187-22307 
187-22311 
187-22401-3 
187-22401-5 
187-22402 
187-22403 
187-22403-3 
187-22408 
187-22409 
187-22409-3 
187-22410 
187-22411 
187-22411-3 
187-22415 
187-22415-3 
187-22416 
187-22416-3 
187-22417 
187-22417-3 
187-23074 


` 187-23074-3 


187-23074-5 
187-23074-6 
187-23075-1 
187-23075-2 
187--23076 
187-23076-3 
187-23077 
187-23117 
187-23117-3 
187-23147-1 
187-23147-2 
187-23307 
187-23308-1 
187-23308-2 
187-23310 
187—23310-3 
187-23310-5 
187-23311 
187-23311-11 
187-23311-13 
187-23311-15 


- 187-23311-17 


187-23311-3 
187-23311-5 
187-23311-7 
187-23311-8 


SOURCE 
CODE 


Mi 
Μι 
Μι 
Μι 
M1 


M1 
M1 


SECURITY INFORMATION — RESTRICTED 


FIGURE & 
INDEX NUMBER 


63 


(Use 187-22304) 


63-11 


63-19 
63-16 


63-22 
63-26 


63-4 
63-7 
63-10 


66-18 


66-17 


TOTAL 
QTY 
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AN 01-60JKB-4 


MICRO- 
FILM 


STOCK 
NUMBER 


R82NA 


R82NA 


R82NA 


R82NA 


R82NA 


RESTRICTED 


PART 
' NUMBER 


187-23311-9 . 


187-23315 
187-23315-3 
187-23332 
187-23332-3 
187-23333 
187-23334 
187-23336-1 
187-23336-2 
187-23342 
187-23342-3 
187-23343 
187-23343-3 
187-23347-5 
187-23349 
187-23349-3 
187-23350-11 
187-23350-13 
187-23350-3 
181-23350-5 
187-23350-7 
187-23350-9 
187-23358 
187-23359-1 
187-23359-2 
187-23359-3 
187-23359-4 
187-23362-1 
187-23362-2 
187-23363 
187-23400 
187-23400-3 
187-23404-3 
187-23405-1 
187-23405-2 
187-23406 
187-24413 
187-24413-3 
187-24424 
187-24425 


.187-25001 


187-25002-10 
187-25002-11 
187-25002-12 
187-25002-13 
187-2500215 
187-25002-17 
187-25002-18 
187-25002-19 
187-25002-20 
187-25002-21 
187-25002-22 
187-25002-5 
187-25002-51 
187-25002-52 
187-25002-6 
187-25002-9 
187-25003-1 
187-25003-2 
187-25003-3 
187-25003-4 
187-25003-5 
187-25003-6 
187-25004-1 
187-25004-10 
187-25004-11 
187-25004-12 
187-25004-13 
187-25004-14 
187-25004-15 
187-25004-16 
187-25004-17 
187-25004-18 
187-25004-19 
187-25004-2 
187-25004-20 
187-25004-21 
187-25004-22 
187-25004-23 
187-25004-24 
187-25004-25 
181-25004-26 
187-25004-3 
187-25004-4 
187-25004-5 
187-25004-6 
187-25004-7 
187-25004-8 
187-25004-9 
187-25006-1 


SOURCE 
CODE 


M1 
Μι 
M1 
M1 


M1 
M1 
M1 


FIGURE & 


INDEX NUMBER 


66-23 


64-19 
64-20 
64-21. 


66-8 


64-22 
64-23 
64-27 
64-28 
66-32 
66-33 
66-39 
66-36 
64-46 


70-6 


70-17 


TOTAL 
QTY 
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MICRO- 
FILM 
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SECURITY INFORMATION — RESTRICTED f Section ΙΙΙ 


AN 01-60JKB-4 Numerical Index of Contractor Parts 
STOCK PART SOURCE FIGURE & TOTAL MICRO- E STOCK PART SOURCE FIGURE & TOTAL MICRO- 
NUMBER NUMBER CODE INDEX NUMBER QTY FILM NUMBER NUMBER CODE INDEX NUMBER QTY FILM 
R82NA 187-25006-10 ΡΙ 70-23 1 . _187-39021-6 xi 97 1 
187-25006-11 ΜΙ 1 R82NÀ 181-39021-9 P1 97 1 
187-25006-12 ΜΙ 1 187-39032-11 Μι 2 
R82NA 187-25006-2 P ` 70 1 187-39032-20 ΜΙ 97 2 
187-25006-3 Μι - 1 187-39032_3 an 97-63 2 
181-25006-4 ΜΙ 1 81-39032-- x 
187-25006-5 Μι 1 187-48322 30-14 2 
{8125006 6 ή : R82NA 187 48370 M1 per 2 | 
-25006-7 Μι k 1 z = 
ες Μι 1 R82NA 187-51062 ` Pl 39-3 1 
187-25006-9 Μι 1 187-51062-3 1 
187-25007-3 MI 1 187-51062-4 1 
187-25007-4. M1 ` 1 R82NA 187-51063 P1 39-4 1 
187-25007-5 M1 2 187-51063-3 x) 1 
187-25007-51 Μι 1 187-51063-5 xi 1 
25001. 1 1 R82NA 181-51064 P1 13-20 1 
187-25007-52 M 
187-25008-3 Μι 2 R82NA 187-51065 P1 6-52. H 
187-25008-4 Μι 2 187-51067-11 M 1 
187-25008-5 M1 2 187-51067-13 M 1 
1872500851 Mi 1 187-51067-3: M 39-19 1 
184: 55008 52 MI 1 187-51067-5 M 39-20 1 
181 25009 3 Μι 1 187-51067-7 M : 1 
187-25009-4 Μι 1 187-51067-9 M m. 
187-25009-5 . MI 2 R82NA 157 5101 n 39-5* τα 
R82NA 187-25009-51 P 1 mi: zr de z 
R82NA 187-25009-52 E 1 187-51079 xi 39-12 1 
187-25010-3 MI 1 " - 
187-51080 xi 39-13 1 
Due Mi ; R82NA 187-51081 P1 39-11 1 
7 187-51086 xi 6-53 1 
187-25010-51 MI 1 
187-51086-3 xi 1 
187-25010-52 Μι 1 πας xi i 
187-25011-3 ΜΙ 1 P E 
ο Mi i 187-51087 xi 13-21 1 
x » 187-51087-3 X1 1 
187-25011-5 M1 2 
187-51088-3 6-54 1 
187-25011-51 ΜΙ ` 1 187-51088-5 Μι 13-22 1 
187-25011-52 M1 1 
187-25011-7 - M1 2 187551106 16 
R82NA 187-25012-1 P 70-15 1 R82NA 181-52001 H PET: 5 
ua. MI 5 R82NA 187-52030-3 P1 ο 130-19 1 
F τ R82NA 181-52040-3 P1 130-23 1 
R82NA 187-25012-2 P 70 1 ρου... Pl 3 
M ur. aA MI : 187-52041-5 29-33 1 
. š 187-52044 29-32 3 
187-25012-9 M1 : 187-52059 Μι | 130-25 1 
187-25013 Mi 'R82NA 187-52060-3 P 130-27 1 
187-25013-1 70-5 1 R82NA 187-52061 P 130-21 1 
187-25013-2 70 1 * g 
187-52062 Μι 130-34 1 
187-25015-3 Μι 70-7 1 
ης. Mi s i 187-52063 M1 130-20 1 
z 7 R82NA 187-52201-3 : P1 137-1 1 
187-25015-5 ΜΙ 1 z κ 
187-52202 M1 137-5 1 
187-25015-51 70-13 1 181-52202-3 MI 1 
187-25015-52 ‘ . 70 7 187-52202-5 M1 137-6 1 
187-25015-6 ΜΙ 1 x Y 
187-52209-3 xi 98-8 1 
187-25015-7 M1 . 70-24 1 R82NA 187-52209-5 P1 98-4 ' 1 
187-25015-8 M1 70 1 181-52211-3 xi : 1 
R82NA 187-25017 P 70-16 1 
R82NA 181-52211-Τ P1 137-17 1 
187-25017-3 Mi 1 187-52212 MI 98-10 1 
187-25017-5 ΜΙ 2 187-52212-3 M1 2 
187-25018-5 M1 1 187-52212-4 M1 1 
187-25019 Μι 70 1 187-52212-5 M1 1 
187-25019-3 Mt : 1 187-52214 132-34 2 
187-25019-5 Mi 1 187-52218 137-60 2 
187-25020-1 ΜΙ 1. 187-52218-3 2 
187-25020-11 M1 2 187-52219 Μι 1 
187-25020-2 ` M1 E 187-52220 M1 128-15 1 
187-25020-3 Mi 1 187-52221 M1 128-14 1 
187-25020-4 Mi 1 187-522215-3 ΧΙ 2 
181-25020-5 ΜΙ 2 R82NA 187-522275-5 67-12 2 
187-25020-7 ` Mi 2 187-522276-3 ΧΙ 1 
187-25020-9 Μι 2 187-522276-4 xi 1 
187-31700-1 1 R82NA 187-522216-5 P1 61-21 1 
187-31700-2 1 R82NA 187-522276-6 P1 67-28 1 
187-31700-3 1. 187-522277 Μι 67-25 2 
187-31700-4 1 187-522277-3° ΜΙ 2 
R82NA  187-31721 P1 1 R82NA 187-522278-5 P1 67-23 1 
R82NA 187-31723-3 98-62 1 187-522279 M1 67-22 1 
R82NA 187-31729-4 98 1 187-522279-3 Μι 1 
187-31735-1 M1 1 187-522280-3 xi 1 
187-31735-2 M1 1 R82NA 187-522280-5 P1 67-20 1 
187-31735-3 M1 1 R82NA 187-522281 Al 64-2 2 
187-31735-4 M1 1 187-522282 M1 64-3 1 
187-31735-5 Mi 1 R82NA 187-522283-3 P1 64-4 1 
187-31735-6 M! 1 R82NA 187-522283-5 . PL 64-5 1 
187-31740-1 ΜΙ 1 187-522283-7 xi 1 
187-31740-2 ΜΙ 1 187-522283-9 xi 1 
R82NA 187-34324-20 P1 251-19 2 187-522284 M1 67-26 2 
187-34324-3 Μι 251-24 2 R82NA 187-522286 P 67 2 
187-34551 213-25 1 R82NA 181-522281-3 P 2 
R82NA 187-39021-10 PI 9. 1 R82NA 187-522287-5 P 67-41 2 
187-39021-5 xi 97-52 1 R82NA  187-522287-7 P 67-21 3 


Revised 15 September 1953 RESTRICTED 605 


Section lll 
Numerical Index of Contractor Parts 


STOCK 
NUMBER 


R82NA 
R82NA 


R82NA 


R82NA 


R83NA 


R82NA 
R82NA 


R82NA 
R82NA 


R82NA 


R83NA 
R82NA 


R82NA 
R82NA 
R82NA 
R82NA 
R82NA 
R82NA 
R82NA 


R82NA 
R82NA 


R82NA 
R82NA 


R82NA 


R82NA 
R82NA 
R82NA 


R82NA 
R82NA 


R82NA 


R83NA 
R83NA 


R83NA 
R83NA 


R83NA 


606 


PART 
NUMBER 


187-522287-9 
187-522288 


187-52233 
187-52236 
187-52237 
187-52337-3 
187-52240 
187-52240-3 
187-52241 
187-52242 
187-52243 
187-52243-3 
187-52244 
187-52245 
187-52246 
187-52247 
187-52248 
187-52249 
187-52250 
187-52251 
187-52252 
187-52253 
187-52254 
187-52255 
187-52257 
187-52281 
187-52309 
187-52310 
187-52312 
187-52312-3 
187-52313 
187-52316 
187-52337-3 
187-52342 
187-52344 
187-52349 
187-52403-3 
187-52404 
187-52404-3 
187-52404-5 
187-52407 
187-52444-3 
187-52501 , 
187-52501-3 
187-52502 
187-52503 
187-52504 
187-52504-5 
187-52505 
187-52506 
187-52507 
187-52507-3 
187-52508 
187-52509 
187-52510 
187-52511 
187-52512 
187-52517 
187-52518 
187-52519 
187-52520 
187-52521 
187-52522 
187-52523 
3187-52524 
187-52525 
187-52526 
187-52527 
187-53317 
18717-53339 
187-53401 
187-53402 
187-53403 
187-54083 
187-54093-5 
187-58038-10 
187-58039 


187-58060 
187-58060-3 
187-58146 
187-58147 
187-58147-3 
187-58148 
187-58149 
187-58149-3 
187-58151 
187-58152 
187-58154-10 
187-58155-3 
181-58156-3 


SOURCE 
CODE 


P 
P 


SECURITY INFORMATION — RESTRICTED 
AN 01-60JKB-4 


FIGURE & 
INDEX NUMBER 
67-19 
63-12 
67 
128-12 
128-1 


46-25 
137-15 
128-11 
128-8 
128-13 
128-16 
128-17 
128-5 
128-3 
128-9 
128-7 


128-6 
128-4 
132-33 
132-31 


132-30 
(Use 187-52255-15 
132-36 


46-35 
46-32 
46-34 


46-30 
46-29 


46-15 
46-31 


137-23 
137-21 


139-31 
137-38 
46-3 


41-37 
41-21 
41-2 
137-28 
41-36 
41-25 
41-12 


41-17 
41-15 
41-16 
41-22 
41-23 
41-6 

41-30 
41-31 


41-24 
41-1 


41-7 
41-33 
41-8 
41-34 


152-15 


158-9 

(Use 187-58039) 
211-19 
179-13 
194-15 


(Use 187-58495) 


TOTAL 
QTY 


- 
to 
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MICRO- |. STOCK 
FILM NUMBER 


R83NA ` 


R83NA 
R83NA 


R83NA 


R83NA 


R83NA 
R83NA 
R83NA 
R83NA 
R83NA 
R83NA 


R83NA 


R83NA 
R82NA 


R83NA 
R83NA 
R83NA 
R83NA 


R83NA 
R83NA 


RESTRICTED 


PART 
NUMBER 


187-58157-3 
187-58159-3 
187-58160-3 
187-58161-10 
187-58161-3 
187-58161-5 
187-58162 
187-58163 
187-58164 


` 187-58165-3 


187-58249-3 
187-58281 
187-58281-10 
187-58281-11 


187-58281-3 
187-58281-5 
187-58281-7 
187-58281-9 


187-58282 
187-58283 


187-58334 


187-58349-3 
187-58349-5 
187-58368-11 
187-58368-13 
187-58368-15 
187-58368-17 
187-58368-19 
187-58368-21 
187-58368-3 
187-58368-5 
187-58372-5 
187-58372-9 
187-58379 
187-58380-3 
187-58382-3 
187-58382-5 
187-58451 
187-58452 
187-58481 
187-58482 
187-58483 
187-58484 
187-58485 
187-58486 
187-58487-3 
187-58488 
187-58489 
187-58490 
187-58491 
187-58491-3 
187-58493 
181-58495 
187-58704-1 
187-58704-2 
187-58704-3 
187-58704-4 
187-58106-5 
187-587100 
187-587101 
187-587104 
187-587104-3 
187-587105 : 
187-587106 
187-587107 
187-58711-3 
187-58711-5 
187-587113-1 
187-587113-2 
187-587114 
187-587115 
187-587116 
187-587117 
187-587118 
187-587119 
187-58712-3 
187-587120 
187-58713 
187--58714 
187-58715 
187-58716 
187-58716-3 
187-58717-1 
187-58717-2 
187-58717-3 
187-58717-4 


SOURCE 
CODE 


P1 
P 
P1 
P1 
ΧΙ 
ΧΙ 
Μι 
M1 
M1 
P1 


X1 
X1 
M1 


M1 
M1 


M1 
M1 


M1 
P1 


Al 
ΑΙ 
ΡΙ 
M1 
P1 
P1 
X1 
P1 
M1 
Μι 
X1 
X1 
Μι 
M1 


FIGURE & TOTAL MICRO- 
INDEX NUMBER QTY FILM 


m 


199-38 
199 

199 : 
199-49 
199-42 
199-51. 
199-44 
199-50 
199-43 


“RRR m IO t FO IO IO EO. I DO EO to 


N 


to 


199-39 
199-46 
219-11 
201-48 
188-2 


woe eee 


199-45 


261-20 
261-16 
261 
261-6 


179-20 
179-23 
179-14 
179-16 
179-15 
179-18 
179-25 
179 
179-27 
179179-34 
179-28 
179 
179-24 
179-36 


47-1 48 
47 48 
137-44 
138-39 
138-57 
138-83 
138 
138-82 
138-77 
138-76 
48-19 
48 
138-42 
138-43 
138-68 
138-64 
138-73 
138-70 
138-67 
138-71 
, 48-05 
138-66 
48-26 
48-28 
48-30 
48-12 


48-46 
48 
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SECURITY INFORMATION — RESTRICTED : Section Ill 


AN 01-60JKB-4 Numerical Index of Contractor Parts 
STOCK PART SOURCE FIGURE & TOTAL MICRO- d STOCK PART SOURCE FIGURE & TOTAL MICRO- 
NUMBER NUMBER CODE INDEX NUMBER QTY FILM NUMBER NUMBER CODE INDEX NUMBER QTY FILM 
R83NA  187-58718-1 : Pl 48-31 1 2B1-10-5 171-31 1 
R83NA 187-58718-2 Pl 48 1 2B1-5-2 171-42 1 
187-58718-3 xi 1 2B12-10-2 7 
187-58718-4 χι 1 2B1B10-2 160-29 14 
187-58719 Μι 48-43 2 2B1B10-4 165-11 2 
187-58720 M1 48-51 2 2B1B6-2 : 50-2 4 
187-58730 41-32 4 2B1B6-3 169-22 2 
187-58136 ΜΙ 47-17 2 2B1B6-7 . 169-18 2 
4 187-58737 M1 (Use 187-58791-3) 2B1B9-2 Mi 160-30 12 
R82NA 187-58740 P1 41-49 2 2C10 : 6 
187-58741 2 2C10-1 2 
187-58741-3 2 2C12 7 
R82NA 187-58742 P 41-50 2 2C12-1 7 
R83NA 187-58744 P 41-2 8 2C12-2 13 
R83NA 181-58745 P 47-11 4 2C12-3 M 12 
R83NA 187-58746 P1 41-10 2 2C12-4 13 
R83NA 187-58747 P1 47-18 2 2012-56 ΜΙ 9 
187-58747-3 ΧΙ 2 2012-6 M1 8 
187-58748 M1 ` 47-12 2 2C12-7 8. 
j 187-58749 Mi . 48-23 2 2C13-4 M1 4 
R83NA 187-58750-3 P 1 2015 8 
R83NA 187-58750-7 P 137-46 1 2C15-3 1 
R83NA 187-58752 P 41-46 2 2C15-4 3 
187-58752-3 137-45 1 2C15-5 2 
187-58756-3 138-7 1 2C15-6 1 
181-58151 M1 48-16 4 R82 2C16-3 M 7 
187-58758-3 X2 138-25 1 ` 2C16-6 1 
R83NA  187-58759-3 P1 1 2C17-3 7 
R83NA 187-58759-5 P1 138-5 ` 1 2C18 Μι 2 
R83NA 187-58760 P1 138-14 1 2C19-2 1 
R83NA 187-58761 P1 138-13 1 2C2-6 6 
187-58763 . 138-20 1 2C2-7 6 
187-58763-3 Xt 1 2C21-3 18 
R83NA = 187-58763-5 ` δι 1 2C24-2 Μι 5 
187-58764-3 Xl , 1 2C24-3 Μι 5 
R83NA 187-58764-5 P1 138-2 1 2C25-4 ZEE 
. 181-58165 M1 138-26 2 20055 1 
R83NA 187-58766 P 138-4 2 2C28 82 Š 
R83NA 187-58767 P 138-19 1 2C29-16 1 
R83NA 187-58768 P 138-6 4 2629 8 Μι 24 
R83NA 187-58769 P 138-21 2 2C30-1 M1 3 
187-58773 M1 138-22 3 2C31 1 
187-58786 M1 138-12 2 , 
187-58787 M1 68-3 1 N" δα Mı : 
R83NA 187-58788 P 41-48 6 24-1 2 
138-1 
R83NA 187-58789 Pl 138-35 2 PE i 
187-58796-3 138 2 npo 18 
187-58790 138-48 2 DOES 2 
πω... diu: š 2H2L8-13 286-9 3 
R83NA 187-58792-5 Pl 47-51 2 τ : 2 79-82 7 
BENS ο... 3 mew 3 R82NA 2P7-12-51 3-9 6 
R83NA 187-5879 Pl 138-31 . 2 R82NA 2P7-13-14-1/16 5-7 8 
R83NA 187-58799 P1 138-38 © 2 R82NA 2P7-13-23-1/2 TEE 18 
187-71029 1 R82NA 2P7-13-23-3/4. 5-3 18 
187-71062 1 R82NA 2P7-13-30 ; 5-4 9 
187-71063-1 1 R82NA  2P7-13-39-21/32 5-5 18 
181710632 1 R82NA 2P7-13-43-1/4 15-4 2 
187-71064 1 R82NA 2P7-13-46 15-7 4 
187-71065 j R82NA 2P7-13-46-1/4 15-5 2 
181-71066 1 R82NA 2P7-9-34-1/2 8-26 4 
187-71068 1 R82NA 2P7-9-35-1/2 : 8-21 5 
187-74009-3 242-14 1 R82NA 2P7-9-38-1/2 8-28 5 
181 14019 ΜΙ 1 R82NA 2P7-9-39-9/16 Ρ 3 
18774020 ΜΙ 241-10 3 R82NA  2PT7-9-41-15 P 3 
18714021 241-8 1 R82NA 2P7-9-46-5/8 10-24 3 
187-958758-3 2 2P7-9-5-5/8 ; 4 
190-58737-105 48-7 2 R82NA 2P7-9-54-1$ 10-25 3 
128-52 R82NA 2P7-9-56-9/16 4 
190-58737-7 48 -2 R82NA 2P7-9-9-5/8 96-8 4 
138-51 2P7W9-24-7$ 4 
190-58737-75 48-6 2 2R6-8-4-10 16 
138-53 2R6-8-4-6 38 
191-121121 Μι 2 2R6-8-5-6 31 10 
191-14811 M1 16 2R6-8-7-6 32 
131-16036-1 M1 15 2S2-3 8 
191-16036-2 M1 15 2WSR14-20-62 173 1 
-191-16037-1 ΜΙ 2 ᾽ 2W1-10-0-40 1 
191-16037-2 Μι 2 I 2W1-10-16-32 4 
191-16039-1 M1 13 2W1-10-9-40 Mi 1 
191-16039-2 Mi . 13 š; 2W1-12-18-63 8 
191-17018-3 Μι 11-22 48 2W1-13-14-64 15-21 4 
22-41 2W1-13-17-63 130-22 1 
191-17018-5 Μι 11-23 12 2W1-13-19-63 130-24 1 
22-42 2W1-13-20-42 129-69 2 
191-42100 285-14 1 2W1-13-22-60 M1 2 
191-58806-17 192-29 1 2W1-13-28-63 : 4-18 12 
2B1-10-3 171-29 1 2W1-16-20-064 44-35 4 
2B1-10-4 171-30 2 2W1-16-20-32 149-17 8 


- Revised 15 September 1953 RESTRICTED : 607 


SECURITY INFORMATION — RESTRICTED ` 
: AN 01-60JKB-4 : 


Section Ill : 
Numerical Index of Contractor Parts 


STOCK i PART SOURCE FIGURE & TOTAL MICRO- STOCK PART SOURCE FIGURE & TOTAL MICRO- 
NUMBER NUMBER S CODE INDEX NUMBER ΟΤΥ FILM NUMBER NUMBER CODE INDEX NUMBER QTY FILM 
2W1-16-22-063 168-40 2 R82NA 2W10-8 P 7-30 8 
' 2W1-16-28-42 2 2W10-9 4-46 20 
2W1-17-20-42 129-65 2 2W11-5 279-15 2 
2W1-18-32-64 8 2W11-8 32-23 3 
2W1-20-16-64 94-28 12 2W11A12 41-41 4 
2W1-20-18-63 Μι : 2 2W11A5 131-3 9 
-20-22- T 4 2W11L-10-16-032 2 
oe eee 28134 1 2W11L-12-15-032 253-11 2 
2W1-20-25-64 48-31 4 2W11L-18-24-64 23-27 6 
2W1-20-26-63 67-39 2 2W11LP20-15-16 145-35 4 
2W1-20-48-65 1 2W11LP20-32-32 145-60 4 
2W1-21-24-63 2 2W11LP25-25-64 254-17 - 6 
2W1-21-28-64 5-13 20 2W11LP28-21-16 144-15 16 
2W1-21-32-64 255-60 8 2W11LP28-21-32 144-16 16 
2W1-24-20-10 4 2W11LP33-29-64 217-15 4 
2W1-24-20-16 4 2W11LP45-35-40 200-20 6 
2W1-24-24 172-44 E 2W11LP57-41-40 250-15 4 
2W1-24-26-32 3 2W11LP65-46-40 178-20 6 
2W1-24-32-64 255-95 6 2W11LP77-53-40 272-9 5 
2W1-26-20-64 171 8 2W11LP84-76-64 199-52 4 
2W1-28-22-62 251-35 2 2W11LP97-65-40 1 
2W1-28-26-32 (3 2W11L10-12-188 1 
2W1-28-32-64 271-27 1 2W11L10-12-250 1 
2W1-33-28-63 41-4 4 2W11L10-16-032 2 
2W1-33-28-94 2 2W11L10-32-20 150-24 1 
2W1-42-25-63 41-10 4 2W11L12-14-040 144-40 1 
2W1-48-36-64 140-20 10 2W11L12-16-40 171-55 8 
2W1-50-38-63 233-17 ` 2 2W11L12-18-64 6 
2W1-6-22-13 2 2W11L12-26-40 155 16 
2W1-6-5-5 2 2W11L12-28-031 14 
2W1-8-12-20 1 2W11L13-14-40 255-73 8 
2W1-8-32-125 210-15 2 2W11L13-14-62 100-17 2 
2W1AL 110-68 2 2W11L13-14-64 255-31 4 
2W1AL-42-3i2 3-1 2 2W11L13-14-91 255-70 6 
2W1ALP25-25-64 ΜΙ 261-11 3 2W11L13-16-32 5 
2W1ALP33-29-64 217-14 2 2W11L13-18-32 14 
2W1ALP45-35-40 200-19 1 Aa 241-27 19 
2W1ALP65«46~40 262-25 1 2W11113-18-64 . 255-88 2 
2W1ALP77-53-40 ΜΙ 62-25 3 λε. 2 
2WIALI2 12 64 77-42 2 2W11L13-24-032 134- 8 1 
2WIALI2-18-64 M1 3 2W11L13-24-32 85 
R82 2W1AL12-26-40 ΜΙ 12 2W11L14-14-102 201-51 . ἃ 
2W1AL13-14-64 87-18 6 2W11L14-24-64 4 
2W1AL13-18-40 241 4 2W11L16-16-91 9-28 3 
2W1AL13-24-032 M1 131-9 85 2W11L16-20-64 244-18 26 
2W1AL13-28-64 87-17 2 2W11L16-20-91 21-31 8 
2W1AL18-20-64 115-38 3 2W11L16-28-64 104-21 4: 
2W1AL18-22-64 Mi 118-3 4 2W11L16-32-32 101-20 56 
2W1AL18-24-64 112 3 2W11L16-36-125 231-7 E 
2W1AL18-28-64 115-9 3 2W11L17-16-020 264-9 21 
2W1AL18-32-64 118-22 8 2W11L17-16-040 264-10 21 
2W1AL20-22-51 ΜΙ 3 2 1L17-16-064 10 
P 196. 9 2W11L18-20-64 115-8 6 
2WIAL32-22-04 .. 246-43 4 2WIILIS-22-64 118-45 4 
2W1AL32-26-32 ΜΙ 2 2W11L.18-24-40 110-85 2 
2W1AL46-30-16 146-47 AR 2W11LI18-24-64 36-5 7 
2W1AL46-30-20 146-48 AR 2W11L18-28-64 4 
2W1AL46-30-25 146-49 AR 2W11L18-28-64 ` 24-48 4 
2W1A10-16-32 M1 4 2W11L18-32-64 24-50 6 
2W1C14-24-62 ΜΙ : 4 2W11L20-16-91 172-50 2 
,2W1C14-28-64 221-46 8 2W11L20-24-40 267-30 4 
2W1C16-11-322 Μι 3 2W11L20-25-51 I 1 
2W1C16-11-63 ΜΙ 1 2W11L20-25-64 48-6 8 
2W1C16-17-30 Μι 6 2W11L20-27-64 59-22 4 
2W1C17-14-62 179-19 1 2W11L20-32-64 26-12 16 
2W1C20-16-62 179-26 1 2W11L21-16-16 146-50 2 
2W1C33-156 186-25 2 2W11L24-20-72 5-17 16 
2W1C40-28- 050 46 4 2W11L24-24 172-35 2 
2W1C72-48-10 Mi 4 2W11L24-26-064 255-49 2 
2W1C88-54-10 | MI 4 2W11L25-24-64 233-16 2 
2W1C88-54-32 ΜΙ 1. 2W11L25-33-51 276-12 2 
2W1LB21-26-016 ΜΙ 6 2W11L26-16-60 198-15 2 
2W1LB41-28-94 M1 2 2W11L26-24-64 26-3 24 
2W1L28-24-62 125 2 2W11L28-28-91 24-46 8 
2W1L32-28-62 ΜΙ 1 2W11L29-26-32 4 
2W1P18-19-94 132-32 1 2W11L30-20-10 2 
2W1P20-18-31 127-13 1 2W11L32-26-32 153-14 6 
2W1P25-28-187 156-11 1 2W11L32-36-32 86 2 
2W1R16-16-62 M1 2 2W11L34-32-32 265-2 4 
2W1R40-30-62 177-26 2 ë 2W11L40-40-63 257-32 1 
2W1SR14-20-63 13 2 2W11L46-30-16 146-76 19 
2W1V29-22-62 196-14 2 2W11L46-30-20 146-77 19 
2W1V31-26-62 196 1 2W11LA46-30-25 146-78 19 
2W1V49-32-62 196 1 2W11L48-32-32 130-33 1 
2W10-10 4-32 20 2W11L49-42-312 3-7 6 
2W10-12 4-29 24 2W11L6-10-40 2 
.2W10-14 4-50 10 2W11L64-44-62 215-11 2 
2W10-16 4-39 10 2W11L7-12 2 
2W10-4 6-46 38 2W11L7-12-20 13 
R82NA 2W10-5 P 16 2W11L8-10-16 268-18 4 
R82NA 2W10-6 P 17-18 8 2W11L8-12-32 8 
608 RESTRICTED Revised 15 September 1953: 


SECURITY INFORMATION —RESTRICTED Section Ill 
AN 01-60JKB-4. Numerical Index of Contractor Parts 


STOCK - PART SOURCE FIGURE & N TOTAL MICRO- STOCK b PART SOURCE FIGURE ὃς TOTAL MICRO- 
NUMBER. ` NUMBER CODE INDEX NUMBER QTY FILM NUMBER NUMBER CODE INDEX NUMBER QTY FILM 
2W11L8-16-64 2 2W18-10L 131-49 8 
2W11L9-14-51 6 2W18-416 45 55 
2W11P33-29-64 2 2W18-416L 45 12 

2W11S 2 2W18-49-32-5 
R82NA 2W12-12 P 271-16 6 2W18-516 132 2: 
2W12-13 200-18 2 2W18-516L 132 1 
2W12-17 250-16 2 2 WIR τος 224 2 
2W12-19: 138-8 8 . 2W18-716 225 2 
2W12-20 59-19 4 2W18-8 242 4 
2W12-21 47-23 4. 2W18-816 226 1 
CL33 2W12-22 P 62-24 5 Š 2W18-916 191 17 
2W12-23 56-9 4 2W18AL13-14-64 87-57 4 
2W12-27 1 2W18AL13-28-64 87-56 2 
2W12-9 2 2W1914-20-62 13 1 
2W12R14-20-62 4 2W1929-28-250 199-25 2 
2W12R16-16-62 199-28 4 2W1940-30-62 177-20 2 
- 2W11617-16-064 264-11 19 2W2-L13-18-32 1 
mr : rrr NA 
2W1224-20-62 13 6 -26-21- 
173 2W2SP21-24-62 M1 4 
2W1233-30-40 216-83 2 2W2SP24-36-95 ΜΙ 12 
2W1249-32-5 41-26 19 2W22-17-16-62 271 16 
2W13 4 2W2226-21-125 276-47 4 
2W13-18-24-63 138-34 2 2W2233-30-12 1 
2W13-4 20-60 12 2W2233-30-62 276-84 1 
2W13-6 - 2 : 2W22P11-22-63 246-49 2 
2W13AL18-24-64 1 2W22P21-24-62 8 
2W1312-14-32 4 2W22P21-28-62 135-16 2 
2W1312-14-63 8 2W22P24-36-95 22-41 24 
2W1312-48-63 1 2W22P42-25-62 246-55 2 
2W1313-18-32 252-30 2 2W2220-20-062 103-59 8 
2W1313-28-63: 235-37 4 2W2220-24-032 103-60 .8 
2W1313-56-63 E! 2W21C20-28-16 2 
2W1314-24-32 35-10 8 2W25P24-36-95 11-24 6 
2W1314-28-64 221-38 8 3A3-4-20 2 
2W1316-11-32 257-51 5 3F2-4 78-12 2 
2W1316-11-63 257-52 2 3G4-3 3 
2W1316-16-50 2 3G4-4 1 
2W1317-14-62 179-16 1 3G5-3 53-14 1 
2W1317-18-32 . 285-4 12 irs ο 1 
2W1318-24-63 2 - 
2W1319-24-62 35-3 8 R82NA 3G4-3 39-27 11 
2W1320-28-10 5 R82NA 3G4-4 39-28 6 
2W1320-28-32 . 1 R82NA 3G5-3 2 
2W1320-40-64 221-6 16 3H2-10-9 125-30 8 
2W-321-32-63 60-9 4 3H2-16-13 110-55 1 
2W1324-28-16 41-32 .8 "μος d a 
2W1329-26-32 12 Hi SA 35 1-2 : 
2W1330-24-63 289-20 6 D 
2W1333-28-94 186-23 2 3H2-20-15 110-57 2 
qeu 3H2-24-15 110-58 5 
2W1333-34-32 282-7 2 
2W1340-287-050 ` 46-22 4 anm 110-59 2 
2W1348-44-64 253-15 4 3H2-4-10 194-8 2 
3H2-4-15 110-22 1 
2W1349-32-016 216-8 59 
3H2-4-17 115-23. 1 
2W1372-48-10 255-13 19 
2W1372-48-16 251-68 4 3H2-4-36 110-23 1 
3H2-40-15 110-60 1 
2W1372-48-32 255-12 29 
. 3H2-8-15 110-25 4 
2W1372-48-63 257-66 1 
2W138-14-62 179-32 i 3H2-8-26 31-25 6 
2W138-8-32 24 3H2-8-77 110-34 2 
2W1388-54-10 255-21 19 3H2L10-15 286-8 1 
ή 3H2L6-21 M 286-22 1 
2W1388-54-16 257-64 4 3H2L8-35 M ^ 
2W1388-54-32 255-20 29 3H2310-15 2 
2W1388-54-63 251-62 2 3H2310-26 280-20 A 
.. 2W139-10-48 1 3H234-60 2 š 1 
2W13B21-26-016 248-17 19 ü Y 
3H236-16 220-2 8 
2W13B41-28-94 41-5 21 3H226-21 986-24 E 
2W1328-24-62 125-15 4 3H236-25 9220-6 É 
2W1332-28-62 1 .3H238-13 286-22 (6 
2W15-10 118-11 4 3H238-22 286-39 2 
2W15-12 138-3 3 E a 
l 3H238-3 286-42 1 
2W15-15 68-29 6 z E 
: 3H28-15 286-17 1 
2W15:2 3H3-4-10 195-13 1 
2W15-5 P 194-28 10 3H3-4-1015 194-42 1 
2W15-7 277-18 2 3H3-4-11-1/4 2 
2W15-8 200-23 6 3H3-4-11-!5 209-45 2 
2W16 14-29 65 8 
3H3-4-12 194-9 1 
2W11-1016 282-19 1 3H3-4-12-1/2 209-46 2 
2W17-516 12 3H3-4-13 177-10 1 
2W1710-20-32 : 16 3H3-4-13-15 195-12 3 
2W1713-28-063 161-41 12 3H3-4-14 — 55-93 2 
2W1716-24-125 38 8Η3-4 15 16 *209-20 2 
2W1717-19-94 . 134-15 1 3H3-4-16-15 214-50 1 
2W1720-16-63 230-31 4 3H3-4-17-1/2 209-19 2 
2W1720-18-31 40-18 2 3H3-4-22-1/2 2 
2W1720-28-10 251-25 19 3H3-4-23 4 
2W1120-28-16 251-26 19 3H3-4-33 247-7 1 
2W1720-28-32 257-24 19 3H3-4-36 256-7 1 
2W1725-28-187 156-14 2 3J3-4-12 55-92 2 
2W1732-48-156 25-9 4 R82NA 3810-5 279-9 2 
2W18-10 131 51 3511 244 2 
Revised 15 September 1953 RESTRICTED 609 


Section {| f 
Numerical Index of Contractor Parts: 


STOCK 
NUMBER 


R82NA 
R82NA 


R82NA ` 


R82NA 


R82NA 
R82NA 


R82NA 
R82NA 
R82NA 
R82NA 
R82NA 


R82NA 
R82NA 
R82NA 
R82NA 
R82NA 
R82NA 


R82NA 
R82NA 
R82NA 
R82NA 
R82NA 


R82NA 
R82NA 
R82NA 


R82NA 


R82NA 


R82NA 
R82NA 


R82NA 
R82NA 
R82NA 
R82NA 
R82NA 
R82NA 


R82NA 
R82NA 


610 


PART 
NUMBER 


3811-3 
3S11-5 
4B13M-S4-007 
4B16CP4-49 
4B18-5-102 
4B18-5-80 
4B18-5-91 
4B18-6-64 
4B18B5-188 
4B19-54-11 
4B19-55-006 
4B19-56-13 
4B19B10-006 
4B19B12-006 
4B19B121006 
4B19B3-003 
4B19B3-004 
4B19B3-005 
4B19B5-004 
4B19B5-008 
4B19B5-010 
4B19B5-027 


4B19B5-100 


4B19B6-012 
4B19B6-022 
4B19B6-106 
4B19B8-016 


4B19M-S10-014 
_ 4B19M-S10-016 


4B19M-S11-022 
4B19M-S12-026 
4B19M~S4-006 
‘4B19M-S4-007 
4B19M-S4-020 
4B19M-S5-006 
4B19M-S6-009 
4B19M-S7-010 
4B19M-S8-008 
4B19M-S8-011 
4B19M-S8-019 
4B19M-S8-107 
4B19M-55-006 
4B19MS10-016 
4B19MS11-022 
4B19MS12-026 
4B19MS4-020 
4B19MS5-002 
4B19MS5-513 
4Β19512-017 
4Β1953-004 
4B19S3-008 
4B19S3-010 
4B19S3-014 
4B19S3-026 
4B19S3-028 
4B19S3-08 


. 4B19S3-14 


4B19S3-26 


'4B19S4-008 


4B19S4-020 
4B19S4-110 
4B1984-26 


,4B19S5-006 


4B19S5-008 
4B19S5-010 
4B19S5-015 
4B19S5-020 
4B19S5-024 
4B19S6-006 
4B1986-009 
4B19S6-113 
4B19S6-13 
4B19S7-008 
4B19S7-016 
4B191312-006 
4B1953-010 
4B20B10-004 
4B20-B16-014 
4B20-B4-006 
4B20-S4-010 
4B20-S6-010 
4B20-S6-011 
4B20-56-007 
4B20-56-021 
4B20-88-012 
4B20B10-006 
4B20B10-010 
4B20B10-014 
4B20B12-006 
4B20B12-008 
4B20B12-030 


SOURCE 
CODE 


Μι 


Μι 


Mi 


SECURITY INFORMATION — RESTRICTED 


FIGURE & 
INDEX NUMBER 
` 


: 269 


129-10 


TOTAL 
QTY 


m 


μα 


μα 
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[m 


'AN 01-60JKB-4 


MICRO- STOCK 
FILM NUMBER 
R82NA 
` 


RESTRICTED 


PART 
NUMBER 


4B20B14-010 
4B20B14-026 
4B20B16-014 
4B20B3-004 
4B20B3-015 
4B20B4-006 ` 
4B20B4-008 
4B20B5-008 
4B20B5-012 
4B20B5-014 
4B20B6-010 
4B20B6-014 
4B20B6-016 
4B20B6-11 
4B20B6-14 
4B20B60-14 
4B20B7-008 
4B20B7-014 
4B20B7-06 
4B20B8-010 
4B20B8-016 
4B20B8-020 
4B20B8-15 
4B20B9-010 
4B29B9-014 
4B20B9-016 
4B20M-S10-008 
4B20M-S10-010 
4B20M-S10-013 
4B20M-S10-028 
4B20M-S12-011 
4B20M-S12-014 
4B20M-S12-019 
4B20M-S12-020 
4B20M-S12-026 
4B20M-S12-030 
4B20M-S14-010 
4B20M-S3-011 
4B20M-S3-12 
4B20M-S4-010 
4B20M-S6-004 
4B20M-S6-012 
4B20M-S6-014 
4B20M-S6-016 
4B20M-S7-009 
4B20M-S7-010 
4B20M-S7-011 
4B20M-S7-101 
4B20M-S8-007 
4B20M-57-010 
4B20MS12-026 
4B20MS14-010 
4B20MS6-005 
4B20MS6-016 
4B20MS7-011 
4B20MS8-012 
4B20M512-020 
4B20S18-024 
4B20S3-12 
4B20S4-010 ' 
4B20S5-008 
4B20S6-007 
4B20S6-010 
4E20S6-011 
4B20S6-021 
4Β2091-015 
4B20S7-024 
4B20S8-012 
4B21-S4-104 
4B21-S4-22 
4B21-S6-21 
4B21-4-105 
4B21-5S129 
4B21-53-017 
4B21-53-020 
4B21-53-028 
4B21-53-200 
4B21-54-010 
4B21-55-101 
4B21-56-108 
4B21BB-024 
4B21B12-013 
4B21B12-101 
4B21B3-010 
4B21B3-012 
4B21B3-014 
4B21B3-022 
4B21B3-100 
4B21B3-102 
4B21B3-114 
4B21B4-006 


` 


SOURCE 
CODE 


M1 


M1 


M1 


M1 


FIGURE & TOTAL MICRO- 
INDEX NUMBER QTY FILM 


m 
e 
T 
σι 
A 
= 


= 
° 
T 
^ 
55 
= 


ο 
= 
e 


e 
T 
τι 
A 
= 


255-78 
255-101 


107-16 


251-32 

° 246-46 
` 252-23 
95-46 

73-26 


260-2 
264-14 


, 212-35 
` 98-44 
63-21 


260-34 


28-54 
273-31 
92-14 


u 
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145-40 


271-21 
269-35 
71-24 


23-17 
108-6 


86-21 


144-28 
47-8 


Revised 15 September 1953 


STOCK 
NUMBER 


R82NA 
R82NA 
R82NA , 


R82NA 


R82NA 
R82NA 
R82NA. 
R82NA 
R82NA 
R82NA 


R82NA 


R82NA 
R82NA 


R82NA 


Revised 15 September 1753 


PART 

NUMBER CODE 
4B21B4-007 M1 
4B21B4-10 
4B21B4-105 
4B21B44-006 
4B21B5-021 Μι 
4B21B8-024 . 


4B21M-S10-013 
4B21M-S10-120 
4B21M-S16-202 
4B21M-S3-008 M1 
4B21M-S3-11 MI 
4B21M-S4-108 ΜΙ 
4B21M-S4-115 
4B21M-S4-13 ΜΙ 
4B21M-S4-29  . 
4B21M-S5-017 
4B21M-S5-028 
4B21M-S5-029 
4B21M-S5-102 
4B21M-S5-108 
4B21M-S5-126 
4B21M-S5-29 
4B21M-S7-104 
4B21M-S7-113 
4B21M-S7-202 
4B21MS10-013 
4B21MS10-121 
4B21MS16-202 ΜΙ 
4B21MS3-11 
4B21MS4-000 ΜΙ 
4B21MS4-013 
4B21MS5-017 
4B21MS5-029 
4B21MS6-513 
4B21S3-004 
4B21S3-006 
4B21S3-007 
4B21S3-008 
4B21S3-011 
4B21S3-012 M1 
4B21S3-013 
4Β2153-014 
4B21S3-021 
4B21S3-024 ΜΙ 
4Β2153-08 
4B21S3-100 
4B21S3-106 
4B21S3-107 
4B21S3-120 
4B21S3-200 
4B21S3-9 M1 
4B21S4-004 
4B21S4-006 
4B21S4-010 
4atsz1S4-011 
4B21S4-012 ΜΙ 
4Β2154-013 
4B21S4-014 
4B21S4-016 
4B21S4-104 
4B21S4-113 
4B21S4-115 
4B21S4-204 
432154-201 
4B21S4-22 
4B21S5-006 
4B2185-10 ^ . Mi 
4Β2155-102 
4Β2155-129 
4B21S6-016 
4B21S6621 
4B2187-020 Μι 
4B217-S4-009 
4B22-4B 

4B22-5A 
4B223-007 
4B26M-S10-028 
4G2 

4G2-20 P 
4P16-1 

4S3-6-8 

4534416-6 

454-5-8 

45443-6 

45444-10 

45444-14 

45444-4 

45446-14 

4S446-22 
4S6-12-1875 


SOURCE 


SECURITY INFORMATION — RESTRICTED 
Numerical Index of Contractor Parts 


FIGURE & TOTAL 


INDEX NUMBER QTY 


48-22 


47-8 
251-40 
46 
41-9 
272-31 
216-58 
86-41 
247-26 
28-25 
44-36 


w 
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252-8 
255-9 


255-10 ` 
28-23 
107-5 
252-4 
28-24 
97-39 
107-9 


270 


257-50 
257-49 
49-9 

199-6 
67-11 

106-14 
44-13 


255-33 
44-28 


274-28 
248-34 
44-25 
249-17 
71-33 
255-117 
255-118 
139-18 
76-5 
93-7 
86-50 
216-62 
276-63 
75-24 
276-64 
246-86 
246-5 
255-81 
255-80 
265-21 
104-39 


= 


[21 


44-34 
265-20 
274-29 


144-21 
273-37 
260-6 

265-19 
257-41 


46 

44 

49-17 
218-6 
110-66 


- 


31 


24-30 


° 
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136-6 
136-14 
195 


J 


AN 01-60JKB-4 


MICRO- sTocK 
FILM NUMBER 
V 
RESTRICTED 


PART 
NUMBER 


' 4S6-3-0260 


456-4-626 
4S6-5-593 
4S7-4-0-750 
4S7-4-1-485 
4S7-4-2-181 
451-4-3-010 
5Β16 
5B17-C6 
5B17-15 
5B17CN7A 
5B17C32A 
5B17C5A 
5B18C22A 
5B18C25A 


'SB18C7 


5B18HCN7 
5B18HC5 
5B18HC6 
5B19-21 
5B19-210 
5B2-12 
5B20C33A 
5B26-516-10 
σος 

5H2-9 
5N1-3-6-4 


5Ρ21 


5P25-11 
5P25-13 
5P25-14 
5P25-5 
5P25-7 
5P25-8 
5P26 
5P29 
5P33 
5R12-14 
5R12-16 
5R12-19 
5R12-21 
5R12-22 
5R12-31 
5R12-36 
5R12-4 
5R12-5 
5R12-6 
5R12-7 
5R14-14 
5R14-15 
5R14-16 
5R14-5 
5R14-6 
5R15-4 
5R15-6 
5R15-8 
5R16-10 
5R16-11 
5R16-12 
5R16-13 
5R16-15 
5R16-16 
5R16-19 
5R16-20 
5R16-23 
5R16-26 
5R16-28 
5R16-29 
5R16-37 
5R16-4 
5R16-43 
5R16-48 
5R16-6 
5R16-7 
5R16-8 
5R16-9 
5S5-2-10 
5S5-2-12 
5S5-2-13 
5S5-2-15 
5S5-2-16 
5S5-2-17 
5S5-2-2 
5S5-2-3 
5S5-2-5 
5S5-2-8 
5S5-28 
5S6 
5T14-10-4 
5T14-11-3 
5T14-12-3 


SOURCE 
` CODE 


EI- 


FIGURE & 


INDEX NUMBER 


13 


48-4 


48-2 
41—24 
62-22 


62-18 
41-4 


. 272-60 . 


138-27 
272-51 
208-18 
56-15 
186-21 
59-12 
262-30 
55-51 
55-6 
195-39 
208-22 
186-29 
271-14 
200-15 
271-9 
186-41 
200-13 
59-17 
56-10 
200-8 
59-14 


262-35 - 


56-19 
261-4 
186-27 
119-29 
179-3 
261-14 
179-31 
53-22 


235-19 
243-6 


173-12 
173-41 
156 

173-31 


Section Ill 


TOTAL MICRO- 
QTY FILM 
9 
12 
4 
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Section Ill 
Numerical.Index of Contractor Parts 


STOCK 
NUMBER 


R83NA 


612 


PART 

NUMBER 
5T14-13-4 
5714-14 
5T14-39-3 
5T14-58-4 
5T14-59-4 
5T14-65-3 
5T14-66-5 
5T14-67-3 
5T14-68-8 
5T14-69-5 
5714-71-3 
5T14-72-3 
5T14-14-6 
5T6-41-4 


'9T6-41-6 


5W1-4-12-0 
5W1-6-11-6 
5W1-6-22-13 
5W1-6-23- 
5W1-6-26 
5W1-6-33 
5W1-6-5-14 
5W1-6-5-5 
5W1-7-15-4 
5W1-9-14-1 
5W1-9-14-3 
5W1-9-14-4 
6H13 

7C1-1-5 
7R2-10D 
7R2-7D 
7R3-10D 
7R3-7D 
7R4-13D 
7R4-17D 
7R4-19D 
7R4-22D 
7R4-27D 

7R5 
7S1-1032-6A 
7S13-1032-12 
7S13-1032-13 . 
7S13-1032-14 
7S13-1032-16 
7S13-1032-24 
7S13-1032316 
7S13CN1032-12 
7S14-1032-10 
7S14-1032-36A 
7S14-1032-45A. 
7S14-1032-6A 
1814-1032-82A 
1814-428-11A 
7814-428-12A 
7S14-832-50A 
7S15C10-7 
7S15C8-8 
7S16-CN10-9 
7816-10-10 
1816-10-7 


` 7816-8-7 


7S16-8-8 
7S16-8-9 
TS16CN10 


SOURCE 
CODE 


M1 


M1 


ΡΙ 


` 


` 


SECURITY INFORMATION — RESTRICTED 


FIGURE & 
INDEX NUMBER 


TOTAL 
ΟΤΥ 


J 
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AN 01-60JKB-4 


MICRO- STOCK 
FILM NUMBER 
} CL43 
RESTRICTED 


PART SOURCE 
NUMBER CopE 
7S16CN10-10 P 


7S16CN10-11 
1S16CN10-12 
7S16CN10-13 
TS16CN10-14 
7S16CN10-16 


"1816CN10-8 


7S16CN10-9 
7S16CN8-10 
1S16CN8-19 
7S16CN10-7 
7S16C8-8 

7S16C8-9 

8C3-040 . 

8C3-1-040 

8C3-1-05 

8C6-2-12 

8C6-2-13 

8C6-2-14 Μι 
8C6-2-2 i 
8C6-2-3 Μι 
8C6-2-4 
8C6-2-7 

8C3-1 

8C3-1-05 

8C3-1-040 

8C3-3-040 

8C3-3-064 

8C3-4-051 

8C3-5-040 

8C3-5-051 

8C6-2-1 M1 
8C6-2-12 

8C6-2-13 

8C6-215 |: Μι 
8C6-2-16 

8C6-2-2 

8C6-2-4 

8C6-2-5 

8C6-2-6 

8C6-2-7 

8C6-2-9 

8C6-22 

9C1-1-3 

9C1-1-5 M 
9C1-1-6 

9C1-1-7 

9C1-2-2-15 M 
9C1-2-3 

9C1-2-32 

9C1-2-4 M1 
9C1-2-5 

9C1-2-6 
9C1-2-6-T87-2 
9C1-2-7 
9C1-2-7-T87E-2 
9C1-2-7-1/2 

9C1-3 

9C1-3-28 

9C1-3-3 

9C1-3-5 

9C1-3-6 

9C1-3-7 


FIGURE & TOTAL MICRO- 
INDEX NUMBER QTY FILM 

5 570 
63 

100-16 172 
101-3 14 

2. 
19 
101-19 10 
5 360 
5 45 
5 54 
13-6 28 
4 
13-13 32 
3-21 1 
16-12 1 
73-11 1 
1 
1 
2 
1 
1 
1 
170-42 2 
1 
73-12 2 
16-17 i 
1 
15 2 
19-36 4 
3-22 2 
19-33 4 
173-16 3 
235-15 5 
168-14 1 
161-19 5 
156-46 12 
` 1 
1 
168-20 4 
170-40 4 
173-32 6 
161-16 6 
173-46 1 
12-6 61 
3 14 
92 2 
287-25 2 
76-37 - 8 
73 13 
87-94 1 
75-68 7 
78-10 10 
86-59 1 
1 
73 5 
1 
32-8 2 
234-4 2 
2 

227-19 33 ' 
17-40 8 
87-41 6 
70 8 


Revised 15 September 1953 


PART STOCK 
NUMBER NUMBER 
Accelerometer 
Cartridge 
‘Clamp Assembly 
Clock 
Computer 
Condenser 
Connector Assembly 
Flowmeter . 
Gyro 
Handbook 
Handbook 
Handbook 
Handbook 
Hose 
- Indicator 
Indicator 
Indicator ` 
Panel 
Regulator 
Relay 
Resistor 
Resistor 
Resistor 
Resistor 
Sight Head Unit 
Tachometer 
Ticket 
Transmitter 
Transmitter 
Transmitter 
Tube 
Valve 
A-SP157 
A-SP161 
A-1140L 
A-1140R 
A-31-1-1 
A-4255A 
A-5299-24 
A-102 
A-710 
A-8349 
AA32515L2 R86V1 
AEROIB j 
AERO2A 
AF934-10 
AF934-12 
AF934-141 
AF934-145 
AF934-19 
AF934-22 
AF934-23 
AF934-27 
AF934-32 
AF934-5 
AF934-7 
AF934-8 
AF934-89 
AF934-9 
AF934-92 
AF945-4P 
AF955-3 
AM219A4 
AM608/ARA25 
ANS316-2 
AN10-20A 
AN12-47A 
AN12H21A ° 
AN136-4 
AN155-16L 
AN155-16S 
AN155-22L 
AN155-32L 
AN155-32S 
AN155-8L 
AN155-8S 
AN 161-16LS 
AN161-16RL 
AN161-16RS 
AN161-8LS 
AN161-8RS 
AN162-161S 
AN165-22RL 
-AN165-8LS 
AN173-10A 
. AN173-11A 
AN173-12A 
AN173-14A 
AN173-14B 


R12B1160-13 
R12B1160-14 


R12F1590 


R43B76700-28 
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SECURITY INFORMATION — RESTRICTED 


FIGURE & 
INDEX NUMBER 


123-53 
143 
123-34 
123-30 
242-34 
167-16 
122-5 
123-45 
123-47 
288 
288 
288 
288 
122-6 
123-3 
123-46 
123-52 
242-1 


242-32 ` 


171-41 
163-32 
163-37 
163-38 
167-73 
233-22 
123-57 
288 

39-1 
183-6 
206-6 
241 

33-34 
165-6 

, 942-11 
221-41 
221 


161-32 
242-16 
221-42 
221-44 
115 
284 
154-11 
154-6 
112-70 
33-16 
120-15 
32-27 
24-59 
24-9 
24-32 
24-44 
114-13 
109-4 
26-47 
112-27 
111 
27 
111-16 
147-8 
112-14 
98-61 
235-21 
90-21 
210-3 
271-48 
222-3 
44-37 
129-34 
34-28 
42-10 


131-15 
23-23 
29-16 
86-13 


34-27 
106-35 


145-30 
232-9 
108-26 
46-5 
131 


64-41 
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TOTAL PART 
QTY NUMBER 
AN173-6 
AN173-6A 
AN173-7A 
AN174-10 
AN174-10A 
AN174-11 
AN174-11A 
AN174-12 
AN174-12A 
AN174-13A 
AN174-14 
AN174-14A 
AN174-15 
AN174-15A 
AN174-22A 
AN174-24A 
AN174-25 
AN174-25A 
AN174-26A 
AN174-27A. 
AN174-35A 
AN174-40A 
AN174-46A 
AN174-7 
AN174H27A 
AN174H5A 
AN174H6A 
AN175-12A 
AN175-14A 
AN175-15A 
AN175-16A 
AN175-20A 
AN175-21 
AN175-22A 
AN175-25 
AN175-31 . 
AN175-31A 
AN175-46 
ANI1TSHIDA 
AN176-12A 
AN176-21A 
AN176-23A, 
AN176-25 
ΑΝΙΤ6-5ΙΑ 
AN178-22 
AN179-16 

. AN179-21 
AN180-16 
AN180-30 
AN200KP4 
AN200KP4A 
AN200KP5 
AN200KS3 
AN200KS3L 
AN200KS4 
AN200KS8 
AN200K3L 
AN200K36 
AN200K54 
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AN201KP3A 
AN201KP4A 
AN201KP5A 
v| AN201KP6A 


AN201K5A 
AN206DSP3 
AN206DSP4 
AN206DSP6 
AN206SP5 
AN2060S5 
AN207DP3 
AN207DP6 
AN207D4 
AN210-1B 
AN210-2B 
AN210-3B 
AN210-4B 
AN218P4 
AN219-2 
AN219-4 
AN220-2 
AN227-6 
AN227-7 
AN227-8 
AN221-9 
AN23-10 


AN201KP10A 
AN201KP12A 


AN201KP6AS 
AN201KP8A . 


STOCK 
NUMBER 


R43B76500-1990 
R43B76800-110 


R77B512-00417-0004 
` 
R77B512-00509-0004 


R77B512-00303-0004 
R77B513-00417-0004 


R77B511-00303-0004 


R77B512-01207-0004 
R77B512-00407-0004 


R77B512-00805-0004 


R77B517-00421-0004 


R17B542-00430-0504 


R42F48370 
Β42Ε 48350 
R42F48390 
R42F48200 


* Numbers in brackets [ Ἰ are BuAer Microfilm Index Numbers. 


RESTRICTED 


Section Ill 


FIGURE & 
INDEX NUMBER 
69-17 
132-8 

108-30 


137-41 
64-91 
48-40 


42-29 
131-27 
64-8 

63-25 
137-35 
5-26 


42-41 
132-16 


143-35 


AN 01- 60JKB-4 Numerical Index of Standard and Vendors Parts 


TOTAL 
QTY 
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Section III. SECURITY INFORMATION — RESTRICTED 
Numerical Index of Standard and Vendors Parts AN 01-60JKB-4 


PART STOCK FIGURE & TOTAL PART STOCK FIGURE & TOTAL 


NUMBER NUMBER INDEX NUMBER QTY NUMBER NUMBER INDEX NUMBER QTY 
AN23-10A Ë . 72-26 1 AN3-12A R43B77044 23-37 - 34 
AN23-11 : 145 1 AN3-13 4 
AN23-11A . 232-14 1 AN3-13A ` R43B77050 : 44-24 32 
AN23-12 R43B32786 86-42 4 AN3-14A R43B77056 i 30 
AN23-13 145-31 5 AN3-15A š R43B77062 18 ` 
AN23-13A 104-14 4 AN3-16A R43B11068 90-74 33 
AN23-14 - 133-11 1 AN3-17 20-24 2 
AN23-15 E 232-15 3 AN3-17A R43B77074 144-12 23 
AN23-16 R43B32810 266-30 1 AN3-20A R43B77080 71-8 14 
AN23-17 66-29 1 AN3-21A s R43B77086 90-61 12 
AN23-18 R43B32822 : 5 AN3-22A R43B77092 49-48 11 
AN23-21 R43B32840 269-12 3 AN3-23A R43B77098 9 
AN23-22 245-13: 5 ΑΝ3-24Α. R43B77104 91-47 8 
AN23-23 i 64-24 9 ' | AN3-25A R43B77110 154-7 7 
AN23-25 : 248-33 2 AN3-26A 71-7 2 
AN23-27A 259-3 1 AN3-3A R43B77002 ` 30-6 59 
AN23-8 106-15 Er! AN3-30A R43B77128 5 
AN23-9 R43B32768 143-23 11 AN3-31A R43B77134 248-29 4 
AN230BS1 3 AN3-32A 11-26 15 
AN24-10 : 143-16 2 AN3-33 143-8 1 
AN24-12 - 42-20 2 "| AN3-33A i 201-63 3 
AN24-13 4 AN3-34A R43B77152 : 7 
AN24-15 R43B33342 143-12 2 AN3-35A R43B77158 3. 
AN24-17 : 144 4 AN3-37A R43B77170 201-64 4 
AN24-19 65-4 1 AN3-4 R43B77006 126-41 20 
AN24-26 64 1 AN3-4A R43B77008 30-13 201 
AN24-34 64 1 AN3-5 R43B77012 126-35 4 
AN25-15 102-33 1 AN3-5A R43B77014 6-61 223 
AN25-17 32 AN3-6 -R43B77018 20-41 13 
AN25-25 ᾿ f 65-10 1 AN3-6A R43B77020 6-62 , 143 
AN25-28 2 AN3-7 R43B77024 6 
AN25-29 144-19 2 AN3-7A R43B77026 43-4 73 
AN25-32 144-18 2 AN3H10A R43B85040-16 6 
AN25-38 144-22 4 AN3HIIA «3 
AN253-1-0406 : 2 49-10 1 AN3HI2A : š 262-14 > 
AN253-2-1000 147 1 AN3H22A 36-13 2 
AN253-2-1175 147 1 AN3H4A 10 
AN253-2-1350 87-48 2 AN3021-1 R17S28246-120 163-29 1 
AN253-2-1450 16-36 4 AN3021-2 R17S28256-10 ` 163-15 2 
AN253-2-236 8-17 1 AN3021-6 156-29 2 
AN253-2-240 220-12 24 AN3021-7 R17S28256-45 162-3 1 
AN253-2~243 200-16 8 AN3022-3 R17S28266-23 160-21 2 
AN?253-2-2487 87-19 1 AN3023-1 R17S28229-5 158-14 1 
AN253--2-263 : 1 AN3023-3 2 
AN253-2-325 266-5 1 AN3025-2 166-9 1 
AN253-2-450 87-66 1: AN3027-1 R17S28226-95 163-17 2 
AN253-2-5872 ` 18-16 2 AN3027-3 R17S28231-25 158-11 3 
AN253-2-675 87-74 2 AN3027-7 R17S28226-115 160-18 1 
AN253-2-700 š 85-5 2 AN3028-4 166-30 1 
AN253-2-775 90-47 1 AN3033-7 13-9 1 
AN253-2-9H125 86-4 1 AN3033-8 13 1 

᾿ΑΝ253-2-900 ` 1 AN3033-9 1 
AN253-2-956 18-62 2 AN3054-6 R17N993 170-27 1 
AN253-2-968 w 273-33 2 AN3057-10A R17A22299-100 124 2 
AN253-2-975 . 97-28 2 AN3057-12A R17A2301-10 * 124 13 
AN253-3-062 129-28 1 AN3057-16A R17A2302-50 164-36 15 
AN253-3-128 136-5 1 AN3057-20A 164-39 4 
AN253-3-693 220-11 4 AN3057-3 R17A2295 235 1 
AN253-4-128 136-7 1 AN3057-3A R17A2302-10 155-26 1 
AN253-4-2444 ' 77-3 2 AN3057-4A R17A2296-10 124 8 
AN253-4-2843 49-11 1 AN3057-6A R17A2297-10 124 7 
AN253-4-700 . 75-10 1 AN3057-8A 31 2 
AN253-4-763 15 1 AN3064-6 R17C30383 170-24 1 
AN253-4-761 15 1 AN3066-6 R17N1034-11 170-25 1 
AN253-4-769 : 15 ° 2 AN3067-2 170-26 1 
AN2552-3A R17R1258-19 172-14 1 AN307A 145-17 1 
AN24-10 R43B33312 143-19 2 AN310-10 R43N20640 255-19 3 
AN24-12 R43B33324 145-5 2 AN310-12 R43N20645 271-80 2 
AN?4-12A 2170-22 2 AN310-3 ` R43N20605 + 87-15 24 
AN24-15 R43B33342 143-15 4 AN310-4 R43N20610 64-12 40 
AN24-17 R43B33354 144-9 4 AN310-5 R43N20615 . 34-23 15 
AN24-19 ` 142-15 8 AN310-6 R43N20620 177 4 
AN24-22 ` R43B33384 130-43 1 AN310-8 46-2 2 
AN24-27A R43B33416 ` 276-5 2 AN310-9 R43N20635 175 4 
AN24-31 97-46 . 6 AN3100-28-11S 243-4 1 
AN24-42 251-13 2 AN3100A28-12P 164-37 1 
AN24-9 R43B33306 244-9 5 AN3100A28-12PW 3 ` — 164-40 1 
AN25-16A 103-64 12 AN3100A28-12PX ge 164-35 1 
AN26-18 . 276-31 2 AN3100A32-13P 164-38 L 
AN26-21 $ R43B34582 276-33 2 AN3100B20-27S 239-21 1 
AN26-23 276-48 1 AN3101-20-7S 174-7 4 
AN26-30A 6-33 1 'AN3102-20-335 174-17 1 
AN26-34 : 31-34 2 AN3102-22-19S ` 243-8 1 
AN265-1032 ° 267-50 1 AN3102A20-27S 164-33 1 
AN265-428 : 28-50 ' 2 AN3102A20-7S 164-32 1 
AN3-25A R43B77110 71-23 4 AN3102A22-19S 164-34 1 
AN3-10 86-23 15 AN3102M20-33S 164-31 1 
AN3-10A R43B77030 : 22-32 40 AN3102M22-19S . 174-8 2 
AN3-11 ^ R43B77036 : 4-15 : 12 AN3106-10SL3S R17P4425-630 124-11 7 

1 


AN3-11A R43B71038 ᾿ 49-67 49 AN3106-10SL4S 124-12 


* Numbers in brackets [ ] are BuAer Microfilm Index Numbers. 


614 .. : | RESTRICTED Revised 15 September 1953 


PART 
NUMBER 
AN3106-14S2S 
AN3106-18-1S 
AN3106-20-27S 
AN3106-28-12P 


AN3106-28-12P W 


AN3106-28-12PX 
AN3106-32-13P 
AN3106B-28S 
AN3106B14 
AN3106B14S2P 
AN3106B14S5S 
AN3106B20-1S 
AN3106B20-15S 
AN3106B20-18P 
AN3106B20-18S 
AN3106B20-27P 
AN3106B20-27S 
AN3106B24-28P 
AN3106B28-17P 
AN3106B28-21S 
AN3106R20-1P 
AN3108-10SL3S 
AN3108-18-20S 
AN3108-22-14S 
AN3108B-14S-5S 
AN3108B-18-1P 
AN3108B20-27S 
AN3108B22-14S 
AN3108B24-5S 
AN3108B24-7S 
AN3108B28-12S 
AN3108B32-13P 
AN3108B32-13S 
AN3108B8S1P 
AN3110-20-7S 
AN3117-1 
AN3121-313 
AN3123-6 
AN3140-327 
AN315-1032 
AN315-12 
AN315-3 
AN315-3R 
AN315-4 
AN315-4R 
AN315-5 
AN315-640 
AN315-640R 
AN315-8 
AN3150-2 
AN3157-2 
AN3157-6 
AN3158 
AN316-4 
AN316-4R 
AN316-5 
AN316-5A 
AN316-5L 
AN316-5R 
AN316-5R2 
AN316-6 
AN316-6L 
AN316-6R 
AN316-7 
AN316-7R 
AN316-8 
AN316-8R 
AN316-9 
AN316CHR 
AN316C4R 
AN3160-5 
AN3161-20 
AN3161P10 
AN3161P15 
AN3161P20 
AN3161P25 
AN3161P35 
AN3161P5 
AN3165R 
AN3166-1 
AN3167-1 : 
AN3168-1 
AN3168-2 
AN3170-2 
AN3177-1 
AN3177-5 
AN3178-1 
AN320-10 
AN320-12 


. AN320-14 


STOCK 
NUMBER 
R17P4425-920 
R17P4426-110 
R17P4426-210 


R17P4433-1930 
R17P4433-2240 
R17P4433-2260 


R17L6682 
R17L2126 


R43N53013 
R43M53019 


R43M25006 


R43N25010 
R43M25012 


R73M25024 


R43M25030 


R17C9179-60 
R17C9179-70 
R17C9179-80 
R17C9179-90 
R17C9179-110 
R17C9124 


R17A94-85 


R43N22645 
R43N22650 
R43N22655 


SECURITY INFORMATION — RESTRICTED 
AN 01-60JKB-4 Numerical Index of Standard and Vendors Parts 


FIGURE & 

INDEX NUMBER 
124-10 
124-4 
124-9 
124-6 
124-8 
124-7 
124-5 
243-25 
243-13 
243-21 
243-10 


143-16 
143-17 
243-6 
243-5 
243-12 


243-1 
238-15 


124-3 
124-2 
124-1 
235-59 
235-58 
238-14 
238-16 
239-19 
239-20 
243-14 
243-9 
243-11 
235-57 
31-6 


242 
123-62 
163-43 
253-9 
222 
14-14 
104-41 
98-12 
245-4 
98-5 


32-24 
168-25 
242 
269-2 
173-1 

6-60 

44-17 

49-24 
132-18 
137-10 

11-53 
259-2 
251-72 

46-16 

46-14 
105 
276-35 

32-55 
104-12 
106-2 


263-40 
123-60 
171-36 
160-25 
160-27 
169-28 
163-10 
160-28 
160-22 
48-18 
168-30 
173-18 
162-17 
170-14 
173-8 
50-3 
170-1 
123-37 
246-39 
276-39 


TOTAL PART 


. QTY NUMBER 


- AN320-16 
AN320-3 
AN320-4 
AN320-5 
AN320-6 
AN320-8 
AN320C18 
AN320C3 
AN320C5 
AN320C6 
AN3200-450 
AN3211-3 
AN3223-1 
AN3223-3 
AN3224-2 
AN3225 
AN3226-3 
AN3227-1 
AN3221-2 
AN3227-3 
AN3235 
AN3235-2 
AN3261A12 
AN3303-1 
AN3304-1 
AN3306-1 
AN3308-1 
AN3310-1 
AN3311 
AN3311-1 
AN3312-1 
AN3314-1 
AN3350-2 
AN3352-1 
AN3353-1 
AN3370-2 
AN3372-1 
AN340-4 
AN341-10 
AN341-6 
AN3431-2-12 
AN3433-2 
AN3433-2-1 
AN3433-2-2 
AN3433-2-7 
AN3433-3-6 
AN3434-1 
AN3434-2 

. AN3434-4-1 
AN3436-1-1 
AN3436-1-14 
AN3436-1-15 
AN3436-1-16 
AN3436-1-2 
AN3436-1-4 
AN3436-1-7 
.AN3436-1-9 
AN3436-19 
AN3436-2-1 
AN3436-2-10 
AN3436-2-12 
AN3436-2-13 
AN3436-2-14 
AN3436-2-15 
AN3436-2-16 
AN3436-2-2 
AN3436-2-3 
AN3436-2-4 
AN3436-2-5 
AN3436-2-6 
AN3436-2-7 
AN3436-2-8 
AN3436-2-9 
AN3436-4-3 
AN341-10 
AN341-440 
AN341-516 
AN341-6 
AN341-616 
AN350B1032 
AN355-624 
AN361-4R 
AN363-1032 
AN363-428 
AN363-524 
AN363-624 
AN363-720 
AN363-832 
AN363-918 
AN363C1032 
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STOCK 
NUMBER 


R43N22615 
R43N22620 
R43N22625 
R43N22635 


R17S7135-10 


R17R5899-35 


R17R5899-36 
RA7R5677-120 
R17R5886-93 


R43N41015 


R17S17005 
R17S16960 


R17P439-250 


R17P439-241 


R17P439-247 
R43N28815 


R43N28805 
R43N28830 


R43N95940-1910 


* Numbers in brackets [ } are BuAer Microfilm Index Numbers. 
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Section Ill 


FIGURE & TOTAL 
INDEX NUMBER QTY 


64-26 50 
23-29 43 
65-12 10 
31-35 11 
9-21 17 
289-6 
289-14 
. 221-5 
289-1 
166-14 
123-19 
160 
158-12 
158-13 


= n 
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163-18 
163-40 
160-16 
163-39 
156-30 
160-17 
62-26 
164-18 
235-12 
164-17 
164-16 
164-19 
167-4 
166-12 
166-11 
236-8 
167-1 
156-28 
171-8 
171-2 
171-7 
155-10 
168 
39-18 


μα 
NeENN 


a 
m= Q S ton Ae 


168-15 
124-41 
168-7 
124-40 
$1-2 
155-8 
238 
166-7 
156-32 


= 


T0 


w mm οι = OO ΝΠ. Τα të = ον > — S — = 


156-42 

119-40 
` 156-5 

173-30 


162-26 
50-12 
124-31 
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Section M ` À SECURITY INFORMATION — RESTRICTED 
Numerical Index of Standard and Vendors Parts AN 01-60JKB-4 ` 


PART STOCK FIGURE & TOTAL PART STOCK FIGURE & TOTAL 


NUMBER NUMBER INDEX NUMBER ΟΤΥ NUMBER NUMBER INDEX NUMBER QTY 
AN363C428 R43N97525-110 223-17 27 AN395-19 32-26 1 
AN363C524 . 12 AN396-25 89-8 2 
AN363C624 : ë š 11-37 1 AN4-10 R42B77730 . 81-6 3 
AN363C832 11-42 6 AN4-10A R43B77732 7-16 150 
AN364-1018 f 140-1 9 AN4-11 R43B77736 : 7 
AN364-1032 R43N98180 14-28 57 AN4-11A R43B77738 60 
AN364-1216 3-8 2 AN4-12 R43B77742 2 
AN364-1614 270-9 2 AN4-12A . R43B7744 8-9 48 
AN364-428 R43N98185 4-37 86 AN4-13 R43B77748 246-92 6 
AN364-524 R43N9190 40-5 36 AN4-13A R43B77750 17-24 23 
AN364-624 R43N98195 i 5-31 4 AN4-14 ο 23-25 5 
AN364-632 R43N98150 17-38 17 AN4-14A R43B77756 : 9-10 27 
AN364-720 23-23 . 6 AN4-15A R43B77762 š 5-23 22 
AN364-820 : 140-29 3 AN4-16A R43B77768 78-3 18 
AN364-832 R43N98155 26-26 15 AN4-17A R43B77774 16-26 14 
AN364-918 23-20 10 ΑΝ4-20 R43B77778 20-14 3 
AN364B720 . 233-14 2 AN4-20A R43B77780 23-31 21 
AN365-10R27 273-17 8 AN4-21 47-5 4 
AN365-1018 R43N97443-10 - 272-29 2 AN4-21A R43B77786 168-38 6 
AN365-1028 95-26 2 AN4-22A + 
AN365-1032 : ` RA3N97415-10 4-19 1267 AN4-23A ` R43B77198 104-35 29 
ΑΝ365-428 18-49 133 ΑΝ4-24Α R43B77804 104-34 6 
AN365-44D . ` 166-1 2 AN4-25A R43B77804 48-20 4 
AN365-440 178 AN4-26A 44-5 1 
AN365-444 : 48 AN4-27A R43B77822 3 
AN365-516 : 101-37 4 AN4-3A R43B77102 99-12 4 
AN365-524 R43N97425-10 5-14 225 AN4-31A R43B77834 149-15 ' 4 
AN365-532 2 AN4-36A, 44-4 1 
AN365-616 : 16 AN4-37A . 267-30 : 3 
AN365-621 26-2 12 AN4-4A R43B77708 24-41 44 
AN365-624 R43N97430-10 5-19 155 AN4-5A. R43B77714 26-36 80 

` AN365-632 R43N97205 24-26 176 AN4-6 , 3 24-51 ` J4 
AN365-720 R43N97435-10 26-33 25 AN4-6A R43B77720 6-5 ` 123 
AN365-820 ` . R43N97440-10 28-67 6 AN4-7 R43B77724 20-59 6 
AN365-832 R43N97210 i 11-41 441 AN4-7A R43B77726 9-30 141 
AN365-918 1-4 50 AN4C25A 1 
AN365B632 13-12 3 AN4H-7A 287-7 10 
AN365C832 . 14-3 6 AN4HC5 2 
AN36544D 162-15 2 AN4HC6 ` 1 
AN366F428 : 6 1 AN4HI0A 80-12 1 
AN386-1-6A 266-18 1 AN4HI1A ' 9-5 1 
AN386-1-7A R42P14425 3 AN4H12A 118-26 24 
AN386-1-8A R42P14445 1 AN4HI4A . 284 3 
AN386-2-8A 274-11 2 ΑΝάΗΙΤΑ 24-47 17 
AN386-3-10A 253-3 6 AN4H23A 12 
AN386-3-8A 253-18 4 AN4H3A 24-53 12 
AN390D10L 93-4 4 AN4H4A 24-7 481 
AN392-11 20-9 9 AN4H45A 258-9 4 
AN392-13 20-10 4 ` | AN4H5A R43B85043-20 24-20 188 
AN392-15 20-35 4 | AN4H6A R43B85040 26-13 48 
AN392-17 28-14 2 AN4H7A 24-31 6 
AN392-18 368-28 1 AN4044-1 : R85G35000 284 2 
AN392-19 28-15 2 AN4045-1 189-18 1 
AN392-21 R42P9114 - 247-32 1 AN416-2 32 2 
AN392-27 R42P9120 20-11 5 AN42-12 Í 146-26 1 
AN392-31 103-24 3 AN42-13 270-43 2 
AN392-41 28-34 4 AN42-27 271-3 1 
AN392-51 108-8 1 AN42-3 267-41 2 
AN392-55 242-22 2 AN42-3A . R43B63006 97-32 1 
AN392-6 : 1 AN42-4 87-14 2 
AN392-65 , 237-14 1. ος. : p 216787 z 
AN392-67 241-7 2 roc τ 
AN392-7 R42P9100 : 4 AN42-5A : 104-4 2 
AN393-11. R42P9206 34-25 13 AN42-6 74-28 1 
AN393-13 R42P9208 34-31 35 AN43-14 255-45 1 
AN393-15 ' R42P9210 252-47 8 AN43-22 257-60 1 
AN393-23 R42P9218 269-43 2 AN43-33A 94-11 2 
AN393-25 'R42P9220 269-24 1 ΑΝ44-13 : 1 
AN393-29 11-47 1 AN44-23A . 273-36 2 
AN393-3 j 8 AN464-4A12 4 
AN393-31 : R42P9228 143-21 2 AN470DD6-24 | 237-17 1 
AN393-33 R42P9230 6-55 22 AN481-8P R82C 485115 1 
AN393-39, : 34-19 1 AN486-2 ! R82C485201 94-12 3 
AN393-41 28-2 10 AN486-4 R82C 485203 55-13 30 
AN393-49 94-7 2 ANS-10A R43B78432 17-67 28 
AN393-57 d 76-16 12 AN5-11A R43B78438 7-28 51 
AN393-7 R42P9202 87-16 2 ANS-12A R42B78444 17. 
AN393-75 75-31 4 AN5-13A R43B78450 18-23 16 
AN393-9 i R42P9204 71-25 8 : AN5-14 f < 84-21 1 
AN394-13 R42P9352 270-27 2 ANS5-14A R43B78456 257-38 2 
AN394-15 31-16 2 η 18-24 i 
-19 ` 81-17 8 
ANM R42P9362 146-23 1 AN5-16A R43B78468 252-5 3 
AN394-29 244-38 2 AN5-17A 276-52 1 
AN394-41 32-44 1 AN5-20 20-19 2 
AN394-43 18-28 2 AN5-21A R43B78486 . 964-22 2 
AN394-51 223-26 2 AN5-22A < 5-11 8 
AN395-15 R42P9504 274-32 1 ANS-31A 8 
8 AN5-33A 146-28 4 


; AN395-17 221-8 


* Numbers in brackets [ ] are BuAer Microfilm Index Numbers. 


616 RESTRICTED Revised 15 September 1953 


PART 
NUMBER 

AN5-34A 
AN5-4 
AN5-4A 
AN5-5A 
AN5-6A 
AN5-7 
AN5-7A 
AN5H7A 
AN500-8-3 
AN500-8-5 
AN500-8-8 
AN500A8-7 
AN501-4-4 
AN501A10 
AN501A10-10 
AN501A10-4 
AN501A10-6 
AN501A10-7 
AN501A10-8 
ANS502-10-8 
AN502-10R8 
ANS02-416-12 
AN502-416-8 
AN504-6-4 
AN507-10R7 
AN507-1032-6 
AN507-1032-8 
AN507-1032R10 
AN507-1032R16 
ANS507-1032R20 
AN507-1032R6 
ANE07-1032R7 
AN507-1032R8 
AN507-4-40-5 
AN507-4R7 
AN507-428R16 
ANS507-428R18 
AN507-440-5 
AN507-524-28 


- AN507-524R24 


AN507-524R28 
AN507-524R8 
AN507-6R12 
AN507-6R5 
AN507-6R7 
AN507-632 
AN507-632R5 
AN507-632R6 
AN507-632R7 
AN507-632R8 ' 
AN507-8R10 
AN507-8R8 
AN507-832-40 
AN507-832-7 
AN507-832R7 
AN507-832R 
AN507-832R10 
AN507-832R12 
AN507-832R8 
AN507BR18 
AN507B10R15 
AN507B4R7 
AN507B6R18 
AN507B6R5 
AN507B6R7 
AN507B632R8 
AN507C1032-7 
AN507C8R10 


΄ ANSOTUBIORIS 


AN507UB6R18 
AN507UB6R5 


,ANSO0TUBS8RI8 


ANS09-10-10 
ANS509-10-11 
AN509-10-12 
AN509-10-13 
ANS509-10-14 
AN509-10-16 
AN509-10-17 
AN509-10-18 
AN509-10-23 
AN509-10-24 
AN509-10-29 
AN509-10-30 
AN509-10-39 
AN509-10-48 
AN509-10-5 

AN509-10-6 

AN509-10-8 

AN509-10-9 


STOCK 
NUMBER 


R43B78414 
R43B78420 
R43B78424 
R43B78426 


ο 
Ἠ49 5182594 
R43S183178 
R43S183240 


R43S193900-340 
R43S193900-380 


R43S193900-320 


R43S193850-918 
R43S193850-922 
R43S193850-926 
R43S193850-930 


R43S193900-140 
R43S193900-120 


R43S19855-5 


* Numbers in brackets [ 
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SECURITY INFORMATION — RESTRICTED τ 
AN 01-60JKB-4 Numerical Index of Standard and Vendors Parts 


FIGURE & 
INDEX NUMBER 
33-57 
33-58 
85-27 
17-34 


17-71 
286-13 
278-90 
278-10 
149-23 
276-9 
278-20 
221-45 
109-14 

47-21 


28-59 
19-10 
257-8 
249-4 
22-28 
97-11 
16-11 
87-42 


TOTAL PART 
QTY NUMBER 
1 AN509-10H 
12 AN509-10R10 
10 ANS09-10R11 
4 AN509-10R12 
43 AN509-10R13 


AN509-10R14 
ANSO09-10R15 
AN509-10R17 
AN509-10R18 
AN509-10R19 
AN509-10R20 
ANS509-10R21 
AN509-10R22 
AN509-10R25 
AN509-10R27 
AN509-10R28 
AN509-10R29 
ANS509-10R33 
AN509-10R34 
AN509-10R39 
AN509-10R48 
AN509-10R5 
AN509-10R6 
.AN509-10R7 
AN509-10R8 
AN509-10R9 
AN509-1032R8 
ANS509-416-11 
AN509-416-14 
ANS509-416-21 
ANS509-416-23 
ANS509-416-41 
ANS509-416-42 
AN509-416R11 
AN509-416R12 
AN509-416R13 
ANS509-416R16 
ANS09-416R17 
ANS509-416R18 
AN509-416R21 
AN509-416R23 
ANS509-416R26 
AN509-416R28 
ANS09-416R44 
ANS09-416R47 
ANS509-516-11 
AN509-516-16 
ANS509-516-17 
ANS509-516-18 
AN509-516R14 
AN509-516R15 
AN509-516R29 
ANS509-616R23 
AN509-616R24 
AN509-616R25 
AN509-616R32 
AN509-70R10 
AN509-8-10 
AN509-8-11 
AN509-8-14 
AN509-8-9 
AN509-8R10 
AN509-8R16 
ANS09-8R2-31-32 
AN509-8R7 
AN509-8R8 
AN509-8R9 
AN50910R27 
AN5098R13 
ANS515-C8R5 
AN515-C8R8 
AN515-10R10 
14 ANSIS-10R8 
108 AN515-4R10 
19 AN515-4R14 
18 ANSI5-4R20 
222 ANSI5-4R5 
AN515-4R6 
AN515-4R7 
AN515-4R8 
AN5 15-446 
ANS15-6-16 
ANS15-6-18 
AN515-6R10 
AN515-6R12 
AN515-6R16 
AN515-6R17 
AN515-6R18 
AN515-6R19 
23 AN515-6R20 


w 
00 to 00 RH Ree TOR 00 μα N) b. — πὴ OO O 


m 


σι 
00 P>. αν το 


- 
N =N > 
POOL b + το τὸ τὸ EAE = t° r> G; IN OO. 


mm 
= μα b, = N) e WOM ΕΙ» tS PhO 9 00 σ 


= 


- 


Š οὐ το to = m το δὺ aono 


. STOCK 
NUMBER 


R43839520 
R43S39524 


R43S39532 


R43S39538 
R43S39545 


R43S39552 


R43S39583 


R43S39508 
R43S39512 
R43S39516 


R43S40020 


R43S40050 


R43S190850-15 


R43S190850-10 


R43S39000 
R43S39005 


R43S210476 
R43S210476 
R43S210174 
R43S210182 


R43S210158 
R43S210162 
R43S210166 
R43S210170 


R43S216308 
R438210326 
R43S210330 
R43S210338 


R43S210340 


] ere BuAer Microfilm Index Numbers. 


RESTRICTED 


Section lll 


FIGURE & 


INDEX NUMBER 


87-91 
5 
6-71 

15-18 

63-2 

63-5 

15-14 

55-17 

63-9 

63-8 

249-16 
130-37 
4-8 

93-28 

3-29 
265-13 
146-2 


TOTAL 
QTY 
7 
241 
193 
140 
45 
22 
12 
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Section WH | I | SECURITY INFORMATION — RESTRICTED 
Numerical Index of Standard and Vendors Parts AN 01-60JKB-4 


PART STOCK FIGURE & TOTAL - PART STOCK FIGURE & TOTAL 
NUMBER NUMBER INDEX NUMBER QTY NUMBER NUMBER INDEX NUMBER QTY 
AN515-6R24 150-23 1 | AN565C10H5 269 1 
AN515-6R3 126-15 4 AN565D4-3 159-9 6 
AN515-6R48 170-16 2 AN565D43 123-22 2 
ANS15-6R5 R43S210310 ' 146-15 1 AN565D8H3 ‘ 269 1 
ANS15-6R6 R43S210314 114-16 121 AN5743L1A 123-32 ^ 1 
AN515-6R7 R438S210318 17-41 29 AN5760L413 123-15 1 
AN515-6R8 R43S210322 103-48 33 AN5771-4B R88G-0620-010-000 119-16 1 
AN515-632RI2 160-26 2 AN5771T7A R88-G-0640-025-000 188-9 4 
AN515-632R7 160-23 66 AN5808-1 R88C-2500-000-000 123-27 1 
AN515-8R10 : R43S210390 29-27 449 AN5816-2 39-8 1 
AN515-8R11 ; 2 AN5820T2 123-25 1 
AN515-8R12 R43S210394 . 119-19 14 AN5825T6 123-28 1 
ANS515-8R14 R43S210398 11-39 3 AN5863T4 123-55 1 
AN515-8R16 _ R43S210402 241-30 3 AN6-11A R43B79132 17-78 10 
AN515-8R22 201-52 8 AN6-12A 1-25 14 
AN515-8R23 229-21 .2 AN6-13 ; ° 246-103 3 
AN515-8R28 f 2 AN6-13A ` R43B79142 17-61 10 
AN515-8R34 174-3 8 AN6-14 1 
AN515-8R6 R43S210378 157-6 8 AN6-14A 15-39 12 
AN515-8R7 R43S210382 155-18 21 AN6-15A : 5-15 14 
515-8R8 43S210386 65-21 149 AN6-16A R43B79162 : 5-16 11 
AN515-8R9 : 20 AN6-20A R43B79174 6-30 2 
ANS515B5R8 39-2 3 AN6-21A R43B79180 255-84 2 
AN515B6R10 : R438149314 4 AN6-22A R43B79186 97-49 2 
AN515B6R18 123-5 19 AN6-23A 6-10 2 
AN515B8R17 - ` 39-14 1 AN6-33A 11-34 7 
AN515CR45 288-23 7 AN6-34A 22-37 8 
AN515C6-5 163 5 ` AN6-5 4 
AN515C65 160-24 10 AN6-60 67-8 2 
AN515C8R11 268-82 4 AN6H7A 255-48 1 
AN515C8R14 ` 11-40 2 AN60D416 89-80 1 
AN515GR12 219-18 4 AN6003T12A 234-22 1 
AN515UB4-3 , R 163-31 7 AN6014-1 R83V 234-10 2. 
AN5154R10 Ç 19 AN6204-1 ` R83V70000 272-68 1 
AN5156R16 173-19 2 AN6227-1 2 
ANSISGRE ; 88-28 15 AN6227-10 R33P492-37 208-23 10 
AN6227-11 R33P492-40 138-37 6 
AN5158R10 ; 241 8 AN6227-12 R33P492-43 | 277-15 — 1 
AN 183-8 4 AN6227-13 R33P492-46 179-22 9 
52CC10R11 : 77-41 2 AN6227-14 R33P492-49 41-33 33 
ANIM R43S217620 - AN6227-15 R33P492-52 138-60 2 
AN520-10-5 R43S217604 272-66 1 Nears πα ὁ pr E: 
AN520-10-7 R43S217612 4 AN6227-18 R33P492-61 210-13 3 
AN520-10-8 R43S217616 281-26 -6 AN6227-19 R33P492-64 200-14 15 
AN520-10A9 85-3 6 AN6227-2 R33P492-13 48-10 36 
AN520-10R10 R43S211520 110 42 AN6227-20 59-18 4 
-10R11 32-9 24 A 
AN520-10R12 R43S211524 88-82 32 AN6227-21 Leere us "n 
AN520-10R14 R43S211528 171-24 14 ONC oe πιο. Ma Š 
AN520-10R15 9 Ax È 
5 AN6227-24 R33P492-79 178-29 3 
AN520-10R16 R43S211532 58-11 7 " R33P492- 85 200-9 6 
ANS20-10R17 145-23 2 A N6221 26 
AN520-10R20 90-67 2 ANE GN IAEA SS Aa Š 
AN520-10826 ν MEE H. E m x 
AN520-10R31 120-9 1 Ὁ z 
AN6227-30 2 
s. essent m» 1. DAMM — "E 
ANS20-10R7 R43S211512 ` 107-12 17 yero NC Noc 2 
AN520-10R8 234-30 151 AN6227-36 τ š 
AN520-1032 9 AN6227-37 R33P492-118 56-20 4 
AN520-416 10 n AN6227-4 41-3 16 
AN520-440 2 AN6227-43 180746 e 
ANS οὔ i usen mi mor ο 
pete es A AN6227-6 R33P492-25 138-28 5 
AN520-632-6 2 AN6221-1 R33P492-28 141-11 1 
‘AN520-8R9 8 AN6227-8 R33P492-31 102-42 7 
AN520-832R8 150-35 3 AN6227-9 1 R33P492-34 48-3 13 
AN520C10-7 1 AN6227B15 152-5 1 
AN520C10R10 4 AN6227B9 152-8 1 
AN520C10R11 103-31 2 AN6230-1 f 47-28 9 
AN520C10R36 61-13 6 AN6230-10 138-18 2 
AN520C416R10 58-15 16 AN6230-13 R33G1150-34 208-29 2 
AN52010R8 167-17 4 AN6230-14 R33G1150-36 208-17 3 
AN526-1032R8 31-29 4 AN6230-15 56-16 10 
AN526-832R7 4 AN6230-16 186-22 3 
AN526C428-12 14 AN6230-2 R33G1150-12 179-35 1 
AN530-4R4 6 AN6230-21 1 
AN530-6R6 237-20 4 AN6230-25 179-28 1 
AN531-6R8 157-9 2 AN6230-4 R33G1150-16 250-6 3 
AN535-4-6 234-3 1 AN6230-5 59-13 4 
AN535-6-5 103-35 2 AN6230-6 κ 262-31 3 
AN5534-1 | 126-44 1 AN6230-8 R33G1150-24 272-19 2 
ANSS71T7A 201-15 1 AN6231A-4 200-20 1 
ANS65AH10-6 102 1 AN6231A1 217-15 3 
AN565-44-5 244-1 1 . AN6231A12 3 
AN565A4-5 1 AN6231A21 I 278-30 1 
AN565A4H5 I 268-56 1 AN6231A4 210-20 2 


* Numbers in brackets [ ] are BuAer Microfilm Index Numbers. 
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PART 
NUMBER 

AN6231A7 

’ AN6231A9 
AN6232 
AN6232C1-9/16 
AN6232C1916 
AN6232C2 . 
AN6232C7-1/4 
AN6234-1 
AN6234-2 
AN6234-3 
AN6244-1 
AN6244-10 
AN6244-14 
AN6244-15 
AN6244-16 
AN6244-2 
AN6244-4 

' AN6244-5 
AN6244-6 
AN6245B4 
AN6246-10 
AN6246-11 
AN6246-12 
AN6246-13 
AN6246-14 
AN6246-16 
AN6246-17 
AN6246-18 
AN6246-19 
AN6246-20 . 
AN6246-21 
AN6246-22 
AN6246-23 
AN6246-24 
AN6246-26 
AN6246-27 
AN6246-28 
AN6246-29 
AN6246-30 
AN6246-32 
AN6246-36 
AN6246-37 
AN6246-4 
AN6246-43 
AN6246-48 
AN6246-6 
AN6246-7 
AN6246-8 
AN6246-9 
AN6264-16D18 
AN6264-20D31 
AN6264-4-27-1/4 
AN6264-4-50 
AN6264-8D18 
AN6270-1/2 
AN6270-10-15 
AN6270-4-14 
AN6270-4-16 
'AN6270-4-17 
AN6270-4-6-1/2 
AN6270-4-8 
AN6271-12-24 
AN6271-4 
AN6271-4-11 
AN6271-4-14 
AN6271-4-20 
AN6271-4-24-1/2 
AN6271-4-28-1/2 
AN6271-4-3-3/8 
AN6277-4 
AN6277-6 
AN6279-6CD 
AN6280 
AN6280-4 
AN6280-5 
ΑΝΘ280-6 
AN6280-8 
AN6287-1 
AN6289 
AN6289-12D 
AN6289-3 
AN6289-4 
AN6289-4D 
AN6289-6 
AN6289-6D 
AN6289-8 
AN6289-8D 
AN6289D16 
AN6289D3 
AN6289D4 


STOCK 
NUMBER 


R83F300601 


R33G1004-36 


R33G1004-12 
R33G1004-16 


R83-AP-19890 
R33G1002-20 
R33G1002-22 


R33G1002-26 
R33G1002-27 


R33G1002-34 
R33G1002-36 
R33G1002-38 


R33G1002-46 
R33G1002-48 
R33G1002-52 
R33G1002-54 


R33G1002-58 


R33G1002-92 


R33G1003-12 


R33G1002-14 
R33G1002-18 


R82SVL 
R83AP 


R45V4400-15 


R45V4400-20. 
R45V4400-25 
R08V200 


R45N2394-35 


R45N2832-510 
R45N2394-10 
R45N 2832-520 
R45N2394-20 
R45N2832-525 
R4562394-25 


4 


SECURITY INFORMATION — RESTRICTED 
AN 01-60JKB-4 Numerical Index of Standard and Vendors Parts 


FIGURE & TOTAL 

INDEX NUMBER QTY 
250-14 2 
178-19 3 
258-23 1 
261-12 1 
254-16 2 
217-13 2 
278-28 1 
204-5 1 
180-26 3 
196-40 2 
16 
4 
2 
62-15 16 
6 
178-24 8 
250-5 6 
8 
6 
212-14 2 
14 
4 
271-15 2 
5 
34 
2 
250-17 4 
210-12 4 
12 
16 
41-42 18 
6 
6 
178-28 6 
12 
° 250-9 10 
16 
2 
4 
4 
4 

2s 
16 

4, 
2 
8 
254-13 1r 
2 
22 
2 
110-25 1 
281-49 1 
113-12 2 
2 
27-12 2 
27-10 1 
124-25 2 
124-23 2 
124-28 2 
153-10 1 
124-27 1 
286-15 -1 
4 
180-17 1 
1 
4 
137-53 1 
137-54 1 
153-2 1 
227-1 2 
191-28 1 
61-11 7 
195-23 1 
191-6 3 
180-21 1 
176-27 29 
184-2 6 
119-20 7 
3 
203-17 3 
221-14 5 
55-58 74 
197-7 11 
55-5 131 
194 20 
185-12 E 
184-4 14 
150-17 1 

272-65 1 
119-9 13 


PART 

NUMBER 
AN6289D5 
AN6289D6 
AN6290 
AN6290-10 
AN6290-12 
AN6290-16 
AN6290-2 
AN6290-3 
AN6290-4 
AN6290-5 
AN6290-6 
AN6290-8 
AN6290D6 
AN6291 
AN6291-12 
AN6291-3 
AN6291-4 
AN6291-5 
AN6291-6 
AN6291-8 
AN6291D6 
AN6292-6-14-15 
AN6292-6-18 
AN6292-6-19 
AN6292-6-20-15 
AN6292-6-22-1/2 


AN6292-6-23-1/2 


AN6292-6-24 
AN6292-6-24- 15 
AN6292-8-13-1/2 
AN6292-8-15-15 
AN6292-8-21- 15 
AN6292-8-22-1/2 
AN6538-3 
AN658-4 
AN659-1 
AN6590-6 
AN664C3 
AN665-10R 
AN665-21R 
AN665-34R 
AN666-2R 
AN667-2 
AN667-3 
AN668-3 
AN668-4 
AN668-6 
AN669L4RH 
AN669S3LH 
AN693-12D 
ΑΝΤ-Ι2Α 
ANT-13A 
ΑΝΤ-Ι4Α 
AN7-22A 
ΑΝΤ-24Α 
ANT-31A 
AN73-4 
AN737RM107 
AN737RM109 
AN737RM114 
AN737RM22 
AN737RM26 
AN737RM30 
AN737RM34 
AN737RM38 
AN737RM46 
AN737RM48 
AN737RM56 
ANT37RM58 
AN737RM66 
ΑΝΤΑΤΗΜΤά 
AN737RM82 
AN737RM98 
AN737TW26 
AN737TW30 
AN737TW38 
AN737TW46 
AN74-3 
ΑΝΤ4-5 
ANT4A1 
AN742-34C 
AN742D24 


: AN7510-1 


AN7510-2 
AN775-5D 
AN775-6 
AN776-5D 
AN78A10 
AN780-3 
AN781-2 


STOCK 
NUMBER 


R33G1151-200 
R33G1151-130 
R33G1151-140 
R33G1151-150 


R33G1151-170 


R33G1105-80 
R33G1105-30 
R33G1105-40 
R33G1105-50 


R33G1105-60 


R17T3607-126 
R12T195-30 


R43B79832 
R43B79838 
R43B79844 


R43B79892 


R42C18631—280 


R42C18631-210 
R42C18631-215 


R42C18631-225 


: R42C18631-245 


R42C18631-250 
R42C18631-255 
R42C18631-260 


R42C18631-275 


R43B48900 
R43B48908 


R45N227-10 


* Numbers in brackets [ } are BuAer Microfilm Index Numbers. 


Revised 15 September 1953 


RESTRICTED 


Section Ill 


FIGURE & 
INDEX NUMBER 
125-26 
61-7 


TOTAL 
QTY 
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Section lll SECURITY INFORMATION — RESTRICTED 
Numerical Index of Standard and Vendors Parts AN 01-60JKB-4 


PART STOCK FIGURE & TOTAL PART STOCK FIGURE & TOTAL 


NUMBER NUMBER INDEX NUMBER ΟΤΥ NUMBER NUMBER INDEX NUMBER QTY 
AN783-6 282-48 1 AN893-12 ` 225-22 8 
AN784 102-43 1 AN893-12D R45B1805 4 
AN784D4 111-2 1 AN893-13D. 186-10 3 
AN791-3 j 234-20 ; 1 AN893-2 226-38 1 
AN795-3 R45T2757-10 . 234-13 1 AN893-2D R45B1775 201-88 ` 3 
ΑΝΒ-Τ0Α. 274-69 1 AN893-3D R45B1778 215-11 1 
ANSH10A 282-8 8 AN893-4D 2 d 
ANS8H6A : : 281-51 4 AN894-6-4 R45B3595-20 177-31 3 
AN8HT7A 281-38 4 ANS894D6-4 46 10 
AN8013D2 4 AN900-34 l 33-21 1 
AN8031-10-103 1 AN900-8 V 282-42 1 
AN8031-8-103 286-3 1 AN901-5A 282-41 2 
AN804D4 | 35-26 3 AN901-6A i 225-26 2 
AN814-D12 186-17 1 ΑΝΘΟΙ6Α. 225-37 2 i 
AN807-4D - 102-31 1 AN902-4 ` R33G1255-20 153-13 2 
AN814-2D 56-7 2 AN913-1 R45P890 33-23 2 
AN814-3D 59-8 4 AN919-100 R45R1883 111-27 1 
AN814-3DL 6 AN919-12D R45R1883-20 111-12 1 
ANS814-3D6 209-23 6 AN919-15D R45R1884-20 1 
AN814-4D R45P502 62-33 5 AN919-19D R45R1886 ` 281-3 1^ 
AN814-6D R45P504 . 55-91 6 AN919-2 221-17 4 
NUES R45P505 48-14 5 AN919-4 1 
AN815-12D ` R45U77 1 z . e 
ο. © R45U77-20 mn l ANS D di R45R1881-20 DES 1 

= . 110- AN924-10D R45N245 - 188-3 3 
EE MA ΠΕΝ ο CE 
AN815-5 R45U 1420-30 226-55 3 ANED PASE cod EET. ; 
ANBI5-5D , R45U76 & * 125-23 1 AN924-3D R45N2413-10 234 3 
AN815-6 ε. ἃ R43U1421 224-4 5 AN924-4 R45N2828-10 102-40 34 
AN815-6D R43U76-10 112-69 7 AN924-4D R45N2413-20 35-28 69 
OE n mz 1 Aes LE 
AN815D4 - 180-47 1 ANDES. R45N2828-15 226 f 
ΑΝΒΙ6-4 R45C2697-44 1 AN924-5D 55 2 
E: are mee i | Aes meson ΠΗ 

Ë - : - ANS24-60 191-41 2 
PO 5 AN924-6D . R45N2414-10 27 8 

- : : AN924-8 R45N2828-5 1 
ANGIRID R45N2881-20 86-54 53 AN924 E R45N2414-20 I do 59 

4D10 - 
τε μα | ANa | L V 
ο η” = AN924D8 i 180 3 
ANS Sd . | wass | 10 
AN821-10D R45E242-35 1 : ‘ 
AN821-16D R45E242-45 280-4 1 Pea ae i 
μες AN925-4D R45C5987 197-1 1 
ANBI S R45E242-15 235 L AN925-6D 190-7 3 
ANS21-5D . R45E242-20 125-21 1 ene R45C5959 215-6 A 
als 2 : N926-4D T254 55-56 10 
AN822-4 R45E9535-74 119-27 3 AN926-4D . R45T25 Us ^ 
AN822-4D R45SE239-15 72-13 4 AN926-6 . R45T9807-10 180 
AN822.5 226-63 i AN926-6D ` R45T254-10 197-16 6 
AN823-4D R45S238-10 1 AN926-8D R45T254-20 111-26 6 
AN824-4D R45T283-20 119-4 2 AN926D4 180748 : 

: AN926D6 180-13 1 
ANG25710D. pea 1 AN927-12D , 203-20 2 ; 
ae mers Ma ἐε | ANGE, soo on 

2-1 - 

ANBIZIGD RA5U90-40 110 45 1 AN927-6 224-6 7 
. AN832.4 R45U1430-10 ` 102:44 8 AN927-6D R45E269-10 180-44 10 
AN927-8 d 226-29 1 
AN832-4D . R45U90-10 55-65 22 lass 2 
AN832 42 167.43 > AN927-8D R45E269-20 : 5- 
AN832-5 R45U1430-15 226-61 1 AN928-4D 1 
AN832-6 R45U1430-20 226-53 1 AN92804D 194-59 1 A 
AN832-6D R45U90-20 180-43 4 AN929-4 35-29 4 
AN832-8D R45U90-25 110-46 2 AN929-6D . 1 
AN833-12D R45E232-80 286-16 1 AN929D4 : 38-12 5 
AN833-16D R45E232-82 2 AN931-10-14 R33G1716 . 4 
AN833-4 R45E9536-134 : 105-8 7 AN931-3-12 . 75-36 1 
AN833-4A. 1 AN931-3-5 R33B1702 2 
AN833-4D R45E232-70 38-10 21 AN931-4-1 1 
AN833-5D R45E232-72 125-25 2 AN931-4-12 1. 
AN833-6D R45F232-74 187-5 3 AN931-4-16 : 1 
AN833-8D R45E232-76 30-20 ^ 5 AN931-4-7 R33G1704 . 143 6 
AN834-4D i . 38-11 4 AN931-4S12 164-47 1 
AN834-8D R45T290-25 ' 83-14 2 AN931-5-9 R33G1706 154-20 2 
AN837-10D R45E232-65-14 125-32 2 AN931-5513 1 
AN837-16D R45E232-65-18 110-32 1 AN931-6-10 * 28-43 2 
AN837-3 221-15 4 AN931-6-16 R33G1709 2 
AN837-4 ο... I R45E9536-104 138-45 6 AN931-8-13 R33G1712 1 
AN837-4D R45E232-65-6 38-9 17 AN931-8S13 2 
AN837-6D R45E232-65-10 27-9 4 AN931-9-13 2 
AN837-8D R45E232-65-12 110-31 1 AN931A-24828 239-1 1 
AN849-16D 150-15 1 AN931A8-13 I 1 
AN865-1 92-34 1 AN931B7-11 135-14 1 
AN871-6D 199-32 1 AN932-C3 15-64 2 
ANS93-1D 247-5 2 AN934-10 34-18 1 


* Numbers in brackets [ 1 are BuAer Microfilm Index Numbers. 
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SECURITY INFORMATION — RESTRICTED Section IH 
AN 01-60JKB-4 Numerical Index of Standard and Vendors Parts - 


PART STOCK FIGURE & TOTAL PART STOCK FIGURE & TOTAL 


. NUMBER NUMBER INDEX NUMBER QTY NUMBER š NUMBER INDEX NUMBER ΟΤΥ 
AN934-19 . 30-16 4 AN960D616L R43W21020 17-77 23 
AN934-22 284-2 2 AN960D716 R43W20552 23-22 98 
AN934-24 2 AN960D716L R43W21045 31-8 15 
AN934-27 24-55 1 AN90D718 214 tL «Ὁ ; 
'AN934-36 34-45 1 AN960D8 R43W20532 207 289-9 612 
AN934-92 30-19 2 AN960D8L R43W21000 11-43 I 365 
AN935-10 : R43W90326 33-26 12 AN960D816 R43W20556 6-17 26 
AN935-10L R43W90036 171-46 9 AN960D816L — , R43W21050 ` 85 8 
NSS 124-33 7 AN960D916 R43W20560 . 4-47 168 
ANS935-416 θε’ 4 AID UMTS 137 A 
` AN935-6.. R43W90318 124 18 29 AN961-10 R43W42175-20 3 
ANIIS eT 114-5 4 AN961-516 166-20 10 
AN935-616L R43W90052 156-14 2 AN961-6 R43W42175-10 50 328 
AN935-8L R43W90032 242-17 4 And R43W210020 ret A 
ον 1938249 $ AN975-3 ` R43W280750 6 
AN975-4 253-2 10 
AN936A10B R43W95462 168 3 σοί ΤΟΙ 39 2 
AN936A4 R43W96658 288-24 7 AN995832 10238 : 
AN936A6B R43W75454 39-15 399 νο. ESERI2150 151146 1 
AN936A613 3 156 32 AN996-22 41-14 2 
AN936A716BS 123 3 AR6 R85R12150 257-37 1 
AN936A8 R43W96666 242 4 ARET 255-99 1 
AN936B416 . R43W96366 99-13 4 AS-STS&ARA25 240-11 1 
AN936D6 171-43 8 AS313A&ARN6 235-53 1 
AN938-6D E 55-48 2 AT223& APG30 241-2 1 
AN939-D6 214-21 2 AT23&APX6 235-39 1 
ÀN939-4 241-13 1 AT3 163-30 . 1 
ο... 35 05 E ΑΤ6 R77B368-00607-2944 . 260-21 2 
AN944-101 n 5 15 AV2A1390B R83GCO 111-8 1 
AN944-101-100 139 2 AV9C1108D 111-17 1 
AWI1-15-12AF11 212-62 1 
AN944-201 í 1o: A1267B24 51 1 
AN944-301 23°16 10 A1267R24 51-12 .1 
AN945-3P 289-15 4 nos oe ti 1 
AN945-5P 289-11 1 5 
ANAE EP η 289-2 1 Al Ta R83MO-17560 ΠΝ 99-4 Í 
AN960-10L R43W225020 15-12 21 A17706 1 
AN960-1016 R43W225464 141-2 3 A 17832 99-10 1 
AN960-4 R43W225424 234-5 1 ‘A17836 99-15 2 
AN960-4L 242-27 3 A17931 99-16 1 
AN960-416 R43W225440 28-62 4 A1821CUR 156 66 1 
AN960-416L; : R43W225024 131-45 11 A1921CUR 156-40 1 
ANS60-6L 242-20 2 A2015A 167-70 1 
AN960-616 42-19 4 A2666X I 167-57 1 
AN960-816 R43W225456 281-39 ' 14 A31-1-1 RS2HPL ` 66-19 1 
AN960B6 ΤΙΣ 3 A3122-16 122-7 ' 6 
AN960B616 R43W42048 156-15 6 A3235SSH020 . 203.5 8 
AN960CU5 172-22 1 A3235SS020 273-20 8 
AN960C10 R43W280436 8 A3276 167-61 1 
AN960C4 : R43W280424 173-5 4 A3475 -020 . 246-7 8 
AN960C416 R43W280440 22 A3613 "E: 464 ` 2 
AN960C416L R43W280024 122-13 88 A401 146-18 1 
AN960C516 R43W 280444 . 223-5 14 A4255A 156-7 3 
AN960C516L 15-31 4 A4255A2 156-31 1 
AN960C716 R43W 280452 26-34 3 AF599224 123-44 7 
AN960DB f 268-50 8 A5828-2 : Í 1 
AN960DU3 64-25 12 A5929 86 1 
AN960D10 R43W20536 3-23 1814 ` | A5959-1 1 
AN960D10L R43W21002 6-56 1647 A6603 . RS2TEX 108-22 En 
AN960D106 246-72 6 A6912-832-1 75-66 2 
AN960D101 281-12A 6 A6939-632 * 123 4 
AN960D1016 : R43W20564 4-33 20 A6939-632-H375 188-10 4 
AN960D1016L 10-13 4 A6939-632-375 219-17 ` 4 
AN960D1216 R43W20568 4-43 27 ‘A702 221-50 2 
AN960D1216L 10-14 2 A710 ` : 221-52 2 
AN960D1416 - R43W20572 4-51 9 ATIJ 172-27 1 
AN960D1416L 3-6 8 A8349 118 1 
AN960D16 ; 260-5 1 A8938-632 242-8 4 
AN960D1616 2 A8943-632 Ν 123 6 
AN960D16L 71-35 10 A8943-632-H375 . 4 
AN960D1616L 2 A8944-632 123 16 ^" 
AN960D1716 R43W20580 234-25 1 BD6-2 168-27 1 
AN960D176L 248-2 4 BL10038-10 š 285 1 
AN960D3 R43W20520 269-9 3 BL10038-12 285 1 
AN960D4 R43W20524 268-11 3 BL10038-14 285 1 
AN960D4L R43W 20996 134 BL10038-16 285 1 
AN960D416 R43W20540 . 4-36 1796 BL10038-6 285 1 
AN960D416D 55-30 4 BRAS 267-53 1 
AN960D416L R43W21030 6-8 824 B1X32-1 ` 105-2 2. 
AN960D4161 10 B1112 275-2 2 
AN960D419L 64 1 B1135L N 221-55 1 
AN960D428 f 101-40 20 B1135R I ' 221 1 
AN960D516 R43W20544 7-21 408 B1140L . 221-49 1 
AN960D516L R43W21040 5-12 210 B17320 99-17 1 
AN960D5164 : 32-16A 13 B17705 2 
AN960D6 R43W 20528 17-39 87 B20MS7-011 264-14 1 
AN960D6L . R43W20998 24-25 64 B4R 48-33 2 
AN960D616 - R43W20548 5-18 299 . B4751-1 123-36 2 


* Numbers in brackets [ ] are BuAer Microfilm Index Numbers. 
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Section lll 


` PART 
NUMBER 

B4752-1 
B4755-1 
B4756-1 
B4757-1 
B4760-1 
B4852-1 
B4876R 
B4890-1 
B538 . 
B610 
B610038-8 
' B66 
B68 
B68POH 
B701 
B78 
B87 
B95 
οι 
CG132&ARN6 
CG405/ARN6 
CH49-2B35 
CM100009 
CM100830 
CM11029 
CM11030 
CN112/APG30 
CP70BIEF106V 
C10FA-548 
C1015/ARC27A 
C43850 
C629/APX-6 
C6334-18 
C758/A . 
C715/APG30 
C8001-1 
C883 
C980 
DA6-2 
DT2R-A7 
DW5 
D100-528 
D1000 
D1430 
D1430-2 
D17438-6 
D17700 
D17703-1 
D17747-1 
D17766 
D379 
D5730-5-24 
D61001-3L 
D61001-3N 
D61001-5L 
D61001-5N 
D899853-1 
D899853-2 
EA207R 
EA207S 
EA4205R 
EAS520-75 
EA5201R2 
EA5201S2 
EA5202R2 
EA5202R3 
EA5202S1 
EA5202S2 
EA5203R 
EA5203S 
EA5204 
EAS5205R 
EAS5205S 
EA52055 
EA5206 
EA5207R 
EA5207S 
EA5212 
EA5220 
ΕΑ5230-2 
ΕΑΞ5230-4 
EAS5231-1 
EAS5231-3 
EA727K3 
EA730D846 
EA730D847 
EA731-848A 
EA731-848F 
EA731-849 
EA721-850 


622 


STOCK 
NUMBER 


CL77 
R77B354-0061-0000 


R82CME 


R16R-27253 
R16R-27182 


R82TEX 


R17S11391 


R17CLP 


R77B995-18004-0000 


R83MO-17438-6 
R83MO-17700 
R83MO-17703-1 
R83MO-17747-7 
R83MO-17766 


R88-C-1294-105-000 
R88-C-1294-100—000 
R88-C-1294-095-000 
R88-C-1294-115-000 
R88-C-1294-090-000 
R88-C-1294-110-000 
R88-C-1294-145-000 
R88-C-1294-120-000 
R88-C-1294-135-000 
R88-C-1294-145-000 
R88-C-1294-140-000 


R88-C-1294-150-000 
R88-C-1294-160-000 
R88-C-1294-155-000 
R88-C-1294-130—000 
R88-C-1294-165-000 


R88-U-0740-055-000 
R88-U-1099-090—-000 
R88-U-1099-095-000 
R88-U-1099-100—000 
R88-U-1099-1095-000 
R88-U-1099-110-000 
R88-U-1099-115-000 


SECURITY INFORMATION — RESTRICTED 
Numerical Index of Standard and Vendors Parts AN 01-60JKB-4 


FIGURE & 
INDEX NUMBER 
123-54 
123-56 
123-29 
123-16 
123-4 
123-31 
156-41 
123-48 
104-2 
276-14 
285 
248-36 
` 102-29 
5 
221-51 
271-38 
98-55 
271-31 
16-15 


i 238-11 
159-6 
152-55 

280-3 
163-28 
163-27 
241-19 


124-16 
236-1 


236-5 
108-18 
236-2 
242-2 
28-12 
150-33 
152-64 
168-26 
161-19 
132-3 
234-33 
189-19 
(Use D-1430-2) 
127-8 
99-1 
99-21 
99-11 
99-2 
99-5 
169-23 
173-21 
127-3 


127-4 


221-11 

221 
37-3 
37-2 
35-25 
38-16 


TOTAL 
QTY 


i 
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PART 

NUMBER 
EA731-851 
EA747-1 
EA737AA2 
EA931A3 
EB048 
EB054 
EB064 
EB070 
EB080 
EB098 
EB108 
EB126 
EB144 
ER0818-4D 
ER0818-6D 
ER0818-60 
ER0819-4 
ER0819-6 
ER776-6 
ER804-6D 
ER815-4D 
ER815-6 
ER815-6D 
ER816-4D 
ER816-6D 
ER833-6D 
E1597-1 
E1617-1 
E1637A 
E1737-1 
E6442 
FCC20556 
FCC20824 
FR4-5 
F34-14 
F347-14 
F44-14 
F5/8MM 
F7225 
F7242 
F9242-1 
GE894799BGR2 
GH175 
G202M150067 
G5646 
H5000-051-072 
HAI-LH 
HF3 


: HF4 


HMX6G 
HRA4 
HRBM3 
HRLB3 
HRLB3 
HRLB3E 
HSBG-10 


` HSBG-10SA 


HSBG-20SA 
HSBG10SA 
HSBG10SA1 
HSBG14SA 
HSBG16SA 
HSBG4S 
HSBG4SA 
HSBGSA 
HSBG5S 
HSBG6S 
HSBG6SA 
HSBG7 
HSBG9SA 
HSB3 
HSB3C 
HSB4 
HSB6-4A 


'"'HSRG4A E 


HS21909D 
HS83198 ' 
HS83200 
H5000 ' 
H5000-040-080 
H5000-051-072 
H5000-051-115 
H5000-064-064 
H5000-064-096 
H5000-064-102 
H5000-064-115 
H5000-064-125 
H5000—064-142 
H5000—-064-312 
H5000-072-072 


STOCK 
NUMBER 


R88-U-1099-120-000 


R88R0365-030—000 
R8812074-315-000 


R43N96160 
R43N96165 


R43N96175 


RI7HYAW 


R77B34229 
R77B600338 
CL77 


R88-S-2001-030-000 


R17GMC 


R71B-400-506-3 


R42L-1436-95 


R42L-1436-105 
R42L-1436-110 
R42L-1436-115 
R42L-1436-125-312 


* Numbers in brackets [ ] are BuAer Microfilm Index Numbers. 


RESTRICTED 


FIGURE & 
INDEX NUMBER 
37-9 
122-28 
123-33 
36-11 
6-48 
90-13 
95-56 


6-18 
4-48 
4-34 
4-44 
4-52 . 


91 


TOTAL 
QTY 


NUN 9 N ο OO eJ 5 ee Po 


- Oe 
oe) 
ολα κ”) 


N 


= 


C to συ t3 2 RHE Fa DO 2 μα AN DO = HEN ENE €O S DO. —1 C3 pO ANON e ub N) ὃν FO 2 εὖ PS DO 2 CO πὸ 2 a ee BEE DO μὰ μὲ D2 τὸ τὸ τὸ 2 + μα eI = 00 j= IH «3 00 Οὐ = 


m m 


= t 


Revised 15 September 1953 


SECURITY INFORMATION — RESTRICTED ` Section lll 
` ΑΝ 01-60JKB-4 Numerical Index of Standard and Vendors Parts 


PART STOCK FIGURE & TOTAL PART STOCK FIGURE & TOTAL 

NUMBER NUMBER INDEX NUMBER QTY NUMBER NUMBER INDEX NUMBER ΟΤΥ 
H5000-072-142 87-82 1 MS21910D6 176-29 4 
H5000-094-072 75-30 4 MS21910D8 : 195-6 1 
H5000-125-250 R42L-1436-235-250 87-29 2 MS21911-4 ` : 224-43 1 
, H6241D2H5-051-051 92-27 1 MS21911-6 226-19 1 
JX55F 50-5 1 MS21911D4 R45T-204-110 : 180-49 2 
JYLC3909 (Use JYLC-3909-1) MS21911D6 R45T-204-120 180-2 11 
JYLC3909-1 1 MS21911D8 R45T-204-125 180-33 2 
J47GE2 281-4 1 MS21912-28 201-82 1 
: KM68 1 MS21912-4 227-20 2 
KM680 CL42 76-31 2. MS21912-6 224-20 2 
K8305-1 . 26-46 4 MS21912-6D : ΄ 204-14 1 
K8350-1 R83KOE 1 MS21912D4 180-77 1 
K83501-1 118-27 3 MS21912D6 R45T-209-508 52-2 19 
K96485 112-66 1 MS21912D8 179-11 1 
K96845 R83KOE 1 MS21913D6 I à - 179-9 1 
98005 R83KOE 112-26 1 MS21914D6 š 201-72 2 
LSS10A . 272-3 1 MS21915-8-4 ν 1 

LSS3 259-18 1 MS21915D6-4 204-13 1^ 
LSS4 251-81 2 MS21916-6-4 . ç 55-54 14 
LSS8 43-13 4 MS21916-8-6 ` 226-30 1 
LS3 . R77B34529 251-26 3 :MS21916DL-4 214-9 2 
MC1603-34-5 225-6 1 MS21916D12-8 1 
MC160334H5 2 MS21916D6-4 : 55-86 45 
MD46-15 251-70 2 MS21916D6-5 189-6 1 
MK2MODO 241-18 1 MS21916D64 194-19 3 
MK75MODO 241-26 1 MS21916D8 213-51 1 
MK86MODO 241-16 1 MS21916D8-4 . 195-2 3 
MLV6-03 R83-BTP-MLV6-03 214-10 1 MS21916D8-5 Ns 189-8 1 
MOC6-05 R83BTP 1 MS21916D8-6 : R45R189126 180-10 21 
MOC6-05 : 187-1 1 MS2193D8 : 180-78 1 
MR4R R71B-995-61009-0000 48-49 2 MS2196D6-4 2 
MS1902D 59-6 1 MS28010-5 š 123-26 1 
MS21616D8-6 5 195-41 1 MS28741-100 55-30 2 
Μ521900-4 225-12 2 MS28741-12-18-1/2 282-38 1 
MS21900-6 : 227-34 1 MS28741-12-33 282-2 1 
MS21900D4 210-2 4 MS28741-13-1/2 194-69 1 
MS21901-4 55-85 12 MS28741-16-180 30-3 1 
MS21901D4 2 MS28741-20 . 46-18 4 
MS21901D6 175-14 17 MS28741-23-15 : 221 2 
MS21901D6 š 175-7 8 MS28741-4-10 55-77 5 
MS21901D8 177-35 2 MS28741-4-10-56 * 221-23 2 
MS21902-4 152-33 3 MS28741-4-11 5 
MS21902-6 225-15 5 MS28741~-4-12 3 
MS21902D 55-95 4 MS28741-4-12-1/2 ; 2 
MS21902DJ 195-43 1 MS28741-4-124 . 105-5 1 
MS21902D12 199-2 . 3 MS28741-4-13 55-78 3 
MS21902D4 54-15 35 MS28741-4-13-1/2- 55-85 3 
MS21902D6 52-15 ` 122 MS28741-4-14-1/2 119-3 1 
MS21902D8 R45V135-512 10 MS28741-4-14—55 221-22 2 
. MS2190204 194-20 1 MS28741-4-15 213-64 1 
MS21902206 177-28 2 MS28741-4-16 282-34 1 
MS21903 3 MS28741-4-16-1/2 212-57 1 
MS21903-4 196-13 2 MS28741-4-17 212-58 1 
MS21903-6 55-53 22 MS28741-4-18 - 201-84 1 
MS21903DL . 209-36 6 MS28741-4-20 2 
MS21903D4 55-59 11 MS28741-4-21 221 2 
MS21903D6 46 59 MS28741-4-23 : 55-94 2 
MS21903D8 ; 195-4 15 MS28741-4-31 - 2 
MS2190304 1 MS28741-4-50 282-4T 1 
ME : 194-2 12 MS28741-4-57 I 1 
5D12 201-78 2 MS28741-4-7 55-26 2 
MS21905D4 Ὁ. δ. 1 MS28741-419 46-1 4 
MS21905D6 _ R45T-286-20 s 542 24 ` MS28741-5-25 282-44 1 
MS21905D8 201-83 2 MS28741-6-17 282-35 1 
MS21906D6 209-13 4 MS28741-6-20-1/2 282-36 1 
MS21907-4 224-31 3 MS28741-6-21 ` 224-3 4 
MS21907-6 226-46 2 MS28741-6-24 282-26 1 
MS21907D4 55-33 4; MS28741-8-154 30-1 1 
MS21907D6 R45E280-710 175-5 11 MS28741-8-180 30 1 
. MS21907D8 184-3 4 MS28741-814 286-20 1 
MS21908-4 179-5 19 MS29513-210 22 H 
MS21908-6 179-10 19 MS29513-214 ; 22 2 
MS21908DL 195-29 1 MS31903D4 22 2 
MS21908D12 - 211-1 1 MS31903D6 214-47 1 
MS21908D3 272-40 1 MT1042/ARA25 ` 240-24 1 
MS21908D4 52-8 34 MT1043/ARA25 235-22 1 
MS21908D6 55-1 106 MT274A/ARN6 235 1 
MS21908D8 . R45 176-6 15 MT362A/A 235-2 1 
MS219086D6 2 MT707/APG30 3 241-15 1 
MS21909-4 225-4 2 MT708/APG30 ` 241-20 1 
MS21909-6 224-18 4 MT739/U 241-12 1 
MS21909D4 - . 158-13 2 MT822/ARC27 235-27 1 
MS21909D6 55-34 17 M1A1 102-46 1 
MS21910-4. 226-35 1 MIB 80-9 1 
MS21910-6 : 185-15 3 M11121 274 2 
MS21910D4 180-59 2 M2B I 137-49 4 


* Numbers in brackets [ 1 are BuAer Microfilm Index Numbers. 
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Section ΙΙΙ l SECURITY INFORMATION — RESTRICTED 
Numerical Index of Standard and Vendors Parts AN 01-60JKB-4 


PART STOCK FIGURE & TOTAL PART STOCK FIGURE & TOTAL 
NUMBER NUMBER INDEX NUMBER QTY NUMBER NUMBER INDEX NUMBER QTY 
M200 102-45 2 NAS220-8 R43S192820-20 28-8 60 
M3357M1 132-56 1 NAS220-9 4 
M34-14 CL77 266-41 3 NAS221-10 ' R43S192850-25 10-29 170 
M359A R16P3661 239-18 1 NAS221-11 `: — R43S192850-30 42-50 18 
M3889-7960 42-16 2 NAS221-12 R43S192850-35 42-54 26 
M4B ; - 137-51 2 NAS221-13 R43S192850-40 6-67 13 
M44-14 276 79 NAS221-14 : 43-42 4 
M5250 42-17 2 NAS221-15 R435192850-50 18-54 6 
‘NAF 1024-2 R17L11341 155-21 1 NAS221-16 R43S192850-55 246-77 4 
NAF1025-2 ` 1 NAS221-18 130-44 1 
NAF1152-2 26 1 NAS221-19 R43S192850-70 55-20 4 
NAF1201-8 . ; 143-11 1 NAS221-20 - R43S192850-75 17-16 5 
NAF1201-9 143-15 1 NAS221-21 R43S192850-80 17-13 9 
NAF1225-450 R17B788200 : 123-35 1 NAS221-22 a 65-17 1 
NAF1925-2 287-24 1 NAS221-24 1 
NAF602289-1 I 1 NAS221-25 1 
NAF603714 271-47 1 NAS221-27 146-4 4 
NAS120B125 CL42 108-2 1 NAS221-30 í 1 
NAS123R125 1 NAS221-32 129-61 1 
NAS143-10 2 NAS221-8 R43S192850-15 ` 15-26 n 
NAS143-10C R43W176190 2 NAS221-9 R43S192850-20 75-6 - 55 
NAS143-12C 64-37 2 NAS221K14 29-21 zo 
NAS143-23 95-59 4 NAS222-11 š : 33-11 16 
NAS143-5 90-12 7 NAS222-12 17-26 2 
NAS143-5C 47-14 20 NAS222-14 i . 6-37 2 
NAS143-6 i 17-81 12 NAS222-25 ` I 99-22 , 9 
NAS143-6C R43W176170 | 32-30 31 NAS224-15 33-55 2 
NAS143-7 31-20 8 NAS25-4KL 1 
. NAS143-7C 6-50 10 NAS25-4L ' 286 1 
NAS143-9 4 NAS21-4-22 286-4 1 
NAS143-9C 6-27 5 NAS271-19 231-11 2 
NAS144-16 4 NAS334A25 28-52 2 
NAS144-18 ὶ 107-26 8 NAS334A32 246-37 4 
NAS144-20 : 17-86 4 NAS334A51 246-8 1 
NAS144-24 82-3 7 NAS334A52 : 2 
NASS144-27 ` 28-66 2 NAS334A55 š 246-9 2 
NAS144-48 6-45 - 1 NAS334PR13 45-9 1 
NAS144-4D ; i .9-25 1 NAS335-27 276-76 1 
NAS144DH-12 138-81 2 NAS335A16 1 
NAS145-12 89-20 4 NAS335A17 132-49 1 
NAS15-24 . : 72-53 2 NAS335A33 28-49 2 
NAS145-26 90-10 4 NAS335A6 146-38 10 
NAS145-31 47-13 8 NAS335A7 . 146-39 4 
NAS145-34 : 267-18 1 NAS337A13 281-23 1 
NAS145-47 i i 107-4 2 NAS338-31 . 276-68 1 
NAS145-51 “A . 8 NAS338A22 . 6-16 2 
NAS146-16 89-16 12 NAS339A17 ` 6-19 1 
NAS146-17 35-29 3 NAS339A22-5 7-10 ,6 
NAS146-18 89-15 8 NAS339A24 7-11 4 
NAS146-19 : 31-32 2 NAS339A24-5 f ; 7-8 14 
NAS146-21 . í . 32-47 4 NAS339A25-5 ᾿ 1-7 12 
NAS146-22 17-82 6 NAS339A26 . 7-6 4 
NAS146-23 CL43 4 NAS339A27 . 7-13 4 
NAS146-26 101-28 2 NAS339A51-5 7-9 2 
NAS146-28 : 17-87 2 NAS339A52-5 1-312 2 
NAS146-40 255-97 1 NAS340A21 6-22 1 
NAS146-48 . 260-11 2 NAS344-44A 139-11 2 
NAS146-55 11-31 4 NAS372-2 1 
NAS146-57 22-38 8 NAS376-1 ç 23-39 1 
NAS147-23 32-20 2 NAS376-2 18-69 57 
NAS147-28 4 NAS376-2FP 80-22 2 
NAS147-33 6-49 4 NAS376-4 81-5 7 
NAS147-49 31-18 2 NAS377-3 66 1 
NAS148-32 28-69 2 NAS42C6-12 94-3 4 
NAS149-23 96-39 2 NAS42C6-7 - 235-38 4 
NAS149-30 2 NAS42DD3-37 2 
NAS149-33 6-26 1 NAS42DD3-40 2 
NAS149-36 4-45 4 NAS42DD4-16 248-20 2 
NAS150-34 š 2 NAS42DD4-28 275-5 1 
NAS150-39 4-31 4 NAS42DD4-72 28-40 4 
NAS152-40 64-36 2 NAS42DD5-8 199-40 2 
NAS152-42 4-28 2:5 NAS42DD5-96 136 2 
NAS152-50 -© 4-41 2 NAS42DD6-20 12 
NAS152A70 ; : 271-10 1 NAS42DD6-57 6 
NAS152A97 271-90 1 NAS427T16 131-1 4 
NASI154-54 4-49 2 NAS427T9 . 131-2 10 
NAS156-55 4-38 2 NAS427K10 106-37 9 
NAS179-8 ` : 31 2 NS427K11 106-38 4 
NAS2-101 R45F457 3 NAS427K12 ` : 137-62 5 
NAS202-440 118-7 2 NAS427K13 137-63 $ 
NAS202-632-1 115-28 2 NAS427K14 269-25 2 
NAS202-632-4 112-22 2 NAS427K15 49-65 2 
NAS202-632-5 114-6 2 NAS427K16 : 49-64 9 
NAS202-632-6 : 24-17 2 NAS427K19 49-66 37 
NAS202-632-7 24-24 2 NAS427K20 129-46 2 
NAS220-10 4 NAS427K23 269-33 1 
NAS220-12 129-58 1 NAS427K24 269-16 2 
'NAS220-13 š 244-2 2 NAS427K25 2 
NAS220-23 28-9 4 NAS427K34 2 
NAS220-25 CL43 I 2 NAS427K38 2 


* Numbers in brackets [ Ἰ are BuAer Microfilm Index Numbers. 
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SECURITY INFORMATION — RESTRICTED 
AN 01-60JKB-4 Numericallndex of Standard and Vendors Parts ` 


Section lll 


PART STOCK FIGURE & TOTAL PART STOCK FIGURE ὃς TOTAL 
NUMBER NUMBER INDEX NUMBER QTY NUMBER NUMBER INDEX NUMBER QTY 
NAS427K6 244-24 1 NAS43DD4-10 172-21 1 
NAS427K8 1 NAS43DD4-12 2 
NAS427K9 29-11 188 NAS43DD4-22 6-59 2 
NAS427L18 106-39 2 NAS43DD4-24 101-21 2 
NAS427T10 : 2 NAS43DD4-28 2 
NAS427T11 42-15 3 NAS43DD4-32 81-25 9 
NAS427T14 137-66 2 NAS43DD4-36 6 
NAS427T16 42-11 2 NAS43DD4-52 275-24 1 
NAS427T6 1 NAS43DD4-56 43-29 2 
NAS427T8 129-41 1 NAS43DD5-48 269-30 1 
NAS4279 269 1 NAS43DD6-12 275-22 1 
NAS428-3-10 251-65 4 NAS43DD6-16 16-25 4 
NAS428-3-6 104-40 2 NAS43DD6-168 266-38 1 
NAS428-4-11 6-57 4 NAS4300-4-12 23-26 4 
NAS428-4-14 78-53 4 NAS4300DD3-32 1 
NAS428-4-15 2 NAS436-4-69 44-30 1 
NAS428-4-416 44-38 1 NAS463C-DD10 12 
NAS428-4-6 251-64 2 NAS464-10-23 278-3 1 
NAS428-4-7 15-41 4 NAS464-10A31 270-2 1 
NAS428-5-10 97-60 3 NAS464-10A41 272-32 1 
NAS428-5-12 276-56 1 NASA464-14-27 58-8 E 
NAS428H4-11 138-78 2 NAS464-14-31 2 
NAS428H4-14 132-4 2 NAS464-16-34 2 
NAS428H5-11 257-35 1 NAS464-3-11 274-16 4 
NAS428H5-13 138-80 2 NAS464-3-14 270 1 
NAS428K3-10 74-13 2 NAS464-3-17 270-38 1 
NAS428K3-12 1 NAS464-3A10 131-37 1 
NAS43-3-20 . 20-26 2 NAS464-3A8 108-15 1 
NAS43-3-34 132 1 NAS464-4-11A 137-20 1 
NAS43-3-41 20-25 2 ΝΑ5464-4Α-16 131-49 1 
ΝΑ543-4-103 9-21 1 NAS464-4A11 279-17 1 
NAS43-4-20 20-16 2 NAS464-4A12 132-54 1 
NAS43-4-41 20-15 2 NAS464-4A16 1 
NAS43-5-41 i 20-20 2 NAS464-4A17 1 
NAS43-5-8 20-21 2 NAS464-4A19 46-24 1: 
NAS43-9-17 224 3 NAS464-4R13 45-8 3 
NAS43C3-96 136-10 1 NAS464-4R14 132-55 1 
NAS43C3-13 4-17 4 NAS464-4R15 45-10 1 
NAS43C3-20 76-15 12 NAS464-5A10 256-15 2 
NAS43C3-22 265-6 2 NAS464-5A-11 23-35 1 
NAS43C3-31 71-26 8 NAS464-5A12 256-12 2 
NAS43C3-38 130-14 1 NAS464-5A9 95-40 4 
NAS43C3-55 71-21 4 NAS464-5A-15 23-36 ` 1 
NAS43C3-8 91-31 1 NAS464-6A-12 252-12 2 
NAS43C3-82 94-23 2 NAS464-6A42 5-29 1 
NAS43C4-12 130-42 1 NAS464-7 246-59 2 
NAS43C4-24 139-37 2 NAS464-7A10 23-21 4 
NAS43C4-70 44-31 1 NAS464-8A18 2 
NAS43C4-82 94-16 2 NAS464-8A20 264-44 1 
NAS43C4-88 16-24 2 NAS464-9A17 23-18 10 
NAS43C5-12A 212-17 1 NAS464A7-6 31-7 4 
NAS43C5-14 76-6 12 NAS497 48 16 
NAS43C5-20 11-52 3 NAS50-112 200-22 3 
, NAS43C5-28 17-25 , 8 NAS50-118 208-32 1 
NAS43C6-29 94-17 4 NAS50-125 63 1 
NAS43DDO-12 22-45 4 NAS50-131 250-12 2 
NAS43DDO-21 22-46 4 NAS50-137 135-12 1 
NAS43DD1-12 12 NAS50-145 178-17 3 
NAS43DD1-66 150-25 1 NAS50-150 R42R2910 186-34 1 
NAS43DD10-12 48-34 4 NAS50-162 140-13 5 
NAS43DD3-12 11-48 6 NAS50-168 62-28 3 
NAS43DD3-104 174-4 8 NAS50-231 95-42 2 
NAS43DD3-12-8 154-8 4 NAS50-387 186-32 1 
NAS43DD3-15 204-3 2 NAS50-62 212-20 1 
NAS43DD3-156 124-37 4 NAS50-68 67 1 
NAS43DD3-16 276-92 2 NAS50-75 45 2 
NAS43DD3-184 143-9 1 NAS51-18 6 
NAS43DD3-20 268-43 5 NAS51-37 276-11 2 
NAS43DD3-21 11-49 10 NAS51-50 1 
NAS43DD3-24 276-93 2 NAS51-62 R42R2860 281-36 2 
NAS43DD3-26 249-7 12 NAS51-87 R42R2866 179-21 1 
NAS43DD3-28 11 PAC2274 R83PC 150-10 3 
NAS43DD3-32 110 1 | PAC2275 R83PC 152-22 1 
NAS43DD3-32A 241-32 3 PAC2279 150-12 1 
NAS43DD3-36- CL43 268-44 4 PC3-1/2 158-2 31 
NAS43DD3-37 85 2 PDLM120 R17C-9179-42-12 171-22 1 
NAS43DD3-42 97-43 4 PDLM70 171-20 3 
NAS43DD3-48 263-13 1 PDLM80 171-21 3 
NAS43DD3-5 171-56 2 PF24-3906-20BCE4 189-20 1 
NAS43DD3-52 252-52 2 PF3-1/2 158-3 1 
NAS43DD3-54 167-12 2 PF3-1/2-38 159-4 28 
NAS43DD3-56 201-65 3 PK79XZ6-6 146-12 9 
NAS43DD3-66 28-10 4 PL274 R17R-2438 235-55 1 
NAS43DD3-7 252-31 4 PP493/APG30 241-11 1 
NAS43DD3-72 229-24 2 PS3-1/2 158-4 29 
NAS43DD3-78 49-49 2 PS5218-20-7 1 
NAS43DD3-8 172-28 4 QAN364—428 131 1 
NAS43DD3-92 120-10 1 RAD207SHTH5L 19-17 8 
* Numbers in brackets [ } are BuAer Microfilm Index Numbers. 
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PART STOCK FIGURE & TOTAL PART : STOCK FIGURE & TOTAL 
NUMBER NUMBER INDEX NUMBER QTY NUMBER NUMBER INDEX NUMBER QTY 
RAD207SH756 97-55 2 TF51260 R17TP 50-1 3 
RA 2482-3 11-44 1 τι 102-47 1 
RA2483-2 103-42 1 UGST7A . 213-60 1 ΄ 
RA2481-2 4 UG106/U 240-31 1 
RA2500-2 US -- 102-8 2 UG21-C/U R16P-5020-10 239 1. 
RA2500-3 E 4 UG22B/U 239 H 
RA3M4-2 108-27 1 UG23D/U * 240-34 1 
RBC74164 R77B368-00507-0000 252-16 6 UG27B/U 239-5 1 
RC21AE201J 236 1 WD-C130 : 1: 
.RD205SH5H5L 19-15 4 W9829-2-130 : 95 4 
RD206SB6 233-4 6 YHSI9MI ` RI7BE 3 
RD206SB65L 233-8 1 YHS22M1 R17BE 3 
RD206SH6-5L i 114-2 35 YHS26M1 ` RIBE 12 
RD206SH65L 71 2 YR69CP 11-21 - 24 
RD208SH12 98 1 - 1AT3 R17MCS 159-13 1 
RD208SH9L : 23-9 4 1ATS : : R17S-25606-42 160-11 1 
REB3N - 132-37 1 1BD4 194-21 1 

"REB3N2 66-28 5 1HA1-LH R17S-25606-78-11 247-31 6 
RE12C/ARA25 240-23 1 1HA1-RH R17S-25606-78-12 252 3 
RE3BN 108-25 1 1HS1 R17S32066 162-16 6 
RE3M6-2N 129-18 1 1L1 i 103-40 1 
RE345 . : 64 1 1L1-2 103-41 1 
RE4F5 B77B557-0465-0004 42-35 24 1R12P12-.049-624 : 2 
RL206SH6H5L 253-24 2 10 ; 146 1 
RL24SB7 19-16 4 10-1006 R83PROO 180-69 1 
RL28SB8 114-3 & 71 48 10-1086 55-3 2 
RL28SN8 , 13 1 10A 146 1 
RL28SP8 5 132-4 2 10AN 146 1 
RL33SB9 19 18 10 101037 R83WTR ` 109-7 1 
RL38SB9 23-8 5 102002-100500-275 1 
RL56SB11 R43L11018 32-54 2 10212-200 R83CARM 152-13 1 
RS108-100 9 R83RYY 199-15 1 103TTR 98 1 . 
RS132-32 5 199-17 1 104200-2 R83LADM 164-9 1 
RT178/ARC27 : 235-26 1 105-00156 178-2 2 
RT181/APG30 241-14 1 105-00325 2 
RT82APX-6 235-1 1 105-00326 2 
R101A/ARN-6 235-41 1 105-00330-4 247-8 2 
RWA40J250 1 105-00338 284-10 1 
ΕΥ̓͂ 401450 1 1055-1 - 241-29 1 
R0102-22S130 145-1 1 10682 : R17CARM 121-14 1 
R0206SH6-5L 116 8 1071 13 2 
R184 55-96 8 11-344-75 110-62 1 
R185 38-14 2 11-348-76 -1 
R210SB12 32-53 1 10-1006 s R83-PR-00-10-1006 205-1 3 
R210SB12L 233-5 1 10S00330 213-80 2 
R88C779-525 122-38 1 105-00330 212-53 157 

. R88R198Z-025 284-1 1 106030-6 R88-S-2020-038-000 214-35 1 
SA8256C . R83SA1 281-2 3 11030 R83MVEM 184-1: 2 
SK-1084-514 234-1 1. 11070 R83-MVEM 214-1 3 
SK179BPL-7 š: 242-6 3 .1111-5177-7 11011 1 
SK179BP6-10 123-11 4 1111-517934 R83PA 116-2 1 
SK179BP6-12 122-39 3 1111-518020 112-20 1 
SK179BP6-18 CL43 123-10 1 1111-518038 R83PA 115-45 1 
SK179BP6-~7 3 1111-518072 R83PA 118-10 4 
SK179B6-12 122-40 1 1111-518111 R83PA 114-15 2 
SK179B6-7 : 1 1111-518112 112-48 5 
SK267B31 8 1111-518113 2 
SK729 R82SWTM, 40-19 1 1111-518115 114-4 1 
SLZ2018 R88T2798-055-000 122-4 1 1111-518339 24-14 1 
SLZ2020 R88R-0360-025-000 122-42 1 1111-518340 š 27 1 
SP101 1 1111-526657 R83PA 31-12 2 
SP101-1 123 5 1260 156-27 1 
SP101-10 125-41 1 122390-010-01 à 2 
SP101-11 123 1 122390-012-01 ; 115 ` 1 
SP101-8 123 1 13-21204-2 "i R82TMH 285 1 
SP101-9 123 1 13-21204-4 R82TMH : 285 1 
SP1561-832-28 4-11 30 130R0300-1 R83CNL 1 
SP1561-832-8 ` 25-29 5 130R0300-6 . 226-2 1 
SP1561-1032-12 70-2 215 135D100 226-68 1 
SP1561-1032-8 3-50 101 135D100-3 226-54 1 
$1452-048 82-14 2 138604 123-40 3 
$1452-054 248-18 4 1390 164-30 2 
S1452-064 17-80 12 14PB I : 1 
91452080 4-27 42 14PR1 163-22 1 
1452-098 6-28 1 140B1100 1 
S1452-126 3-4 6 1400 144-23 1 
S1452-164 4-40 2 1401 T .1 
S216 R42S-13993-216 248-39 2 146-51547 125-46 1 
S221 259-19 r 1494Y0B125 42-14 2 
S23-3B1A ΒΙΤΗΡΙ, 130-36 1 150-1-6 171-38 2 
S463-50-3 R83SPES 218-5 1 150-1-8 177-33 2 
S7KD 41-11 2 150-20 144-3 2 
S8K 41 2 150-25 1 
583358 R82CME . 150-2 3 150-25-6 . 177 2 
S84071 R82CME 152-68 1 150-51-6 175-26 2 
TA716S32HT 120-5 6 150L53 : 167-58 2 
TAT16S48HT 120-11 1 150L55 167-50 1 
TF-51200-15 R86TP i 115 3 150S1-6 ᾿ R45C-4529-210 4 


* Numbers in brackets [ Ἰ are BuAer Microfilm Index Numbers. 
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150S1-8 
1516-15-1 
1516-16-2 
1516-16-3 
\ 152-028-125-0312 
155-25-6 
155-25-8 
15555-12 
15555-4 
-15555-6 
15555-8 
159-52249 
15941 
15942 . 
15943 
15944 
15945 
15959 
16023 
16118-10 
16118-12 
16145 
16146 
1640 
1640-2 
© 16801 

169A3 
170A2 
18D-Z 
18D2 
18423—0-300 
196-6-2-00 
2-56X1/8 
2AT5 
2B1B9-2 
2HA1 
2HA1-LH 
2HA2LH 
2HA2RH 
200AC-5/16 
200AC1/4 
200AC10 
2000 
20099AM1A 
2016 
2016 
205-1/4 
2055-10 
205-3/8 
205134-8B 
206-1001 
206-1001-1 
206-1011 
206-1089 
206-1089-1 
206-1101 
206-1101-1 
206-1113 
206-1113-1 
206-1114 
206-1114-1 
206-1121 
206-1121-1 
212H-K2 
21323 
22-2929 

. 22-29291 
22K3-02 
220023-040—01 
2209-10 
2305 
2322-2 
25-25291 
252-3000 
252-3000-1 
2531 
259A4TT 
25901A 
26C02 
260054 
26271 
26275 
26295 
26310 
26480 
26500 
26600 
26650 
26710-8 


STOCK 
NUMBER 


R88S-2020-065-000 


R88S-2020-070-000 


R45C-4529-225 
R45C-4529-210 


R42S-30318 


R42S-30322 
R42S-25655-10 
R42S-25655-12 


R17WMAC-1640-10 


R83WAEC 
R17S-27910-5 


R17S-33049 


R88 


R83ON 


R83AP 
R83-AP 
R83AP 
R83AP 
R83AP 
R83HURM 
R83HYRM 
R83-HYRM 
R83-HYRM 


SECURITY INFORMATION — RESTRICTED 


FIGURE & 


INDEX NUMBER 


180-60 
201-40 
180-62 
11-20 
175 
177 
282-30 
282-31 
282-32 
282-29 
46-26 


256-2 
262-16 


73-32 


. 97-67 
97-68 

196-3 

196-7 


123-67 . 


158-16 
280-10 
167-52 
167-60 


190-10 
150-38 
195-33 
288-22 
156-25 
163-45 
249-19 
257-4 
248-31 
248 
286 
281-4 
287 
123-58 


167-62 
167-69 
24-58 
32-11 
33-59 
51-10 
221-34 
221-41 
221-37 
221-32 
221 
221-39 
221 
221-36 
221 
221-35 
221 
221-33 
221 
135-13 


50 
168-59 
146-21 
115 
243 
167-64 


195-35 
222-14 
222 
167-63 
152-36 
231-10 
36-10 


213-27 
195-42 
207-1 
182-1 
27-21 
55-35 
191-17 
214-29 
201-20 


TOTAL PART 
TY NUMBER 


26125-6 
21610-6 
21100 
281-1A 
281-2A 
2867A1 
295134 
295134-8A 
295138-8C 
295158 
295158-69 
295202-10A 
295202-10B 
295202-12A 
295202-12B 
295202-12C 
295202-14A 
295202-16A 
295202-16B 
295202-16C 
295202-20A 
295202-20B 
295202-24A 
295202-24B 
295202-28B 
295202-8A 
295202-8B 
295202-8C 
2974Y-18 ' 
299A4BB 
3005S4-12D 
3005S4-4D 
3005S4-6D 
3005S4-8D 
3055S11-12D 
3055S11-6D 
3055S11-8D 
30690 
311826-1 
312001 
312002 
312003 
312005 
312008 
312100 
312106 

| 31521 
31964-12 I 
320-0H625-2H375-5 
320-750-2H312-5 
32151 
325-624-4-150 
325-625-3-000-5 
325-625-4-150S 
325-625-4-500S 
325-625-5-093S 
325-625-5-431S 
325-H625-4H500S 
325-H625-5H093-5 
325-H6255-5H437S 
326-H750-5H6875 
3279A 
3361 
342003 i 
35534-2 
35886 
35981 
3600-2-02 - 
3600-2-82 
365-625-5H500S 
3700-2-02 
3700-2-82BC10D 
38426 
39KD 
3903-162 . 
394D4 
39404 
39645 
397-1 
397-12 
397-13 
397-14 
397-15 
397-16 
397-2 
397-3 
397-4 
397-5 
397-6 


O OO toto m HH eee RN NYU NE Q (S i ΜΜ N N) 


t = 


.- 


eq e 
ON AEP = σὴ ΟῚ > = μὶ κα δῷ πὰ to πὶ μα NE HÓA 


b j 
= peh ph hh NNN HON O I I 9 μα ID i M ΑΦ N) N κω μ ΟῚ 69 ΘῪ κα πὸ m to > OS 


STOCK 
NUMBER 


R83HYRM 


R33G1530 
R33G1532 


R16AITR 
R83GPC 


R83GPC 
R83GPC 


50-14 


R17P-7276-1 


R83PUP 
R83PUP 


* Numbers in brackets [ ] are BuAer Microfilm Index Numbers. 
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RESTRICTED 


Section Ill 


AN 01-60JKB-4 Numerical Index of Standard and Vendors Parts 


FIGURE & TOTAL 
INDEX NUMBER QTY 
55-51 
207-15 
185-14 
220-7 
220-3 
234-21 


51-9 
51-11 
17-5 
17-6 
126-22 
126-2 


= 


= 


s> 
UH G m e m + G [S Q tS G tQ (O = G> ο 2 GO QI S αν LEO 


239-6 
155-32 
126-26 


- 


240-29 
172-54 
172-53 


μα 


166-26 
166-27 


e 


155-33 
238-6 
225-11 
203-4 
203-1 
203-2 
203-3 
203-7 
203-5 
203-6 
242-31 
197-5 


Qi ο) Με μι = t C3 e e S IN = — j 


μα 


235 
156-10 
255 
156 
196-46 
194-34 


50-14 
271-19 
271 
286-21, 


213-49 
90-71 
177 
180 
90-64 
177-44 
180-62 
225 
167-59 
167-72 
165-10 
168-44 


NN 
Oe NUR HEE OUS I NNN NNN ENE RANE NE AD OND 


168-2 


226 


Ne 


=: 
i 
το 
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Section III 


Numerical Index of Standard and Vendors Parts AN 01-60JKB-4 


PART 
NUMBER, 


397-7 

397-8 

397-9 

39771 
:4-1750-78 
4-51751-10 
4-51751-12 
4-51751-14 
4-51751-16 
4-51751-6 
4-51751-8 
4B19B6-014 
4S7-9-1-187 
410-15L143 
42-1102-000 
42019 

4279A 
428AF10 
431-14-5 
43688-100 
43688-125 
43688-150 
43688-200 
43688-300 
43688-400 
43688-450 
43850 
44-21181-10 
44-21181-12 
44-21181-6 
44-21181-8 
452-070 
4600-2-02 
.4600-2-82 
4627-7 

48132 

4974Y 22 
4974Y51 
5AT1 

5AT3 

5AT4 
5T11-1-14 
5T11-1-16 
50A44D5-1 
50FH832 
50014 

50067 

5050 

5054 

5059 
51-52013 
51A975 
51B359 
51B367 
51C239 
51C241 
51C242 

5109 

51452 
52-022-094-0937 
52-028-125-0312 
52-028-125-0375 
52-028-125-0625 
52-028-123-0750 
52-040-187-1562 
52A3A210 
532000L 
532000R ’ 
532500 

5373X 

5495X 

550120 
5800-02 
5800SS 
58838-77 
59-028-125-1500 
59-048-250-2750 
593307 

5941 

5942 

6-2000 
6NBC914YZP 
6043-3-3-10 
6043-3-3-8 
6043-4-5-6 
6215 

624AG5 
624AG5LH 
63316 
65-17012-3 


628 


STOCK 
NUMBER 


R82PUP 


R88S 


R42C-22282-200 


R82TMH 
R82TMH 
R82TMH 
R82TMH 


R82WB 
R82WB N 
R17S-28283-11 
R17S-33048-53 


. R17S-33049-54 


R82RHW 
R17S-28260-27-10 


: R83CAJC-5059 


R17VCH 
R83VCH 


R42P-11420-125-750 
R42P-11420-1562 


R82MSO 
R82MSO 
R82MSO 
R82WB 
R16C-35991-550 
R83PC 


R42P-11454-2750 


R83RYY 


FIGURE & 


INDEX NUMBER 


50-11 
238-4 
161-2 
109-8 
111-1 
285-12 
285-13 
285-8 
285-9 
285-10 
285-11 


137-19 
281-45 


167-11 
285-18 
119-44 
150-11 
152-21 
150-1 

152-53 
152-48 
152-24 
153-6 

242-15 


TOTAL 
QTY 
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PART 
NUMBER 


650-1795 
650-3221 
656520 
656767 
673447 
6800-048 
6800D02 
6810-02 
6810-064 
682440 
682441 
69-0101-2 
6952KD 
70-0101 
70-1101 
7002M 
73-2026-1 
74-1220 
74-1220-1 
74-1320 
74220 
T1-MIP-8T 
77-MIP8T 
79-028-125-0500 
79-028-125-0750 
79-028-125-1750 
79-1669-1-2 
79-1669-2-02 
79-1669-3-02 
79-1669-4-02 
19A211-79-82BC100 
7901-1 : 
796497 
8-3044-75 
8C6-2-3 
8DJ5GBF 
8DJ51BGD 
8DJ51GBB 
8DJ51GBC 
8DJ51GBE 
8DJ51GBH 
800386 
801514 

809 

809-2 

8110 

814299 
820-16 
83001-1 
83501-1 
840301 
840313 
840358 
840499 
854972 
854973 
854976 
854977 
854980 
855811 
869A8TT 
870278 
870399 
870400 
870428 
870449 
870538 
870567 
870606 
870629 
870722 
8749K11 
875337 
8905K783 
9-10831 
9-7105 
9-8105 
9AT4 
9C1-2-7 
901-408-3-5A 
9038 
9047-48F 
9057-48F 
9100E 
9115-0 
92A1-02 
92A1-1032 
9314 

93150-7 


SECURITY INFOR MATION — RESTRICTED 


STOCK 
NUMBER 

R17COE 

R17COE 


R88 V-0705-000-000 . 


R88C-956 
R88V-0186-005-000 


R88A-0525-060 
R88C-1510-000-000 


R421-435-107 


R83KOE 


R881-1884-950-000 


R881-1888-025-000 
R881-1884-340-000 


R14280-2 
R83RYY 


R42C-18770-800-5 


R83WK 
R88S-2233-085-000 


R83WK 


R83WK 
R83WK 


R83WK 
R83WK 


R83WK 
R83WK 


R17S-33049-94 


R83YY 


R17LR 


R17HRM 


_ * Numbers in brackets [ ] are BuAer Microfilm Index Numbers. 


RESTRICTED 


FIGURE & 


INDEX NUMBER QTY 


167-14 1 
167-8 


122-14 
17 


1 

1 

1 

1 

6 

4 

6 

89-10 2 
122-9 1 
122-36 1 
85-4 2 
121-20 2 
75-11 1 
1 

2 

4 

2 

2 

4 

2 

6 


125-42 
222-2 
222-6 
222 
221-43 
97-59 
154-2 
154-2 
12-24 
12-23 
289-5 
101-22 
101-25 
101-24 
101-23 


109-9 
164-27 
110-12' 
170-36 


1 
2 
1 
1 
1 
123-42 1 
123-13 3 
123-63 1 
123-14 - 1 
123-51 1 
119-2 1 
221-27 12 
100-13 4 
183-11 2 
199-31 


= 


1 
1 
227 2 
282-46. 1 
115-15 5 
226-39 1 
225-10 2 
225-24 . 1 
224-1 12 
161-56’ . 1 
161-55 1 
161-53 1 
161-51 1 
167-49 1 
167-54 1 
33-38 1 

227-29 1 
224-30 2 
225-13 2 
224-10 4 
227-7 1 
225-1 2 
119-30 1 
119-1 1 
196-56 1 
119-22 1 
159-12 1 
164-24 1 
151-5 1 
170-19 1 
36-7 1 

36-2 1 

156-17 1 
86-53 1 

50-6 2 

199-16 1 
173-36 1 
161-20 3 
233-23 1 
1 

0 

8 

1 

1 


167-5 
(Use 104260) 
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SECURITY INFORMATION —RESTRICTED Section ΙΙΙ 


AN 01-60JKB-4 Numerical Index of Standard and Vendors Parts 
PART STOCK FIGURE & TOTAL PART t STOCK FIGURE & TOTAL 

NUMBER NUMBER INDEX NUMBER QTY NUMBER NUMBER INDEX NUMBER QTY 
94510-5 R83AA 152-49 1 98265-4-H420 10 
9521386 1 98265-4-H440 2 
9521388 : ; 1 98265-4-450 87-7 4 
9521756 R82GY | 247-42 2 98265-5-H490 i 2 
9540633 R82GY . 247-43 2 S " É 
9540729 - R82GY 241-44 2 ο ο... η 1 
9555-16-33 286-12 1 98265 5 530 ον i 
E Ἢ ἈΉΡ, . . aes A 98265-5-540 ; . 87-8 1 

; 98265-5A90 à 87-5 1 
960D916L 112-35 6 
980005-20 1 98265-6-560 87-10 1 
ο ος πως . ο 3 98265020-160 75-4 6 
98265-1-H070 96-16 8 98269-1 : 3 
98265-1-H100 96-24 8 eee a 147-16 : 
πιω 96-17 n 98292-1-H130 , 2 88-32 3 
98265-1-110 87-39 6 98292-1-H140 88-31 2 
98265-1-120 81-93 1 98292-1-150 : 10 
98265-1-140 158-5 6. 98292-2-160 75 8 
98265-1-150 .87-26 9 98292-2-190 . ] : 2 
98265-1-190 : . 157-2 2 98292-2-200 171-28 4 
98265-2-180 . 16-9 3 98292-3-260 81-54 2 
98265-2-200 i 87-51 2 98292-5-510 87-13 2 
98265-2-210 ` 87-52 4 98477 82-15 1 
98265-2-230 16-8 1 98479 32-36 4 
ο ο ο 3 98479-3/8-24 17-79 1 
98265-2-H180 10 ad i v ΤΕΣ pat 
98265-2-H190 96-18 2 
98265-2-H200 10 9890-20 109 1 
98265-2-H210 - 14 99836 R42F24020-100 —— 75-5A 217 
98265-2-H230 90-49 4 99875-2 95-48C 4 
98265-2-H250 P 96-7 1-7 99899-2-190 ς 123-2 7 
98265-3-H320 ; 90-50 204 99947-1-150 4 
98265-3-340 : 81-4 4 99947C130 : 87-38 19 
98265-4-H390 : 2 99947P130 . 229-13 8 
98265-4-H400 2 99985-2 123 7 


* Numbers in brackets [ } are BuAer Microfilm Index Numbers. 
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- Section IV | SECURITY INFORMATION — RESTRICTED 6 8 à 


Reference Designation Index | ` AN 01-60JKB-4 
REFERENCE : REFERENCE 
DESIG- FIGURE CLASS CODE . PART DESIG- FIGURE CLASS CODE PART > 
NATION AND INDEX OR STOCK NUMBER . NUMBER NATION AND INDEX OR STOCK NUMBER NUMBER 
465-7 168-75 181-54081 468-18 167-1 AN3350-2 
465-8 156-4 181-54115 ` 468-19 160-22 R17C9124 AN3161-P5 
465-9 i 11144 468-20 160-27 R17C9179-70 AN3161-P15 
465-10 ` 156-44 AN3436-1-16 468-21 169-28 R17C9179-80 AN3161-P20 ‘ 
465-11 160-25 R17C9179-60 AN3161-P10 468-22 156-44 AN3436-1-16 ` 
465-12 166-12 i AN3311-1 468-23 155-27 AN3436-2-3 
465-13 519E103G2 . | 468-24 156-47 AN3436-2-9 
465-14 i AN3106-21S-3P 468-25 168-21 AN3436-2-12 
465-15 , 164-36 R17A2302-50 AN3057-16A ' | 468-26 EA5202R-2 
465-16 ` ‘AN3106S-28-12SY 468-27 124-10 R17P4425-920 AN3106-14S-2S 
466-1 . 168-64 181-54094 468-28 124 R17A2297-10 . AN3057-6A 
466-2 ο. 2CM7702 470-1 162-1 181-54026 
466-3 156-4 f i 181-54115 410-2 162-9 181-54126 
466-4 168-36 181-54171 410-3 Š 1D-250/ARN 
466-5 168-75 181-54081 x” poe "t ai id 
466-6 162-9 181-54126 25 YHS1 
466-7 156-26 YHS22M1 470-6 156-19 YHS26M1 
466-8 156-19 YHS26M1 470-1 122-37 181-51005 i 
46i ` » AN3436-1-16 ` 4 
PET ; ο. 470-9 167-30 `. ' AN3436-2-13 
466-11 80020 470-10 AN3106-32-13P 
μας 11144 47012 10439 ANSUTBDA 
466-1 : A - 
on ee . ANT : 410-13 AN3106-20-27PX 
466-15 168-34 E1597-1 - 470-14 : . AN3101-20-27SX 
466-16 164-19 R17R5899-35 AN3310-1 470-15 124 R17A2301-10 AN3057-12A 
466-17 166-11 AN3312-1 470-16 5T14-68-8 
466-18 172-14 R17R1258-19 AN2552-3A 470-17 160-22 R17C9124 AN3161-P5 
466-19 163-40 AN3227-1 470-18 312001 
466-20 156-5 2ATS 470-19 124-1 AN3108-22-14S 
466-21 160-22. 1709124 AN3161-P5 472-1 R88-A-0557-100 ` 
466-22 166-7 AN3436-1-1 472-2 R88-U-0186-005 
466-23 172 ` 181-54090 472-3 : R88-V-0705-000 
466-24 156-44 AN3436-1-16 412-4 124 R17A2301-10 AN3057-12A 
466-25 ` h AN3106-18-1P 412-5 ANS S 
466-26 zm AN3106-18-8S 472-6 162-18 AN3436-2-! 
466-27 dd AN3108-28-11S 472-1 168-21 : ` AN3436-2-12 
466-28 ` 164-36 R17A2302-50 AN3057-16A 412-8 240-12 R17P439-247 AN3436-2-8 
466-29 174-8 ! .  AN3102-22-19S Mae ANN dap 
ΕΝ κ επι". maaan A s 
466B-3 s? - —18- 
Get mei rien naas ARS 48 1S 
466B-5 168-75 181-54081 : 412-14 ANS108 20-278) 
& ἃ 472B-1 162-1 181-54026 
466B-6. 162-9 181-54126 
466B-7 AN3100C-28-11P 472B-2 162-9 181-54126 
466B-8 AN3100C-28-12PW ΑΠΘ 1D-250/ARN 
pees S0019. I {18.6 ANSIO0C 28-16P* 
466B-10 80019 5 E 
4668. 11 80020 472B-6 | AN3100C-28-12P 
472B-7 122-37 ; 181-51005 
ει μα 18920 ANNA 412B-8 156-44 AN3436-1-16 
466B.14 ^. 172-27 A-7113 472B-9 167-30 AN3436-2-13 
2 472B-10 124-5 AN3106-32-13P 
466B-15 168-34 E1597-1 SB it θες AN3100-32-13S 
466B-16 164-19 R17R5899-35 AN3310-1 172B-12 16459 "c. AN3051-20A 
466B-17 166-11 AN3312-1 412B-13 [ο AN3106-20-27PX 
466B-18 172-14 R17R1258-19 AN2552-3A ἐπ τε : AN3101-20-27SX 
ΕΡΕ 165-40 ANS221-1 B-15 124 R17A2301-10 AN3057-12A 
466B-20 156-5 2AT5 ση l STI eE e 
ο DELE CIS τι .412B-17 160-22 — R17C9124 AN3161-P5 
4668. 23 172 : 181 54090 e e EU cer ë 
4668-24 156-44 AN3436-1-16 ΠΠ = ANSIO6A. οὐ 168 
466B-25 ANS106-18-1P 4T2B-21 '  AN3106A-28-128 
466B-26 . Q0 AN3106-18-8S 472B-22 164-36 R17A2302-50 AN3057-16A 
466B-27 AN3108-28-11S 472B-23 173-30 AN3436-1-7 
466B-28 164-36 R17A2302-50 AN3057-16A  — 472D-1 R88-A-0557-100 
466B-29 174-8 ANS102-22-188 ‘ 412D-2 R88-U-0186-005 
466B-30 i AN3106A-28-115. 472D-3 : R88-V-0705-000 
466B-31 AN3106A-28-125 W 472D-4 124 R17A2301-10 AN3057-12A 
466B-32 164-36 R17A2302-50 AN3057-16A 472D-5 ` AN3106-20-29S 
466B-33 161-6 AN3436-1-9 472D-6 162-18 AN3436-2-5 
468-1 168-31. 181-54132 472D-7 168-21 AN3436-2-12 
468-2 168-91 181 “54161 472D-8 240-12 R17P439-247 AN3436-2-8 
468-3 156-4 181-54115 472D-9 AN3106B-18-12S 
468-4 168-1 181-54106 472D-10 AN3100A—18-12P 
468-5 170-31 181-54101-1 472D-11 124 R17A22299-100 AN3057-10A 
468-6 115 i TF51200-15 472D-12 AN3106A-18-1P 
468-7 115-18 122390-012-01 . 472D-13 AN3100-18-1S 
468-8 156-69 5ΑΤΙ 472D-14 AN3108-20-27S 
468-9 156-70 9AT4 . 414-1 AN5544 ` 
468-10 156-19 YHR26M1 414-2 156-19 YHS26M1 
468-11 98005 474-3 181-51005 
468-12 122-19 f F7225 474-4 AN3106A-18-1P 
468-13 35-22 | F7242 474-5 ᾿ AN3108-28-11S 
468-14 166-31 | 5AT3 - 474-6 164-36 : R17A2302-50 AN3057-16A 
468-15 ` 50-9 5AT4 474-7 AN3106-28-12PW 
468-16 160-16 AN3227-2 414-8 AN3100-28-128W 
468-17 164-17 AN3306-1 414-9 124-11 R17P4425-630 AN3106-10SL-3S 
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